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Princes  lead  nation’s  grief 


. a  , _ . _ - _ _ _ _ _ 3t _ *  _ _ 

The  Prince  of  Wales  with  his  sons.  Prince  Harry  and  Prince  William,  looking  at  the  flowers  outside  Kensington  Palace  after  their  return  from  Balmoral 


Queen  pays  tribute  to  ‘exceptional 
and  gifted  human  being’ 


By  Philip  Webster.  Daniel  McGroky  and  Alan  Hamilton 


THE  QUEEN  last  night  paid 
a  warm  and  personal  tribute 
to  Diana,  Princess  of  Wales,  as 
an  “exceptional  and  gifted 
human  being**  who  had  made 
many,  many  people  happy. 

Shortly  after  returning  to 
London  from  Balmoral,  she 
broadcast  live  to  the  nation  “as 
your  Queen  and  as  a  grand¬ 
mother"  to  share  the  people’s 
sadness  at  the  death  of  her 
daughter-in-law. 

Speaking  “from  the  heart" 
she  said:  “1  want  to  pay  tribute 
ro  Diana  myself.  She  was  an 
exceptional  and  gifted  human 
being.  In  good  rimes  and  bad, 
she  never,  lost  her  capacity  to 
smile  and  laugh,  nor  to  inspire 
others  with  her  warmth  and 
kindness. 

"1  admired  and  respected 
her  —  for  her  energy  and 
commitment  to  others,  and 
especially  for  her  devotion  to 
her  two  boys. 

“This  week  at  Balmoral,  we 
have  all  been  trying  to  help 
William  and  Harry  come  to 
terms  with  the  devastating 
Joss  that  they-  and  the  rest  of  us 
have  suffered. 

"No  one  who  knew  Diana 
will  wer  forget  her.  Millions 
of  others  who  never  met  her. 
bur  frit  they'  knew  her.  will 
remember  her." 


ON  OTHER  PAGES 


In  a  dear  reference  to  the 
criticisms  of  the  Royal  Fam¬ 
ily's  response  to  the  Princess’s 
death,  she  added  that  lessons 
should  be  learnt  both  from  her 
life  and  from  the  “extraordi¬ 
nary  and  moving  reaction  to 
her  death"  and  she  promised: 
"1  share  in  your  determination 
to  cherish  her  memory. 

"This  is  also  an  opportunity 
for  me.  on  behalf  of  my  family, 
and  especially  Prince  Charles 
and  William  and  Harry,  to 
thank  all  of  you  who  have 
brought  flowers,  sent  mes¬ 
sages,  and  paid  your  respects' 
in  so  many  ways  to  a  remark¬ 
able  person.  These  acts  of 
kindness  have  been  a  huge 
source  of  help  and  comfort." 

Today’s  funeral,  the  Queen 
concluded,  was  an  opportuni¬ 
ty  for  everyone  to  join  in 
expressing  grief  and  gratitude 
for  Diana’s  “aU-tOO-short"  life. 
“It  is  a  chance  to  show  to  the 
whole  world  the  British  nation 
united  in  grief  and  respect. 
May  those  who  died  rest  irt 
peace  and  may  we.  each  and 
every  one  of  us,  thank  God  for 
someone  who  made  many, 
many  people  happy." 

The  Queen  had  earlier 
clearly  been  astonished  when 
she  confronted  the  masses  of 
flowers  outside  Buckingham 


Palace  as  she  returned  from 
Balmoral  with  the  Duke  of 
Edinburgh. 

Prince  William.  Prince  Har¬ 
ry  and  the  Prince  of  Wales, 
roo,  were  obviously  overcome 
when  they  saw  the  sea  of 
colour  in  front  of  the  iron  gates 
of  Kensington  Palace,  their 
family  home  until  W2. 

The  Royal  Family's  arrival 
in  the  capital  was  greeted  with 
palpable  relief  by  the  massive 
crowds  who  had  felt  that  it 
had  been  too  aloof  since  the 
death  of  the  Princess  on  Sun¬ 
day.  And  the  scenes  at  the 
palaces  were  the  strongest 
possible  vindication  of  the 
Queen's  decision  —  even  at  a 
late  stage  —  to  change  her 
plans,  relax  protocol  and  al- 
tow  her  family  to  make  a  more 
open  display  of  their  grief.  It 
was  what  many  had  waited 
for  all  week. 

The  Queen  also  let  it  be 
known  that  she  does  not  want 
the  extraordinary  Qoral  dis¬ 
play  of  public  affection  to  be 
moved  before  next  week.  .An 
estimated  million  bouquets 
have  been  laid  at  Bucking¬ 
ham,  Kensington  and  *Sr 
James's  Palaces  and  a  spokes¬ 
man  said:  ‘Careful  consider¬ 
ation  is  being  given  as  to  how 
best  to  preserve  this  trcmen- 


(((£>  MYTHOLOGY  tf)fj 


Earth's  axle  creaks;  the  year  jolts  on;  the  trees 
begin  to  slip  their  brirtle  leaves,  their  flakes  of  rust; 
and  darkness  takes  the  edge  of  daylight,  not 
because  it  wants  to  -  never  that  Because  it  must 

And  you?  Your  life  was  not  your  own  to  keep 
or  lose.  Beside  the  river,  swerving  under  ground, 
your  future  tracked  you,  snapping  at  your  heels: 
Diana,  breathless,  hunted  by  your  own  quick  hounds. 

ANDREW  MOTION 


dous  expression  of  sympathy. 
Alt  the  flowers  ai  all  the 
palaces  will  certainly  remain 
in  place  over  the  weekend  and 
beyond." 

The  three  Princes  arrived  at 
Kensington  Palace  from  Bal¬ 
moral  at  lunchtime  to  find  a 
crowd  of  10,000  weiring  to 
grasp  their  hands  and  express 
sympathy  and  sorrow.  The 
boys  were  tearful  but  com¬ 
posed  and  managed  grateful 
smiles  as  they  spoke  to  people 
in  the  queues. 

The  Prince  of  Wales  gulped 
several  times  before  he  was 
able  to  talk  to  his  sons  as  they 
srood  together,  drawing  their 
attention  io  various  parts  of 
the  display.  Within  momems. 
people  were  holding  out  flow¬ 
ers  across  the  barriers  and  the 
sad  little  family  group  soon 
found  themselves  carrying 
bouquet  after  bouquet  from 
the  crowd  to  add  to  the 


mountain.  One  woman  told 
the  Princes:  “Be  strong,  your 
Mum  is  in  a  good  place",  as  a 
wave  of  public  affection  welled 
up  for  the  boys.  “God  bless 
you".  'We  are  so  sorry", 
people  called  out.  Many  were 
openly  crying. 

The  Queen  had  arrived  in 
London  on  a  separate  flight 
with  the  Duke,  her  mother 
and  Princess  Margaret.  45 
minutes  after  the  Princes. 

As  the  Queen  and  Duke 
arrived  at  the  gold  and  black 
gates  of  the  Palace,  they  got 
out  of  the  car  to  look  at  the 
bouquets,  flags,  photographs 
and  tributes  io  the  Princess 
draped  along  the  entire 
frontage. 

The  Queen  shook  her  head 
and  turned  to  her  husband, 
pointing  to  the  carper  of  cello¬ 
phane-wrapped  flowers.  Be¬ 
side  her  a  poignant  symbol  ro 
the  public  disquiet  at  the 


Royal  Family's  behaviour  un¬ 
til  yesterday  was  a  Union  Flag 
at  half-mast  Slowly  the  Queen 
walked  along  the  lines  of 
flowers  occasionally  leaning 
down  to  read  a  message  or  to 
look  at  a  child’s  toy  or 
photograph. 

For  several  moments  the 
royal  couple  stood  together, 
their  heads  bowed,  lost  in 
thought  at  the  many  thou¬ 
sands  of  handwritten  tributes, 
many  of  which  were  critical  of 
them. 

Once  the  crowd  realised 
that  she  was  stopping  to  look 
at  the  flowers.  She  turned  fora 
second,  smiled,  and  then 
gazed  back  down  at  the  end¬ 
less  succession  of  simple 
tributes. 

Turning  from  the  flowers, 
she  saw  I  I-year-oki  Kathryn 
Jones  holding  a  spray  of  five 
red  ’  roses.  “The  Queen  took 
them  and  said:  “Would  you 
like  me  ro  place  them  for  you?" 

The  girl  replied:  “No.  Your 
Majesty.  These  are  for  you" 
and  thrust  them  into  her 
hands. 

Looking  shocked  and 
moved  at  this  simple  expres¬ 
sion  and  support  the  Queen 
said:  “Are  you  sure  these  are 
meant  for  me?"  Behind  her, 
the  Duke  of  Edinburgh  bit  his 
lip. 

Afterwards  Kathryn  said:  “1 
had  originally  intended  these 
flowers  for  Diana  because  she 
was  such  a  wonderful  person, 
but  when  1  saw  the  Queen  and 
how  sad  she  looked.  1  felt  sorry 
for  her  after  all  the  things  that 
had  been  said. 

“1  don't  think  she  did  any¬ 
thing  wrong.  She  is  a  graftd- 
morher  to  William  and  Harry 


and  they  needed  her  more 
than  we  did." 

There  were  similar  scenes  at 
St  James’s  Palace  a  few  min¬ 
utes  later  when  die  Queen  and 
Duke  arrived  to  view  the 
coffin  laying  in  front  of  the 
ajiar  in  the  Chapel  Royal  as 
her  elder  son  and  grandsons 
had  done  a  few  minutes 
before.  There  can  have  been 
few  more  difficult  moments  of 
the  Queen's  45  years  on  the 
throne,  with  tire  outstanding 
exception  of  her  own  father’s 
funeral  in  1952. 

The  Queen  and  Duke  then 
moved  ro  die  Long  Corridor  ro 
see  the  books  of  condolence  — 
which  people  were  still  pre¬ 
pared  to  queue  for  II  hours  to 
sign  yesterday  ~  and  at  3.50 
tfiey  emerged  from  the  Friary 
Court  entrance  to  be  greeted 
by  a  spontaneous  and  pro¬ 
longed  buret  of  applause.  The 
Queen's  visage  seemed  mo¬ 
mentarily  to  lighten. 

She  walked  to  the  right 
hand  side  of  Marlborough 
Road  and  began  to  talk  with 
many  members  of  the  waiting 
queue,  exchanging  private 
words  of  greeting  and  grief. 

Back  at  Buckingham  Pal¬ 
ace.  the  Royal  Standard  flew 
at  the  masthead  of  a  pole  that 
had  been  controversially  emp¬ 
ty  all  week.  At  one  point  it 
appeared  to  be  flying  at  half- 
mast  but,  in  fact,  it  had  slipped 
and  was  soon  raised  again. 
Today  it  will  be  removed  when 
the  Queen  leaves  for  the 
funeral  and  replaced  with  a 
Union  Flag  which  will  fly  at 
half-mast  until  midnight. 

'  Andrew  Motion 
interview,  page  4 
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A1  Fayed  says  he  has  been  told  the  Princess’s  last  words 


By  Richard  Ford 

THE  last  words  and  requests  of 
Diana.  Princess  of  Wales,  were 
conveyed  to  Mohamed  Al  Fayed 
and  have  been  passed  on  to  "the 
appropriate  person".  ?r  was  claimed 

yesterday.  ,  . . 

Mr  AI  Fayed  was  approached  by 
someone  who  had  helped  die  Prin¬ 
cess  during  her  final  hours,  and 
knew  her  final  words,  his  spokes¬ 
man  Michael  Cole  said. 

Mr  Cole  also  confirmed  that  Dodi 


Fayed  had  given  the  Princess  a  ring 
on  the  night  they  died  and  said  thar 
Mr  Al  Fayed  had  asked  the  Spencer 
family  if ’a  silver  plaque  inscribed 
with  a  poem  his  son  had  written  for 
the  Princess  could  be  placed  in  her 
coffin. 

Mr  Cole  said:  “Dodi  wrote  a 
poem  for  tlte  Princess,  and  had  it 
inscribed  on  a  silver  plaque.  The 
plaque  h-*d  been  placed  under  her 
pillow  si  Pndf's  apartment  in 
Paris  '  Mr  Cole  did  nm  know  the 
words  of  rite  poem. 


"The  Princess  also  gave  Dodi  a 
pair  of  cufflinks.  They  were  the  last 
gift  she  had  received  from  her  late 
father.  She  said  that  she  knew  that  it 
would  give  him  joy  to  know  they 
were  in  such  safe  and  special 
hands." 

Mr  Cole  said  that  what  Dodi  had 
meant  when  he  gave  the  ring  ro 
Diana  only  hours  before  she  died, 
would  never  be  known:  “If  cite 
planet  lasts  for  another  thousand 
years,  people  will  still  wonder  about 
its  significance." 


The  Princess  is  to  be  buried  on  an 
island  in  the  centre  of  an  ornamen¬ 
tal  lake,  known  as  The  Oval,  in  the 
grounds  of  Althorp  Park,  her  broth¬ 
er  Earl  Spencer  revealed  yesterday. 
The  Bishop  of  Peterborough,  the 
Right  Rev  Ian  Cundy,  consecrated 
rhe  ground  on  Thursday  and  a 
temporary  bridge  is  being  built  over 
the  lake.  The  burial  ground  will  be 
open  for  a  number  of  weeks  each 
year  for  the  public  to  pay  their 
respects  but  the  island  will  other¬ 
wise  protect  the  Princess's  final 


resting  place  and  allow  her  sons  to 
visit  in  privacy. 

The  funeral  of  Henri  Paul,  the 
coupled  driver,  was  postponed  after 
his  family  called  for  a  second 
autopsy  and  a  pathologist  sent  to 
Paris  by  Mr  Al  Fayed  questioned 
whether  the  driver  had  been  drunk. 
M  Paul  was  due  to  have  been  buried 
this  morning  in  his  home  town  of 
Lorienr.  Brittany.  The  original  au¬ 
topsy.  found  that  he  had  a  blood 
alcohol  level  rhree  times  the  legal 
limit. 
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C  You  are  now  on 
your  way  to  a 
happiness  the  world 
cannot  give  5 

Richard 
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6  She  wanted  above 
all  to  help  those  who 
had  no  voice  and 
were  helpless  9 
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Jenkins 


6  Great  Brington 
church  should 
become  her  proper 
memorial  3 

Anthony 

Howard 


C  Dynasties  are 
about  destinies  — 
and  in  royal  ones 
there  is  no  escape  9 
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Police  ask 


MIKEWmOMSON 


mourners 
to  look  out 
for  each 


other 


The  Yard  is  preparing  for  a  major 


operation,  Stewart  Tendler  writes 


THE  millions  of  mourners 
flooding  London's  streets  to¬ 
day  are  being  urged  by  Scot¬ 
land  Yard  to  help  each  other 
and  obey  police  orders. 

Yesterday  as  the  Yard  pur 
the  finishing  touches  to  orders 
for  the  16.000  officers  who  will 
police  the  operation.  Chief 
Superintendent  Brian 
Paddick,  second-in-command 
in  (he  Yard’s  biggest  public 
order  opperation  for  decades, 
said  thousands  of  special  con¬ 
stables  and  traffic  wardens 
would  also  be  on  duty. 

The  Government  is  hiring 
Z500  guards  from  private 
security  companies  to  act  as 
stewards  at  public  buildings, 
the  sites  of  television  cameras 
and  public  facilities.  The  stew¬ 
ards  ate  being  drawn  from 
Wembley  stadium  and  com¬ 
panies  with  experience  in  deal¬ 
ing  with  large  public  events. 

Tom  Laid  law,  the  former 
head  of  the  Yard’s  ceremonial 


Mrs  Mubarak:  arriving 
in  London  this  morning 


operations,  will  supervise 
communications  between  die 
stewards  and  the  Yard. 

Mr  Paddick  called  on  the 
mourners  to  do  what  they . 
were  told  by  police.  “We  are 
asking  everyone  to  cooperate 
with  police  and  with  each 
other."  He  is  said  he  believed 
the  police  could  cope  with  a 
crowd  which  may  reach  six 
million.  Contingency  plans 
are  in  hand  for  any 
emergencies. 

Mr  Paddick  said  police  offi¬ 
cers  along  the  route  would 
face  into  'die  crowds  to  watch 
for  any  signs  of  crushes  or 
disturbances.  Asked  how  the 
officers  themselves  will  feel  he 
said:  “The  officers  are  there  to 
do  a  job.  We  are  expected  to  be 
professional  but  we  are 
human." 

He  said  police  would  con¬ 
sole  their  colleagues  as  well  as 
any  mourners  in  die  crowd 
who  were  overcome. 

The  police  are  advising  ail 
members  of  the  public  to  bring 
warm  clothing,  food  and  drink 
and  to  be  prepared  to  be 
caught  in  crowds  for  many 
hours. 

Earlier  this  week  Sir  Paul 
Condon.  Commissioner  of  the 
Metropolitan  Police,  called  on 
parents  to  think  very  carefully 
about  bringing  small  children 
to  the  funeral. 

Mr  Paddick  will  be  die 
“silver"  commander  operating 
from  a  sophisticated  mobile 
control  unit.  He  will  be  direct¬ 
ed  by  Commander  Mike  Mes¬ 
senger  in  die  Yard’s  special 
operations  room,  codenamed 


Queen 
‘has  been 
hurt  toy 
unfair 
attacks6 


By  Michael  Evans 


The  Queen  and  Princess  Margaret  are  driven  from  Balmoral  on  the  way  to  Aberdeen  airport  at  the  start  of  their  journey  to  London 


GT.  The  two  men  performed 
the  same  roles  during  the 
Notting  Hill  carnival  last 
month. 

They  will  be  responsible  for 
up  to  8,000  uniformed  officers 
who  will  line  the  route  of  the 
cortege  and  the  hearse. 

C1D  officers  will  mingle 
with  the  crowd  and  details  of  a 
group  of  “royal  watchers"  who 
have  fixations  about  members 
of  the  Royal  Family  and  who 
could  cause  disturbances  are 
being  given  to  officers. 

The  Security  Service  and 
S pedal  Branch  intelligence 
officers  have  not  identified  any 
threats  to  the  funeral  from 
terrorists  or  extremist  political 
groups  but  no  possibilities  are 
being  ruled  out  Yesterday 
police  and  local  council  and 
utility  workers  finished  in¬ 
spections  of  sewers,  base¬ 


ments,  telephone  boxes  and 
post  boxes  on  the  main  route 
to  prevent  tire  risk  of  bombs. 

A  security  cordon  is  being 
created  around  Westminster 
Abbey  and  streets  are  due  to 
be  dosed  along  the  route  from 
dawn.  Sharpshooters  trained 
by  the  Yard's  PT19  firearms 
unit  will  take  up  positions 
overnight  on  key  buildings 
and  nine  S pedal  Brandi 
teams  will  start  dose  protec¬ 
tion  for  a  group  of  VIPs. 

Hillary  Clinton,  wife  of  the 
American  President,  Is  not 
arriving  until  this  morning 
and  wul  fly  out  again  later 
today.  All  the  other  VIPS 
inducting  Bernadette  Chirac, 
wife  of  the  French  President, 
Queen  Noor  of  Jordan  and 
Suzanne  Mubarak,  wife  of  the 
Egyptian  president,  will  be  in 
London  by  this  morning. 


Guards  ready  to  shoulder 
a  heavy  burden  of  honour 


By  Michael  Evans,  defence  correspondent 


....  •  at  <~*y>»4i*;joP ' 


THE  guardsmen  from  the  1st 
Battalion  Welsh  Guards  who 
will  cany  the  coffin  into 
Westminster  Abbey  have 
been  given  orders  to  eat  a  big 
breakfast  this  morning  to  be 
prepared  for  the  physical 
ordeal.  Hie  royal  coffin  is 
lead-lined  and  weighs  40 
stone. 

Under  a  Welsh  Guard  tra¬ 
dition  going  back  150  years, 
the  guardsmen  from  The 
Prince  of  Wales’s  Company 
will  prepare  themselves  for 
the  honour  of  forming  the 
bearer  party  with  a  wake-up 
call  at  630am,  a  session  of 
physical  training  and  a  full 
breakfast 

Major  Crispin  Black,  sec¬ 
ond-in-command  of  the  bat¬ 
talion.  said:  “The  PT  is  always 
done  before  big  parades  to 
loosen  the  limbs,  and  before 
going  on  ceremonial  duties  of 
this  nature  everyone  must 
have  a  big  breakfast  It’s 
unlikely  that  anyone  will  have 
the  appetite  for  the  legendary 
full  Army  breakfast  although 
it  will  be  available,  but  they 
must  eat  something  to  sustain 
themselves  through  a  long 
parade". 

He  said  this  had  been  the 
standing  orders  for  the  Bri¬ 
gade  of  Guards  for  nearly  150 
years.  Most  of  Thursday  and 
yesterday  was  spent  rehears¬ 
ing  the  techniques  and  drills 
required  of  a  bearer  party  at 
Wellington  Barracks,  using  a 
practice  coffin  of  about  the 
same  size  and  weight,  and  out 


of  sight  of  the  public.  The 
preparations  included  groom¬ 
ing  the  bearskins,  polishing 
boots  “to  the  high  sheen  so 
characteristic  of  guardsmen" 
and  cleaning  the  scarlet  tu¬ 
nics.  Eight  guardsmen  from 
the  Prince  of  Wales's  Com¬ 
pany  will  act  as  the  pallbear¬ 
ers.  Two  extra  guardsmen 
will  be  the  cap  bearers,  in 
charge  of  taking  the  bears  kins 
when  the  pallbearers  remove 
them  to  go  into  the  Abbey. 
The  Guards  fly  back  to  North¬ 
ern  Ireland  after  the  ceremo¬ 
ny  for  the  final  days  of  a  six- 
month  tour. 

Hie  King's  Troop,  Royal 


Guard:  ordered  to 
have  big  breakfast 


Horse  Artillery  were  also 
busy  yesterday  making  final 
preparations  for  the  gun-car¬ 
riage  duly  which  is  to  be  their 
responsibility.  Major  Keith 
Brooks,  the  commanding  of¬ 
ficer,  made  sure  that  his  men 
were  fully  ready  for  their  task 
of  drawing  the  gun  carriage, 
bearing  the  coffin,  along  the 
route  from  Kensington  Palace 
to  the  Abbey.  In  a  private 
briefing  before  ordering  the 
men  to  relax  for  the  afternoon, 
he  said  that  there  was  no  one 
"on  this  planer  better  able  to 
peform  the  gun  carriage  duty. 

The  gun  carriage  will  be 
drawn  by  three  pairs  of  hors¬ 
es,  with  a  mounted  sergeant 
Sergeant  Damian  Gascoyne 
from  Derby,  riding  on  the  left 
of  the  leading  pair  of  horses. 
The  officer  commanding  the 
section.  Captain  Grant  Chant¬ 
er  from  Devon,  will  be  at  the 
rear  of  the  gun  carriage. 

Six  Falklands  veterans 
have  been  given  a  special 
place  of  honour  at  the  funeral 
service.  The  ex-servicemen, 
three  of  whom  were  seriously 
wounded,  will  represent  the 
South  Atlantic  Medal  Associ¬ 
ation,  formed  earlier  this  year 
to  help  veterans  of  the  conflict 
The  delegation,  wearing  their 
Falklands  and  gallantry  deco¬ 
rations,  will  be  led  by  Rick 
Jolly,  the  former  Royal  Navy 
Surgeon  Commander  who 
was  awarded  the  OBE  for  his 
life-saving  efforts  at  the  emer¬ 
gency  field  hospital  in  Ajax 
Bay  during  the  war. 


LORD  BRAMALL  Lord-Lieu¬ 
tenant.  of  London,  spake  in 
support  of  the  Queen  and  the 
Royal  Family  on  Friday  after 
criticism  among  the  public 
and  the  press  over  their  per¬ 
ceived  muted  response  to  the 
death  of  Diana,  Princess  of 
Wales,  and  their  strict  obser¬ 
vance  of  protocol. 

Lord  Bramall,  former  Chief 
of  the  Defence  Staff,  said  he 
was  not  clear  what  the  public 
wanted  of  the  Queen. 

No  one  was  closer  nor  more 
deeply  involved  in  the  grief 
over  the  loss  of  the  Priifoess 
than  the  Queen  and  Royal 
Family,  and  in  particular 
Prince  William  and  Prince 
Harry. 

"I  really  don’t  believe  that 
because  so  many  of  us  touch¬ 
ingly  and  genuinely  have  re¬ 
acted  so  dramatically  and 
emotionally  (to  Diana's  death) 
that  we  have  any  right  to 
criticise  those  who  have  decid¬ 
ed  to  grieve  in  private,  espe¬ 
cially  when  they  are  nearer  to 
the  grief  and  trauma  than  any 
of  us,"  he  said  cm  the  BBC 
Today  programme. 

Lonci  Bramall,  who  in  his 
official  capacity  as  Lord-Lieu¬ 
tenant  of  London  was  at  RAF 
Northolt  when  the  body  of  the 
Princess  was  flown  in  from 
Paris  earlier  this  week,  said  he 
felt  moved  to  speak  out  for  the 
Queen  because  of  the  “unfair" 
criticism.  - 

The  Queen,  he  said,  had 
"taken  account"  of  public  feel¬ 
ing  by  announcing  that 'she 
would  give  a  television  broad¬ 
cast  and  by  allowing  the 
Union  Jack  to  fly  at  half  mast 
over  Buckingham  Palace.  But 
the  fact  that  no  flag  had  been 
flying  until  now  was  entirely 
in  keeping  with  the  tradition 
in  which  the  Royal  Standard 
flew  only  when  the  monarch 
was  in  residence.  “In  no  sense 
was  this  disrespectful  to  the 
Princess  of  Wales."  he  said. ' 

The  Queen  and  Royal  Fam¬ 
ily-had  done  what  other  fam¬ 
ilies  would  do.  which  was  to. 
grieve  in  private.  The  Queen’s 
primary  responsibility  had 
been  to  give  love  and  support 
to  the  two  young  princes  “in 
the  comparative  peace  of  Bal¬ 
moral". 

The  Queen  would  have  been 
"hurt",  he  said,  by  the"  criti¬ 
cism  that  had  been  “somewhat 
fanned"  over  the  last  few  days.  . 
Speaking  to  The  Times,  he 
said  the  surge  of  emotion  in 
the  country  had  reminded  him 
of  VE  Day  and  VJ  Day. 

When  the  British  people 
showed  such  public  emotion, 
"which  is  unusual",  they  ap¬ 
peared  to  expect  the  members 
of  the  Royal  Family  to  react 
in  exactly  the  same  way.  “It*s 
as  if  those  queueing  to  sign  the 
books  of  condolence  want  the 
Queen  to  do  the  same  and  to 
stand  with  them  for  10  hours," 
he  said. 

Lord  Bramall  will  have  no 
official  role  at  the  funeral, 
although  he  has  been  invited 
to  the  service.  The  Lord- 
Lieutenant  does  not  have  a 
constitutional  function  on 
such  occasions. 


Blair  to  discuss  monarchy’s  role 


By  Phi  up  Webster 

POLITICAL  EDITOR 


TONY  BLAIR  will  take  an  early  opportu¬ 
nity  on  Sunday  to  discuss  with  the  Queen 
the  future  of  the  monarchy  in  the  wake  of 
the  death  of  Diana.  Princess  of  Wales. 

After  a  week  in  which  he  has  played  a 
substantial  behind-the-scenes  role  in  the 
preparations  for  the  funeral,  the  Prime 
Minister  is  expected  to  tender  his  private 
advice  on  how  the  Royal  Family  should 
artempt  to  rebuild  its  image. 

Although  officials  decline  to  brief  about 
such  meetings,  the  decision  of  the  Queen 
to  see  Mr  Blair  at  Balmoral  so  soon  after 
the  funeral  is  an  indication  of  her  desire  to 
hear  more  of  her  Prime  Minister's  views 


after  a  week  in  which  he  has  been  praised 
for  being  in  tune  with  the  mood  of  the 
nation,  in  contrasr  to  the  Royal  Family. 

Mr  Blair  and  his  wife,  Cherie,  would 
have  been  at  Balmoral  this  weekend  for 
the  annual  Balmoral  talks  with  the 
Queen.  Ironically,  they  had  been  due  to 
discuss  the  future  role  of  the  Princess  of 
Wales  and  the  campaigns  with  which  she 
had  been  associated,  notably  on 
landmines. 

Now  they  will  be  discussing  the  Royal 
Family's  approach  to  the  foture  after  a 
week  when  ir  has  been  criticised  as  never 
before  for  seeming  loo  remote  from  the 
public  mood. 

Although  it  is  known  that  the  Prince  of 
Wales  persuaded  the  Queen  to  discard 


protocol  and  to  make  a  more  public 
display  of  the  Royal  Family’s  grief,  it  is 
also  certain  that  he  was  advised  by  Mr 
Blair  that  the  public  was  finding  it  hard  to 
come  to  terms  with  its  aloofness. 

The  decision  to  stage  the  eve-of-funeral 
broadcast  came  from  Balm  oral  but  it  was 
welcomed  eagerly  by  Dawning  Street  In 
their  private  discussions  with  Palace 
officials,  Mr  Blair's  staff  gave  a  warning 
of  the  unsettled  public  mood  over  the 
absence  of  a  flag  at  Buckingham  Palace. 

The  Prime  Minister  could  be  expected 
to  tell  the  Queen  gently  that  there  are 
lessons  for  the  Royal  Family  in  the 
increased  warmth  of  the  public  towards 
them  once  protocol  had  been  dispensed 
with  and  the  arrangements  changed. 


Laureate’s  memorial  in  verse 


Ted  Hughes:  moved  by  “momentous  occasion" 


TED  HUGHES,  the  Poet 
Laureate,  has  written  a  poem 
to  commemorate  the  death  of 
Diana,  Princess  of  Wales. 

Mr  Hughes,  the  Poet  Lau¬ 
reate  since  1984.  usually  only 
writes  a  pieoe  to  celebrate  a 
national  event  such  as  a 
royal  birthday.  The  poem 
has  _  been  released  to  the 
media  in  return  for  dona¬ 
tions  to  the  Princess  of  Wales 
Memorial  Fund. 

Joanna  Mackle.  publish¬ 
ing  director  of  Faber  and 
Faber  said:  "Ted  felt  that  it 
was  such  a  momentous  and 
sad  occasion  that  it  should  be 
as  widely  available  as  pos¬ 
sible  so  that  the  public  could 


read  it.  This  was  all  his  idea. 
1  don’t  know  where  he  wrote 
it  or  Mien  he  made  his 
derision  to  do  so.  •  He  is 
always  rather  mysterious. 
The  poems  just  turn  up” 


6th  September  1997 


Mankind  is  many  rivers 
That  only  want  to  run. 

Holy  Tragedy  and  Loss 
Make  the  many  One. 
Mankind  is  a  Holy,  crowned 
Mother  and  her  Son. 

For  worship,  for  mourning: . 
God  is  here,  is  gone. 

Love  is  broken  on  the  Cross 
The  Flower  on  the  Gun. 


Ted  Hughes 
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Diana ,  Fri n c  e$ s  of  Wales 


Books  of  condolence 


..  >i 


Bv  Daniel  McGory 
and  Adrian  Ife 

they  came  in  their  thou¬ 
sands  last  night  in  a  final  rush 

Sfn10^0"  P0*™  S  a,on8  The 
to  sign  the  books  of 
condolence  for  Diana,  Prin¬ 
cess  of  Wales. 

PoUce  watched  helplessly 
vt  ^J',e ,  ***  queues  stretched 
V  eVer  longer  as  ihe  Palace 
*  P^pared  to  shut  the  books  at 
midnight  to  allow  prepara¬ 
tions  for  die  funeral 
Buckingham  Palace  said 
mat  the  one  million  floral 
bouquets  left  at  the  three 
Royal  Palaces  will  stay  in 
place  throughout  the  weekend 
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arid  beyond.  Only  after  the 
Princess  is  buried  will  the 
Palace  deride  what  to  do  with 
the  bouquets  and  the  mes¬ 
sages.  Their  more  immediate 
concern  last  night  was  what  to 
do  with  the  throng  who  had 
taken  over  The  Mall  and  its 
approaches. 

Families  ignoring  advice 
not  to  subject  young  children 
to  a  cold  and  lengthy  wait 
oamoured  to  find  the  end  of 
th*  queue  of  people  that  by  last 
night  was  longer  than  at  any 
hme  since  the  Princess's 
death. 

At  the  end  of  the  queue  that 
was  now  beyond  Admiralty 
Arch,  the  police  kept  a  con- 


Campers 
joke  today, 
knowing 
sadness  is 
to  come 


cemed  eye  trying  to  judge  how 
long  it  will  rake  ro  process  the 
thousands  still  waiting.  Those 
involved  in  arrangements 
along  the  funeral  route  found 
their  efforts  hampered  by  the 
crush  of  people  milling  in  both 
directions. 

The  Palace  tried  in  vain  to 
reassure  those  wanting  to  sign 
the  books  that  they  would 
have  every  chance  to  leave 
their  condolences. 

The  plan  is  to  move  the  43 
books  to  Kensington  Palace 
state  apartments  and  open 
them  to  mourners  at  2pm  on 
Saturday.  A  Palace  spokes¬ 
man  said:  “They  will  stay  open 
24  hours  a  day  until  Monday, 


stay  open 


PERSONAL  TRIBUTES 


September  15.  and  longer  if 
need  be.  We're  having  to  keep 
this  under  constant  review 
because  there  is  such  an 
obvious  demand  and  we  sim¬ 
ply  don't  know  what  is  going 
to  happen  this  weekend." 

The  Palace  says  it  has  not 
decided  what  to  do  with  the 
many  thousands  of  written 
messages.  "Tliat  will  be  for 
Prince  Charles,  the  Royal 
Family.  Earl  Spencer  and  the 
rest  of  his  family  to  decide 
where  these  books  finally  go," 
the  spokesman  said. 

It  is  also  undecided  if  the 


public  will  ever  have  a  chance 
to  read  the  expressions  of 
condolence.  "As  many  were 
intended  as  a  personal  fare¬ 
well  message  then  every  con¬ 
sideration  has  to  be  given  how 
best  to  deal  with  this  sensitive¬ 
ly  to  respect  the  public's  wish¬ 
es  and  the  family’s  wishes," 
the  spokesman  added. 

The  spokesman  said  that 
the  tributes  outside  the  royal 
palaces  will  remain  all  week¬ 
end  and  beyond.  “Careful 
consideration  is  being  given  as 
to  how  best  to  preserve  this 
tremendous  expression  of 


sympathy'.  Ultimately  of 
course  the  flowers  and  the 
many  messages  of  condolence 
-will  have  to  be  collected. 

“Of  particular  concern  is  to 
ensure  thar  the  messages  are 
gathered  safely  before  the 
possibility  of  severe  damage 
by  the  weather  and  they  will 
be  offered  to  the  families.  It’s 
only  appropriate  that  the  flow¬ 
ers  and  the  messages  must  be 
gathered  by  hand."  One 
suggestion  is  that  the  flowers 
will  be  offered  to  hospitals, 
children’s  homes,  retirement 
homes  and  hospices. 

The  Palace  authorities  said 
that  none  of  the  hand-written 
messages  would  be  destroyed. 


Same  are  critical  of  the  Queen 
and  the  Royal  family  but  they, 
too.  will  be  given  to ’the  Palace 
and  the  Spencer  family.  The 
■authorities  say  it  is  too  soon  to 
say  if  there  will  be  a  perma¬ 
nent  exhibition  of  the  tributes 
and  messages. 

At  1.20pm  the  queue  id  sign 
the  book  of  condolence  at  St 
James's  Palace  was  closed  off 
by  Buckingham  Palace  offici¬ 
als  and  the  police.  The  last 
person  allowed  through  was 
Randle  Williams.  37.  of 
Newbury,  Berkshire,  who  was 
allowed  to  join  the  end  after 
explaining  that  his  wife  had 
suffered  from  an  earing  disor¬ 
der  and  had  drawn  inspira¬ 


tion  from  the  Princess.  Mr 
Williams  and  his  wife  trav¬ 
elled  to  London  on  Thursday 
night  but  had  to  return  home 
when  she  was  taken  ill  after 
queueing  for  ti1*  ftours.He 
said  that  he  would  sign  on 
behalf  of  his  wife.  "When  1  got 
to  the  end  of  the  queue  ir  was 
just  closing.  When  1  explained 
why  i  had  to  get  in  the 
policeman  was  very-  good. 
People  behind  me  were  disap¬ 
pointed  but  1  think  they 
understood." 

PC  Don  Gatford.  whose 
duty  it  was  to  turn  people 

away,  said:  “People  were  obvi¬ 
ously  disappointed  bur  took  it 
in  rhe  spirit  it  was  meanL" 

JONNftAgMNjg 


By  Damian  Whitworth 

AS  the  multitudes  pitched 
their  tents,  unrolled  their 
sleeping  bags  and  Ut  their 
Primus  stoves,  people  joked 
that  this  was  the  biggest  mass 
bivouac  in  peacetime  history. 

Many  thousands  of  the  mil¬ 
lions  expected  to  attend  the 
funeral  of  Diana.  Princess  of 
Wales,  derided  to  spend  last 
night  camped  in  the  Royal 
Parks  and  on  the  capital's 
streets  to  ensure  a  good  view  of 
the  solemn  procession. 

Perhaps  one  of  the  more 
surprising  aspects  of  this 
sleep-out  was  the  number  of 
jokes.  Groups  kept  their  spir¬ 
its  up  through  the  long  hours 
of  waiting  with  gtihtle 
humour: 

“You  have  to  have  a  sense  erf 
humour  now,  because  the  real 
sadness  is  stall  to  come,”  said 
Corinne  Gardner,  as  she  pre¬ 
pared  for  her  second  night  in 
The  Mall. 

This  great  boulevard 
teemed  with  people  from 
breakfast  time  onwards  on 
Friday.  A  steady  stream  made 
their  way  from  Admiralty 
Arch  ro  join  the  queue  to  sign 
condolence  books  at  St 
James’s  Palace,  or  to  see  the 
flowers  ar  Buckingham 
Palace,Then  many  relumed  to 
pick  theft  spot  and  bed  down 
behind  the  crush  barriers. 

By  9am  Friday, ,  the  prime 
positions,  opposite  Westmin¬ 
ster  Abbey,  had  long  gone.  So 
l  took  my  deckchair  and 
sleeping  bag  to  The  Mall, 
where  I  joined  a  group  already 
rubbing  their  eyes  after  sleep¬ 
ing  out  on  Thursday. 

Miss  Gardner — who  works 
for  a  children  is  charity.  Tree  of 
Hope,  and  had  brought  her 
foster  daughter  (and  the  cur¬ 
rent  Miss  Bexhill-on-Sea).  Les¬ 
ley  Barker,  15  —  fixed  the  TV 
crews  who  came  to  film  our 
camp  with  a  steely  stare.  “Are 
you  going  to  pay  us  for  this?.” 
she  asked,  and  breaking  into 
laughter  when  they  look  wor¬ 
ried  that  she  was  serious. 

"Now  l  know  what  monkeys 
in  the  zoo  fed  like,"  said  Truda 
Howell.  77,  from  beneath  her 
woolly  hat.  She  had  been 
joined  by  her  daughter,  Mar¬ 
garet.  54,  and  a  friend.  Vicky 
Ibberston,  59,  -from  Barry, 
South  Wales.  They  had 
dragged  a  park  bench  up  and 
made  themselves  quite  cosy. 

A  dispute  broke  out  between 
Dominic  Weldon,  10,  and  his 
father.  Richard,  over  who  had 


ROYAL  PARKS 


been  the  source  of  loud  snor¬ 
ing  emanating  from  their  tent 
during  the  night 

Passers-by  stopped  to  join  in 
the  banter,  and  those  who 
regretted  that  they  would  not 
be  able  to  sleep  out  dispensed 
sandwiches  and  drinks.  One 
lady  gave  us  a  flower  arrange¬ 
ment  Tea  was  boiled  up. 
Policemen,  bath  on  foot  and 
horseback,  stopped  for  a  chat 
Evangelists  dispensed  leaflets. 

“When  the  Jehovah's  Wit 
nesses  have  come,  well  have 
had  everyone,”  -said  Mr 
Weldon  Sr. 

As  we  settled  down  for  the 
long  night  ahead,  there  was 
plenty  of  time  for  serious 
reflection.  -Emily  Tcims,  30. 
who  had  come  from  Bristol 
with  her  mother,  Victoria  Wil¬ 
son,  and  her  son.  Jake,  10,  said 
the  three  generations  of  her 
family  had  a  personal  reason 
for  wanting  to  be  present 

“We  came  for  the  obvious 
reasons,  but  also  ray  grand¬ 
mother,  who  is  in  her  eighties 
and  sadly  couldn’t  be  here, 
and  my  grandfather  met  for 
the  first  time  at  a  dance  at 
Al  thorp.  So  the  Spencer  family 
has  always  been  dear  to  us." 
she  said. 

Mr  Weldon  said  he  wanted 
his  son  to  see  an  important 
moment  in  history.  “I  brought 
my  daughter  to  see  the  wed¬ 
ding  when  she  was  only  six. 
and  now  1  want  my  son  to  fee! 
in  later  years  that  he  was  in 
some  way  part  of  this,  even  if 
he  doesnt  grasp  the  signifi¬ 
cance  fully  now. 

“Our  knowledge  oF  Princess 
Diana  has  grown  enormously 
since  the  wedding  and.  in  her 
death,  we  have  seen  the  signif¬ 
icance  of  her  life.  I  think  it’s 
important  in  some  sense  and 
celebrate  her  life." 

□  Rail  staff  have  been  work¬ 
ing  round  the  dock  to  provide 
enough  trains  to  cope  with  the 
demand  from  mourners  head¬ 
ing  to  London. 

Maintenance  engineers  on 
several  of  Britain’s  main  lines 
worked  through  the  night  this 
.  week  to  ensure  rolling  stock  is 
repaired  in  time  for  the  influx 
into  London. 

Thousands  of  visitors  began 
arriving  at  London’s  main 
termini  on  Friday,  many 
ready  to  camp  in  the  Royal 
parks  to  ensure  a  good  van¬ 
tage  point  on  the  funeral 
route. 


The  scene  outside  Westminster  Abbey  where  many  mourners,  including  some  in  wheelchairs,  where  preparing  to  bed  down  for  a  third  consecutive  night 

Young  and  old  huddle  to  say  their  final  farewell 


By  Kathryn  Knight 

BY  NOON  yesterday,  the  sea  of 
sleeping  hags  in  front  of  Westmin¬ 
ster  Abbey  was  ten  deep  as  young 
and  old  huddled  together  in  the  wait 
to  say  a  final  farewell  to  Diana,  the 
Princess  of  Wales. 

Many,  including  a  number  in 
wheelchairs,  were  preparing  to  bed 
down  on  concrete  for  their  third 
consecutive  night  Among  the  hun¬ 
dreds  were  scores  of  children,  many 
only  months  old,  and  brought  by 


THE  VIGIL 


parents  in  defiance  of  pleas  by  police 
urging  youngsters  to  be  left  at  home. 

Janice  Hall,  who  had  travelled 
from  Washington  in  Tyne  and  Wear 
with  her  family,  including  Kendall 
her  daughter,  aged  9.  said  she  had 
wanted  her  daughter  to  witness  a 
moment  in  history.  “We  would  have 
waited  all  week  if  we  had  to.  Kendall 
wanted  to  be  here  and  1  did  not  want 
her  to  miss  something  so  special.  We 


all  felt  it  was  important  to  pay  our 
respects." 

Amy  Lee  and  Naria  Prentice,  both 
16,  and  Alison  Warner,  13.  had 
arrived  separately,  but  made  friends 
as  they  pinned  their  bouquets  and 
pictures  of  the  Princess  to  the 
railings  in  front  of  their  sleeping 
bags  to  form  a  makeshift  shrine. 

“ She  broke  down  all  kinds  of 
barriers."  Miss  Lee  said.  “She  had  so 
much  love  for  the  people  that  we 
wanted  to  give  something  back." 

“The  amazing  thing  about  the  last 


few  days  is  the  way  it’s  brought  so 
many  people  together,  rich  and  poor, 
young  and  old,"  Miss  Prentice  said. 

In  the  Abbey,  scores  of  workers 
had  toiled  through  the  night  on 
Thursday  making  final  preparations 
for  the  funeral.  Outside,  the  streets 
were  filled  with  passers-by  and 
motorists  making  spontaneous  gifts 
of  water,  bread  and  fruit  to  the 
waiting  crowd.  “There  have  been 
lorry  drivers  who  have  slopped  by 
dropping  off  crates  of  apples  and 
oranges  and  we  even  had  someone 


giving  out  umbrellas  in  case  it 
rained."  said  Deborah  Reynolds, 
who  travelled  from  Glasgow  on 
Thursday  with  twin  sons.  Nathaniel 
and  Joshua,  aged  6.  "The  way 
everyone  has  come  together  is  the 
best  tribute  we  could  pay  her." 

Daniel  Ecries.  a  46-year-old  Lan¬ 
cashire  man  whose  multiple  sclero¬ 
sis  confines  him  lo  a  wheelchair,  had 
met  the  Princess  on  a  charity  visit 
and  said  his  two-day-long  wait  so  far 
was  a  way  of  showing  his  regard  For 
the  kindness  she  had  showrf  him. 


Catering  for  huge  crowds 
continues  around  clock 


By  Lin  Jenkins 

AN  ARMY  of  engineers  and 
carpenters  worked  through 
the  night  in  Hyde  Park  to  be 
ready  for  the  crowds.  The 
giant  screens,  on  which 
mourners  can  watch  television 
coverage  of  rhe  procession  and 
ceremony,  were  expected  to  be 
ready  shorrly  after  dawn. 

Work  was  also  continuing 
on  the  sound  system,  with 
speakers  along  much  of  the 
route  and  miles  of  cabling 
supported  by  London's  trees. 
Carpenters  were  putting  fin¬ 
ishing  touches  to  the  Staging, 
where  cameramen  will  record 
the  procession.  More  than 
1.500  portable  lavarory  blocks 
were  moved  into  the  capita). 

Hyde  Park,  which  normally 


HYDE  PARK 


closes  between  midnight  and 
5am.  remained  open  for  the 
workmen  and  to  allow  mem¬ 
bers  of  the  public  to  stay  in  the 
park.  Caterers,  who  had  driv¬ 
en  through  the  night  after 
being  contacted  by  organisers 
JaTe  on  Thursday,  opened  at 
bpm  on  Friday  and  remained 
open  all  night 

Catering  facilities  will  close 
during  the  funeral  and  then 
reopen  until  bpm.  All  are 
donating  at  least  20  per  cent  of 
their  takings  to  the  charitable 
foundation  set  up  in  the 
Princess's  memory. 

Richard  Llewellyn,  who 
drove  from  Haverfordwest 
Pembrokeshire,  with  hLs  fish 


and  chip  bar.  had  only  been 
asked  to  come  at  bpm  on 
Thursday.  “People  have  come 
from  a  long  way  away.  We  are 
from  Wales  and  she  is,  of 
course,  our  princess."  he  said. 

"People  have  to  be  catered 
for  and  I  am  sure  they  will 
understand  why  we  are  work¬ 
ing.  We  will  have  signs  up 
explaining  about  the  dona¬ 
tions  which  will  make  it  clear 
we  are  not  profiteering  from 
this  tragic  event." 

Police  said  that  crowd  esti¬ 
mates  were  anything  up  to  five 
million  and  that  a  derision  on 
whether  to  employ  more  than 
the  planned  3.500  police  offi¬ 
cers  and  70  mounted  officers 
would  be  made  overnight 
Leave  for  the  Metropolitan 
Police  had  been  cancelled. 


Mourners  begin  pilgrimage  to  remember 
Princess  who  retained  the  common  touch 


By  Russell  Jenkins 

THEY  started  early  in  the  morning, 
climbing  on  board  coaches  andmmt- 
buses  in  distant  regions,  clutching 
overnight  bags  contorting  warm 
dorhing  for  a  chilly  night  ahead. 

Some  carried  bouquets  of  flowers 
bearing  poignant  personal  messages 
of  sympathy-  Few  were  &mkmgof 
their  own  comfort  as  they  joined  the 
flow  of  mourners  heading  south  along 
the  motorways  to  the  capital. 

All  felt  town  to  express  their 
private  grief  in  public.  Many  had 
signed  the  books  of  condolence  tod 
out  in  cathedrals,  town  ! hafls and 
department  stores  in  their  home  cities, 
but  it  was  not  enough.  ... 

Mourners  gathered  eariy  m 
fhoriton  Street  bus  station  in 

Manchester  for  the  breakfast-tone 
National  .  Express  coaches  to  London 

so  that  A**  would  be  able  to  establish 


THE  REGIONS 


a  position  as  dose  to  Westminster 
Abbey  as  possible.  Shelly  Evans,  46.  a 
hairdresser,  from  Htiltne.  in 
Manchester,  had  put  on  a  smart  suit 
for  the  journey.  Inside  her  overnight 
bag  was  a  kagoute,  some  woollies  and 
a  pair  of  practical  shoes.  “They  are  my 
hob-nail  boots,”  she  said. 

Site  said  she  lost  her  husband  to  a 
heart  attack  on  New  Year’s  Day.  She 
knew  what  if  was  like  to  lose  someone. 
“1  have  nobody.'1  she  said.  “I  just 
wanted  to  say  goodbye.  I  am  sad.  very 
sad. 

“1  camped  out  for  Princess  Diana 
when  she  got  married  but  I  felt  it  was 
just  as  important  to  be  there  for  her  on 
this  occasion.  1  have  been  to 
Manchester  Cathedral  to  sign  the 
book  but  it  is  not  the  same.  1  just  had 
to  be  there  on  the  day.” 


She  intends  to  place  the  flowers  as 
dose  to  the  abbey  as  possible  before 
establishing  her  spot.  The  mixed 
bouquet  carries  a  card  signed  by 
everyone  in  her  salon,  reading:  “To 
Diana  whom  God  sent  to  show  us  how 
to  be  true  human  beings.  May  you 
have  peace  always." 

Thomas  Gerrard,  25,  an  insurance 
salesman,  from  south  Manchester, 
tried  to  compose  some  of  his  thoughts 
as  he  queued  for  the  9.15am  coach  to 
London,  a  four-hour  journey  away. 

Diana.  Princess  of  Wales,  he  wrote 
was  a  beautiful,  kind  princess  who 
married  her  Prince  Charming-  For  a 
while,  ar  least,  the  fairy-tale  held  true. 

“After  her  death  the  fairy-tale  is  now 
over,"  he  wrote.  “Diana,  you  were 
Tragically  taken  from  us  but  your 
memorv  and  vour  work  will  Jive 


forever.  There  is  a  light  for  you  that 
will  never  go  out.  Rest  in  peace." 

Mr  Gerrard,  carrying  a  complete  set 
of  waterproofs  and  fins  of  food  for  the 
long,  overnight  vigil,  said  that  Diana, 
Princess  of  Wales  spoke  to  his  genera¬ 
tion.  She  had  looks  and  position,  yet 
retained  a  common  touch. 

‘Her  privileged  background  did  not 
overwhelm  her,"  he  said.  ‘She  knew 
the  most  important  thing  was  not  the 
wealth  she  was  bom  into  but  what  you 
aspired  to.  She  was  bounded  to  death. 
She  was  worthy  of  so  much  more.” 

Stanley  Lee.  74.  a  retired  coach 
builder,  from  Blackley,  north 
Manchester,  felt  drawn  towards  West- 
minster  Abbey  by  the  picture  in  his 
mind’s  eye  of  ihe  princess  as  a  carer  of 
the  sick,  the  lonely  and  confused. 

“The  abiding  image  1  have  of  her  is 
surrounded  by  young  children,  espe¬ 
cially  those  suffering  from  cancer,”  he 
said. 
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Finest 


is  ihis  elegant  navy 
Christian  Dior  bag  containing 
travel  size  products.  It  is  yours 
free  with  any  two  purchases  from 
Christian  Dior,  one  of  which  lo 
be  skmcare.  Available  until 
Saturday  13th  September  1W7. 
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Elton  John 


song  tipped  to 


raise  millions 


for  charity 


ELTON  JOHN’S  rewritten 
version  of  Candle  In  The 
Wind  is  expected  to  become 
the  biggest-selling  single  in 
history,  raising  millions  of 
pounds  for  charity,  when  it  is 
released  later  this  month. 

John.  50,  has  said  that  he 
will  go  to  a  studio  and  record  a 
piano  and  vocal  version  of  his 
1074  hit  beginning  "Goodbye 
England's  rose  ...  "  after 
performing  at  Westminster 
Abbey . 

Record  industry  insiders 
believe  that  the  single  will 
easily  outstrip  the  5.5  million 
sales  notched  up  by  Band 
Aid’s  Do  they  Know  ft's 
Christmas ,  rhe‘  biggest  seller 
so  far  which  wem  to  number 
one  in  December  [984.  Some 
record  industry  experts 
believe  demand  will  even  en¬ 
sure  the  record  claims  the 
coveted  number  one  slot  at 
Christmas. 

Candle  In  the  Wind  will  be 
released  later  this  month  and 
all  profits  will  go  to  the  Diana. 
Princess  of  Wales  Memorial 
Fund.  Profits  from  all  of  his 
singles  presently  go  to  the 
Elton  John  Aids  Foundation. 

John  said  yesterday:  "it  is 
three  verses  about  her  and  it's 
a  beautiful  lyric  and  fitting  for 
her.**  Speaking  on  television  in 
America  he  added:  “l  will  go 
from  Westminster  Abbey  to  a 
studio  where  I  will  record  a 


Studio  version 
expected  to  break 
Band  Aid’s  1984 
record,  writes 

Adam  Fresco 


piano  and  voice  version  of  the 
song.  I'm  going  to  put  it  on  my 
new  single  and  give  all  the 
money  to  start  Di’s  charity 
foundation  off." 

A  spokesman  for  Music 
Week  magazine  said:  "Every¬ 
one  will  buy  a  copy.  The  sales 
will  go  through  the  strato¬ 
sphere  and  it  will  be  the 
biggest  selling  of  all  time." 

A  spokesman  for  HMV 
Records  added:  “The  emotion¬ 
al  power  of  the  record  is  huge 
and  I  think  it  will  dwarf  the 
other  singles  this  Christmas. 
People  will  see  it  as  their  way 
of  relating  to  Princess  Diana. 

“It  will  even  sell  well  in 
places  like  the  US  which  do 
not  have  a  single-buying  cul¬ 
ture.  There  is  no  exaggeration 
in  saying  that  its  potential 
sales  run  into  millions  and  one 
can  see  it  staying  in  the  charts 
for  10-20  weeks.” 

John  flew  back  from  New 
York  and  the  British  soprano 


Lynne  Dawson  travelled  back 
from  Berlin  yesterday  to  begin 
rehearsals  for  their  tributes  to 
the  Princess.  Almost  as  soon 
as  they  touched  down,  they 
were  on  their  way  to  Westmin¬ 
ster  Abbey. 

John's  spokesman  noted 
that  as  the  pop  star  will  be 
appearing  solo  he  primarily 
needed  only  to  carry  out  sound 
checks  at  the  Abbey. 

Dawson  interrupted  perfor¬ 
mances  of  The  Magic  Flute 
with  Daniel  Barenboim  at  the 
Staatsopera  in  Berlin  to  sing 
Libera  Me  from  Verdi'S  Re¬ 
quiem.  Her  repertoire  on  the 
international  opera  circuit  has 
ranged  from  Mozart  to  Wag¬ 
ner  and  she  has  particularly 
excelled  with  sacred  music 
such  as  Mozart’s  Requiem  and 
Bach's  B  Minor  Mass.  . 

She  said  yesterday:  “It’s 
obviously  a  very  extraordi¬ 
nary  occasion.  1  shall  be 
happy  if  I  can  in  some  small 
way  alleviate  the  sadness  of 
the  family.  I  would  not  have 
been  able  to  sing  had  1  known 
her  personally.  Funerals  are 
veiy  difficult  occasions." 

Last  year,  in  an  interview 
with  The  Times  before  appear¬ 
ing  with  Opera  North,  she 
expressed  interest  in  working 
“more  in  my  own  country  —  if 
only  I  were  offered  the  right 
role".  Her  appearance  at 
Westminster  was  at  the  invita¬ 


Elton  John  with  Barbara  Walters.  ABC  anchorwoman,  who  interviewed  him  for  the  programme  20/20 


tion  of  Martin  Neary,  the 
master  of  the  choristers,  with 
whom  she  has  worked  in  the 
past. 

The  people  of  Scotland  and 
Wales  expressed  sadness  yes¬ 
terday  that  the  Princess  will  be 
described  as  “England’s  Rose" 


in  John’s  specially  rewritten 
funeral  tribute. 

Complaints  were  made  by 
members  of  the  public  to 
national  newspapers  and 
Buckingham  Palace  as  soon  as 
the  new  lyrics  were  published 
on  Thursday.  Many  callers 


said  they  were  upset  by  the 
oversight  and  pointed  out  that 
Diana  was  the  “People’s  Prin¬ 
cess  and  not  just  England’s". 

Yesterday  John’s  agent  in¬ 
sisted  that  the  newly-worked 
lyrics,  rewritten  in  haste  by 
Bemie  Taupin  from  the  origi¬ 


nal  classic  about  Marilyn 
Monroe,  were  “a  work  in 
progress"  and  should  not  have 
been  published  by  the  Palace 
at  such  an  early  stage.  The 
agent  did  not  rule  out  the 
possiblily  of  changing  the 
lyric. 


Thousands  turn  on  their  hotline  to  the  emotions 


By  Dalya  Alberge.  arts  correspondent 


A 


The  poet  Andrew  Motion,  who  is  struck  by  the  quality  of  poetic  outpouring 


THIS  week,  in  their  thou¬ 
sands,  people  have  been  turn¬ 
ing  to  verse. 

One  of  Britain's  leading 
poets,  Andrew  Morion,  who 
has  written  a  poem  for  The 
Times  today,  says  he  has  been 
deeply  moved  by  the  number 
of  people  who  have  composed 
verses  to  leave  with  flowers  for 
the  Princess. . 

He  was  particularly  struck 
by  their  quality,  he  said  yester¬ 
day.  “I’ve  always  believed  that 
poetry  is  important  in  the  lives 
of  people  at  moments  of  crisis. 
When  they  fall  in  love,  when 
people  die.  The  weight  of 
strong  feeling  can  create  these 
unusual  utterances.  Poetry 
does  have  a  valuable  role.  It  is 
a  hotline  to  the  emotions.” 

The  Princess's  death  moved 


Motion,  who  is  admired  for 
his  elegiac  poetry,  to  put  pen  to 
paper.  Yet,  he  said,  it  proved 
particularly  hard.  “Poetry 
ought  to  be  able  to  summon  up 
a  public  mood,  as  well  as 
speaking  for  private  moments. 
It  was  the  burden  of  expecta¬ 
tion,  whether  or  not  you  can 
come  anywhere  near  becom¬ 
ing  part  of  the  tidal  wave  of 
feeling." 

He  added:  “I  felt  shocked 
and  upset  when  f  first  heard 
about  it.  In  the  days  subse¬ 
quent  to  the  news  breaking,  I 
wouldn't  say  my  shock  had 
been  diluted,  but  elaborated 
by  the  extraordinary  shock  of 
seeing  how  the  country  had 
reacted.  We  have  never  seen 
anything  like  it  before  in  our 
lifetime  or  will  we  again. 


“The  poem  is  deeply  to  do 
with  individual  feelings  about 
her.  She  inspired  passion  and 
respect.  She  was  a  player  on 
the  world  stage.  There  are  not 
so  many  of  them.  We  mourn 
the  loss  of  that." 

He  suggested  the  it  was 
almost  fortunate  that  the  Prin¬ 
cess  probably  never  realised 
the  extern  of  the  people’s  love 
for  her.  "No  one  could  be 
expected  to  carry  the  weight  of 
such  expectation." 

Morion  —  whose  eighth 
volume  of  poetry  was  pub¬ 
lished  this  year  to  critical 
acclaim  and  whose  biography 
of  Keats  is  out  next  month  — 
noted  that  despite  a  back¬ 
ground  that  set  the  Princess 
apart,  the  tragedies  in  her  life, 
her  broken  home  and  broken 


marriage,  people  felt  able  to 
“identify  with  her  like  mad". 

In  writing  about  her.  he  felt 
certain  metaphors.  “I  wanted 
to  write  about  it  happening  at 
a  certain  rime  of  year,  the  end 
of  summer  and  darkness  com¬ 
ing  in.  I  was  very  struck  from 
the  moment  I  first  heard  about 
it,  by  the  idea  of  how  the  furies 
chased  her.  It’s  a  chase,  the 
furies,  underground  (in  the 
tunnel)  which  has  a  mythic 
element  to  it.  Then  I  start 
thinking  about  Diana  and  her 
hounds,  Diana  the  Huntress." 

He  has  written  just  eight 
lines,  but  he  explained,  the 
short  poems  are  harder  to 
write  than  longer  ones. 

"I  wanted  to  write  some¬ 
thing  lapidary,  something 
written  on  a  stone." 
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Sporting  bodies  are  right  to  do 
nothing  on  a  day  of  mourning 

Sport’s  record  of  sensitivity  is  not  good,  but  it  rescued  itself  this  week,  says  Simon  Barnes 


It  always  comes  as  a 
relief,  not  to  say  a 
surprise,  when  sport 
does  the  right  thing. 
Sport’s  record  for  sensitivity 
to  private  and  public  feeling 
is  not  exactly  one  hundred 
percent;  or  if  so,  not  in  the 
right  direction.  The  way 
sport  treats  its  own  is  bad 
enough:  hardly  a  football 
manager  is  sacked  without 
first  receiving  a  vote  of 
confidence  from  his  chair¬ 
man,  scarcely  a  player  is 
dropped  from  the  national 
team  without  his  remaining 
ignorant  of  the  matter  until 
he  reads  the  newspaper. 

But  one  by  one.  some 
eagerly,  some  biting  the 
earth  and  screaming,  some 
by  mere  chance,  the  various 
sporting  bodies  have  done 
what  sport’s  enemies  and 
most  enthusiastic  followers 
want  —  nothing.  Saturday 
has  always  meant  sport  but 
not  today.  Today,  sport  stops. 

Theatrical  people  have  a 
taste  for  vivid  expressions. 
When  a  theatre  doses  down, 
they  say  that  it  is  “dark”  or 
has  “gone  dark."  There  is  a 
touch  of  grimness  in  the 
expression,  as  being  for  part 
of  its  participants  a  grim 
trade.  Sport  conveys,  as  noth¬ 
ing  else  in  national  life  could, 
what  is  happening.  Today, 
sport  has  gone  dark.  Today. 
Britain  itself  has  gone  dark. 

The  Premiership  football 
programme  avoided  its  mor¬ 
al  dilemma  neatly  enough, 
by  being  cancelled  by  long 
prior  arrangement  there  is 
an  international  match,  Eng¬ 
land  against  Moldova  next 


week,  and  all  top  flight 
football  was  postponed  as 
part  of  preparation  for  this 
fixture.  Most  of  the  rest  of 
football  was  swift  to  follow 
this  inadvertent  lead. 

The  exception  was  the 
Scottish  Football  Associ¬ 
ation:  Scotland  were  due  to 
play  Belarus  today,  and  were 
not  of  a  mind  to  overcome 
the  various  logistical  prob¬ 
lems  that  would  follow  a 
cancellation.  But  they  were 
forced  to  back  down  by  the 
need,  not  to  say  the  demands, 
of  everyone  with  whom  they 
came  into  contact  not  least 
the  players  themselves. 

Three  Scottish  players. 
Ally  McCorst  Andy  Goram, 
and  Gordon  Durie,  had 
asked  to  be  dropped  if  the 


game  went  ahead  today. 
Eventually,  the  crushing 
weight  of  this  massive  public 
demand  for  darkness  suc¬ 
ceeded  in  shaking  even 
sport's  traditional  bureau¬ 
cratic  intransigence.  The 
match  will  take  place 
tomorrow. 

Perhaps  the  only  greater 
force  than  sport  than  bureau¬ 
cratic  intransigence  is  the 
bookmakers'  hunger  for 
cash.  Raring  in  this  country 
was  darkened  almost  eager¬ 
ly,  in  this  most  royalty- 
conscious  of  sports.  But  that 
wasn't  going  to  stop  the 
bookmakers.  The  big  com¬ 
panies.  Ladbrokes,  Hill's 
and  Coral,  said  they  would 
put  together  an  ad  hoc  pro¬ 
gramme  of  Irish  raring  and 


greyhound  racing  with 
which  to  snare  the  50p-win- 
palents  of  a  mourning 
nation. 

But  they  too  have  been 
forced  to  buckle  under.  “We 
are  respecting  the  tide  of 
deep  feeling  that  has  affected 
the  nation,"  said  Roger  With¬ 
ers,  managing  director  of 
Coral.  In  another  words,  they 
realised  it  was  no  go.  The 
nation  demanded  that  bet¬ 
ting  shops  should  go  dark. 


And  where  sport  has 
led.  just  about  ev¬ 
ery  other  form  of 
innocent  amuse¬ 
ment  that  the  nation  is  capa¬ 
ble  of  getting  up  to  in  public 
on  a  Saturday  morning,  will 
go  dark.  Or  perhaps  it  would 
have  happened  anyway. 
Pubs,  cafes,  shopping  cen¬ 
tres,  individual  shops:  the 
country  is  awash  with  hand¬ 
written  notices.  Every  door  of 
every  form  of  public  hsiness 
has  a  note  stuck  to  its  door. 
"As  a  mark  of  respect . . 

Why?  Because  it  is  obvious 
that  it  should  be  so.  Because 
it  is  important  that  it  should 
he  so.  Because  it  is  absolutely 
necessary  that  it  should  be 
so.  But  as  the  persistent  child 
inquisitor  will  always  ask 
one  more  time  that  you  can 
easily  answer  why? 

Sport  is  innocent  enough  a 
pleasure.  It  is  infinitely  triv¬ 
ial,  and  at  times  of  deep 
feeling.  trivialities  and 
superficialities  give  a  kind  of 

comfort.  Sport  is  fun,  sport  is 
there  to  cheer  you  up.  Sport 
is  an  essential  part  of  the 
gaiety  of  the  nation.  At  a  time 


Jim  Farry,  chief  executive  of  Scottish  FA,  was 
forced  by  public  protests  to  backdown  over  game 


when,  you  would  think,  the 
nation  needs  nothing  more 
greatly  than  cheering  up. 
wants  nothing  more  deeply 
than  consolation,  sport  has 
vanished,  sport  is  dark. 

And  it  is  what  people  want 
More  it  is  what  people  need. 
They  simply  do  not  want 
consolation.  They  do  not 
want  to  be  distracted, 
cheered  up,  taken  out  of 
themselves.  They  want  to 
mourn.  People  need  to 
grieve. 

Now  I  have  long  observed 
from  persona!  and  from  vi¬ 
carious  experience,  that  there 
are  parallels  between  grief 
and  railing  in  love:  Falling  in 
love  is  a  kind  of  madness:  a 
suspension  of  aU  everyday 
realities.  It  is  not  a  perma¬ 
nent  state  indeed  it  is  one  of 
the  heresies  of  20th  century 
life  that  being  in  love  is  not  a 
permanent  state,  but  one  for 
which  everyone  has  a  perma¬ 
nent  righL 

But  no.  Being  in  love  is  an 
initial  and  relatively 
shortlived  stage  on  the  way 
to  something  more  impor¬ 
tant  and  more  profound:  this 
being  nothing  less  than  love 
itself.  But  don’t  expect  to 
establish  the  permanence  of 
love  without  first  passing 
through  the  temporary  mad¬ 
ness  of  being  in  love. 

The  same  relationship  can 
be  found  with  grief  and 
sadness.  A  bereavement,  and 
mpst  particularly  a  sudden 
and  violent  one:  for  which 
there  can  be  no  preparation, 
leaves  one  in  a  state  in  which 
nothing  else  can  be  consid¬ 
ered  Nothing  else  matters. 


IN  BRIEF 


Television 
drops  ads 
as  mark  of 
respect 


ITV  and  Channel  4  are  sus¬ 
pending  advertising  during 
coverage  of  the  Princess's  fu¬ 
neral.  it  was  confirmed 
because  it  is  a  time  of  national 
mourning  and  as  a  mark  of 
respect  to  the  Princess. 

No  advertisements  wiU  ap¬ 
pear  on  ITV  from  6am  on 
Saturday  until  4pm,  or  dur¬ 
ing  later  news  programmes. 
Channel  4  will  not  broadcast 
any  commercials  until  5pm 
and  will  resume  the  suspen¬ 
sion  from  6.20pm  to  8pm, 
during  Serenade  to  a  Prin¬ 
cess  and  a  news  special.  The 
companies  will  seek  to  extend 
advertising  slots  later  in  the 
year,  to  recoup  lost  income. 

Television  listings,  page  12 


Master  of  music 


Martin  Neary,  Master  of  the . 
Choristers  and  Organist  of. 
Westminster  Abbey,  will  lead  -4 
the  music  at  the  service.  He  * 
sang  as  a  chorister  at  tbe' 
Queen’s  Coronation,  sang  ^ 
regularly  at  St  Jameses  Palace  j 
ami  was  a  successful  Master  4 
of  the  Music  at  Winchester  ? 
CathedraL  In  1988  he  moved,  i 
to  the  Abbey,  where  critics  5 
have  applauded  the  choir's'*; 
work  under  his  direction.  He 
is  president  of  the  Royal  4 
College  of  Organists.  * 


Baby  tribute 


A  woman  who  went  into 
labour  a  week  early  after 
learning  of  the  death  of  the 
Princess  of  Wales  has  named 
her  baby  Diana  as  a  tribute. 
Karen  Whitney,  29,  and  her 
partner,  Chris  Crossman.  36. 
decided  on  the  name  the 
moment  they  saw  the  news  on 
television.  The  shock  brought 
on  labour,  and  18  hours  after 
being  taken  to  hospital  in 
Ashington,  Northumberland, 
Ellen  Diana  was  born  weigh¬ 
ing  51bs  5oz. 


Friendship  link 


Among  those  attending  the 
funeral  will  be  a  former  maid 
who,'  after  she  was  told  she. 
had  cancer,  became  a  friend 
of  the  Princess.  Fay  Appleby 
joined  the  Princess’s  staff  In 
1984  and  soon  became  her 
personal  dresser.  Mis  Apple¬ 
by,  42.  said  that  when  she 
learnt  she  had  cancer  of  the 
mouth  two  weeks  before  ha- 
wedding  in  1987,  the  Princess 
gave  her  the  use  of  a  chauf¬ 
feur-driven  car  to  go  to  hospi¬ 
tal  for  radiotherapy  sessions. 


The  Times  abroad 


Due  to  early  printing  of  The  . 
Times  yesterday,  some  over-  .  .  • 
seas  editions  of  the  paper  do 
not  contain  the  Magazine.  ' 
Those  who  find  they  have  no  , 
Magazine  should  ring  +44 
990  100390. 


CORRECTION 


A  photograph  yesterday  ac¬ 
companying  a  report  on  Lau¬ 
ra  Stanford,  who  stood  in  for 
Diana,  Princess  of  Wales  at  a 
charity  fund-raising  launch, 
was  in  fact  that  of  Holtie 
Emerson,  who  will  be  the 
youngest  person  in  today's 
funeral  procession.  We  apolo¬ 
gise  for  the  error- 
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Few  will  journey  to  London,  but  the  village  streets  will  be  deserted  this  morning 

Like  communities  nationwide,  Wedmore  in  Somerset  is 
striving  to  cope  with  its  grief,  writes  Simon  de  Bruxelles 


Village  shops  will  dose  while  the  funeral  takes  place  Margaret  Redman,  chairwoman  of  the  parish  council,  raising  the  flag  to  half-mast 


The .  inscriptions  in  a 
Somerset  churchyard 
record .  long-forgotten ; 
family  tragedies.  “Sa¬ 
cred  lo  the.  memory  of  Sarah 
ToogooiJ  who  died  October  14, 
1837.  aged  38  years”  is  typical 
The  stories  they  tell  are  from 
an  age  when  premature  death 
was  for  the  majority  the  expec¬ 
tation,  if  not  the  rule.  It  is 
repeated  with  only  minor  vari¬ 
ations  in  towns  and  villages 
^  f cross  the  country. 

*  Countless  small  communi¬ 
ties  ill-prepared  for  loss  have 
this  week  had  to  face  the  death 
of  Diana,  Princess  of  Wales 
with  little  opportunity  to  join 
the  thousands  paying  their 
respects  in  the  capital. 

The  1,500  residents  of 
Wedmore  in  Somerset  are 
typical.  For  most  the 
Princess's  death  has  been  an 
event  as  traumatic  as  any  they 
can  remember.  But  because 

the  village  is  more  _ 

than  125  miles  and  y  ^ 
several  hours  away 
from  London  few,  if  .  \"  j' 
W  any.  will  have 
made  the  journey 
today.  Some  feel 
guilt  that  they  will 
not  be  there  to  I 

mourn  as  the  I  «jO| 

funeral  procession  jf#cl 

passes.  Others  I 

would  prefer  to  stay  I 
at  home  and  to  1  /; 

nurse  their  grief  in  I 
private.  A  few  con- 
less  bemusement  at 
the  public  emotion 
they  are  able  to  see 
but  not  share.  The  FVX 
discussions  talcing 
place  on  Wed-  lrtTI"Jr 

more's  streets  this  Tn 

week,  in  its  shops  Alfr 

and  in  the  village 
hall,  have  been  echoed  in  com¬ 
munities  across  Britain: 
Should  the  golf  club  dose  for 
the  day?  Can  the  village  flower 
show  be  cancelled?  Would  a 
torchlight  procession  be 
■  inappropriate? 

>  Recent  history  sets  no 
Qferecedent  Older  residents  re¬ 
call  with  clarity  the  funerals  of 
George  VI  and  Sir  Winston 
Churchill.  None  can  reraem- 

>  ber  anything  like  this. 

B  For  many  of  a  younger 
generation,  weaned  on  antibi¬ 
otics  and  the ‘welfare  state,  the 
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fYance  while  the  rest  of  the 
country  is  involved  in  this.” 
r.  Steven  Beavan,  16,  whose 
parents  run  the  New  Inn  in 
Wedmore,  made  the  mistake 
--  of  telling  a  friend  as  he  was 
given  a  lift  to  a  Sunday  league 
football  match.  “He  was  so 
shocked,"  said  Steven,  "that  he 
swerved  across  die  other  side 
of  the  road  and  nearly  hit  an 
oncoming  car.” 

Wedmore  has  a  long  tradi¬ 
tion  of  commemorating  royal 
events,  although  it  is  more 
than  1.100  years  since  last  full- 
scale  royal  visit  The  most 
recent  members  of  the  Royal 
Family  to  pass  though  were 
George  VI  and  Queen  Eliza¬ 
beth,  now  the  Queen  Mother. 
Their  limousine  slowed  but 
did  not  stop  on  its  way  to  a 
prewar  social  function.  Before 
that  one  has  to  go  back  to  878, 
when  Alfred  the  Great  chose  to 
'  spend  12  days  at  his  hunting 


Batoned  witti  \ 


Thevillai 
Alfred  the  ( 


e  is  proud  of  its  n 
ireat  visited  for  12 


lodge  in  the  village  after  his 
victory  over  the  Danes.  The 
town  has  traded  cm  its  royal 
connection  ever  since,  al¬ 
though  no  trace  has  ever  been 
found  of  Alfred’s  house. 


Coronations  and  jubi¬ 
lees  were  a  good 
excuse  for  a  party.  In 
1727  the  vestry  min¬ 
utes  record  that  Joseph 
Domett  landlord  of  the 
George  Hotel,  was  given  the 
then  vast  sum  of  Cl  10s  from 
church  funds  to  pay  for  beer  to 
celebrate  the  “Crowneatian 


“ is  5  *3,-L££  ws; 

SK>®  one  of  those  later.  *e  same  minute  rsord 
w^Zr surprised  hy  the 
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depth  of  her  reaction.  *1  never 
expected  to  feet  like  this^and 
-  I’m  not  sure  Why  I  am.”  she 

admitted.  T 

“1  didn't  know  Diana,  i 
i  .never  met  her,  yet  I  feel « ;  is  a 

©personal  loss.  Perhaps  if  is 

because  she  was  36,  die  same 
age  as  my  husband.  Whatever 
the  reason.  I  can’t  stop  think- 


makegood  the  damage  caused 
during  die  festivities. 

Today  the  George  is  popular 
with  youngsters.  Even  they 
have  been  unnaturally  sub¬ 
dued  this  week.  Maureen 
Hodge,  the  landlady,  said: 
“Several  of  our  regulars 
haven't  been  in  at  aU  this  week 
and  the  atmosphere  has  been 
very  quiet  generally-  I thtok 


.Mrs  M it 

jgyWmardada, ether 
a  lonfrptamed  ^hday  and  fe[^^jres  as  as  sniv- 
bh^gSgmTfe^to  ais^were  eommemorated.  in 


January  1901.  Wedmore 
turned  out  in  force  to  pay  ns 
last  respects  to  Queen  Victoria, 
who,  like  the  Princess,  was  the 
most  famous  woman  of  her 
day. 

Two  hundred  people  took 
part  in  a  procession  around 
the  village,  led  by  the 
Wedmore  brass  band.  They 
included  the  officers  of  the 
Ancient  Borough  Court,  the 
two  Port  Reeves  (market  offici¬ 
als}  carrying  their  long  staves 
of  office,  the  water  bailiff,  the 
ale-taster,  die  bread-weigher 
and  the  hay  warden. 

The  mardi  was  followed  by 
a  service  in  the  Sr  Mary’s,  the 
parish  church,  attended  by 
every  man.  woman  and  child 
in  the  village  who  could  walk, 
and  several  who  could  not.  A 
yew  tree  was  planted  in  the 
churchyard  a  few  yards  from 
the  grave  where,  in  the  first 
year  of  Victorias  reign.  Sarah 
^  Toogood  had  been 

buried.  It  was  also 
dose  to  the  spot 
where  a  local  man 
called  Tucker  Coles 
dug  up  a  hoard  of 
Hpppfl  Saxon  coins,  most 

of  which  are  now  in 
the  British  Muse- 
urn.  He  used  the 
L  &  reward  money  to 

^  V.\  emigrate  to  Ameri- 

jd  ca,  only  to  die  fi  ght- 

jyE&r  ing  in  the  Civil 

War.  Muriel 
.  Welch,  a  lifelong 

!■■■*■  resident  of 

mmmmmm  Wedmore  and  a 

member  of  the  par- 
\3r  \  ish  council,  said:  “If 

£  sjh  a  this  parish  council 

doesn’t  do  anything 
il  links.  it  ought  to  be 

ys  in  878  ashamed.  If  we 

cant  have  a  bea¬ 
con,  there  should  be  a  torchtif 
procession  through  the  village 
followed  by  a  service  in  the 
church.  How  is  it  going  io  look 
if  other  villages  do  something 
and  we  don’t?” 

After  discussions  with  the 
vicar,  the  Rev  Liz  Cross,  a 
compromise  was  agreed.  The 
church  will  be  open  for  private 
prayers  and  the  lighting  of 
candles  this  morning  but  there 
will  be  no  special  service. 

Liz  Bull,  the  parish  clerk, 
will  fly  village’s  Union  Jade  at 
half-mast  outside  the  council’s 
tiny  redbrick  office  this  morn¬ 
ing.  The  streets  will  be  desert¬ 
ed  and  the  shops  will  all  be 
shut  Other  flags  in  the  village 
are  already  at  half-mast  but 
the  only  other  outward  signs 
of  mourning  are  the  black- 
mounted  piemres  of  the  Prin¬ 
cess  in  a  few  windows. 

Wedmore,  which  sits  on  a 
lush  green  island  above  the 
wetlands  of  the  Somerset  lev¬ 
els,  represents  an  England  still 
in  some  ways  unchanged  since 
the  death  of  Queen  Victoria. 
Many  residents  were  born  in 
the  village,  and  support  nearly 
50  local  organisations,  from  | 
the  Beekeeping  Association  to 
the  Preserving  Society,  a  j 


shooting  group  whose  40 
members  dine  once  a  year  on  a 
rook  pie  containing  up  to  150 
birds. 

Peter  Tinney,  59.  a  dairy 
former,  has  been  involved 
with  many  of  them  over  the 
years  and  is  president  of  the 
thriving  Young  Farmers  dub. 
He  expects  to  weep  today.  “I 
remember  Kennedy’s  death 
and  people's  reaction  then  was 


totally  different,”  he  said. 
"Then  we  were  worried  about 
the  future  of  die  world.  This 
has  been  a  personal  tragedy 
felt  by  everyone  individually, 
rather  than  by  the  community 
collectively. 

“Often  after  something 
dreadful  happens  you  see 
people  in  a  huddle  in  the 
street.  You  know  from  their 
posture  and  the  hushed  tone  of 


their  voices  what  they  are 
talking  about  That  hasn't 
happened  this  time,  and  it's 
not  because  people  aren’t 
upset” 

His  wife,  Margaret  believes 
the  shock  of  unexpected  death 
has  yet  to  achieve  its  foil 
impact  “1  don’t  think  it  is 
going  to  hit  home  until  there 
really  is  no  more  Diana." 

What  sort  of  memorial  to  the 


Princess  would  the  people  of 
Wedmore  like  to  see?  Liz 
Beavan.  landlady  of  the  New 
Inn.  had  no  doubt  She  had  no 
sympathy  for  grandiose  public 
monuments,  such  as  the  Al¬ 
bert  Memorial.  “Diana  was 
an  immensely  practical  per¬ 
son,”  she  said.  “I  don’t  think 
she  be  at  all  keen  on  the  idea  of 
having  concert  halls  or  cruise 
liners  named  after  her.  1 


believe  the  best  tribute  that  we 
could  pay  to  her  would  be  to 
show  a  little  bit  more  under¬ 
standing  and  care  towards 
other  people.  1  dunk  that 
would  be  something  she 
would  like. 

“Everyone  has  been  treating 
people  with  a  little  more 
respect  this  week.  This  tragic 
event  has  really  brought  the 
nation  together." 
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Featheredge  Shed 

Treated  and  Glazed  l-8m  x  l-2m  (6'  x 
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I  SAVE 

HOMEBASE 

Baron  Greenhouse  includes 
Frame  and  Was*  IGm  x  2-4m  W  x  8^« 
WasXWT  Now  £170-10 


MIS 


IIP 


FOREST  Heavy 
Duty  Lap  Panel 
l-8mx1-8m 
<6'x6'j* 
Was£l*7r 
Now  £13-3! 
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is  to  be  buried 
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Island  in  the  park  will 


be  final  resting  place 


By  Joanna  Bale 


THE  Princess  is  to  be  buried 
inside  the  grounds  of  her 
ancestral  family  home  at 
Althorp  rather  than  in  the 
Spencer  family  chapel,  Earl 
Spencer  announced  yesterday. 

The  decision  was  made 
because  of  fears  that  inter¬ 
ment  at  the  chapel  in  the 
Church  of  St  Mary  the  Virgin, 
Great  Brington,  would  have 
overwhelmed  the  Northamp¬ 
tonshire  village  with  visitors 
for  years  to  come. 

The  Princess  will  be  buried 
in  a  private  ceremony,  on  an 
island  surrounded  by  an  orna¬ 
mental  lake,  known  as  the 
Oval,  IGQ  yards  from  the 
house.  An  ancient  arboretum, 
where  she  and  her  sons  plant¬ 
ed  trees,  lies  beyond. 

The  Bishop  of  Peterbor¬ 
ough,  the  Right  Rev  lan 
Cundy.  consecrated  the  area 
on  Thursday.  A  special  bridge 
has  been  built  for  the  ceremo¬ 
ny  to  enable  mourners  to  walk 
on  to  the  island,  though  it  has 
nor  been  decided  whether  this 
will  be  permanent-  The  Spen- 


The  Princess  will  now  be  buried  in  Althorp’s  grounds  to 
prevent  Great  Brington  from  being  overrun  by  visitors 


cer  family  plans  to  continue  to 
open  Althorp  Park  for  several 
weeks  each  year,  enabling  the 
public  to  view  the  burial  site. 
They  may  also  build  a  perma¬ 
nent  memorial  to  the  Princess 
outside  the  park.  In  a  state- 


Bishop  Cundy:  he  has 
consecrated  the  ground 


ment,  Earl  Spencer  said:  “It 
has  been  decided  to  bury 
Diana,  Princess,  of  Wales,  in 
the  grounds  of  Althorp  Park, 
where  her  grave  can  be  prop¬ 
erly  looked  after  by  her  family 
and  visited  in  privacy  by  her 
sons. 

“This  change  of  plan  has  the 
wholehearted  support  of  the 
Spencer  family.  It  is  proposed 
to  open  the  place  of  burial  each 
year  for  a  number  of  weeks,  so 
that  the  general  public  can  pay 
their  respects. 

“But  appropriate  public 
safety  and  security  measures 
must  be  taken  in  view  of  the 
anticipated  number  of  people 
who  may  wish  to  visit 

“The  family  have  agreed  to 
consult  with  the  police  and 
local  authorities  before  an¬ 
no  un  ring  dates  when  the  park 
will  open. 

“At  the  same  time,  the 
Spencer  family  is  looking  into 
the  possibility  of  a  permanent 


memorial  to  Diana  outside  the 
park.  The  family's  request  for 
privacy  at  the  burial  is  strong¬ 
ly  reiterated." 

Jean  MacPherson.  the  wife 
of  the  Rev  David  MacPherson, 
priest-in-charge  of  Great 
Brington,  said  yesterday:  “I 
have  just  been  along  to  the 
church  and  the  feeling  is  relief 
in  many  ways." 

Mr  MacPherson  had  said 
that  the  church  was  likely  to 
become  a  “place  of  pilgrim¬ 
age",  adding:  “Frankly,  I  won¬ 
der  if  if  will  ever  end." 

A  spokesman  for  the  diocese 
said:  “The  earl  rang  Rev 
MacPherson  and  said  that  he 
was  bothered  by  the  pressure 
on  the  church.  It  was  decided 
that  the  burial  should  take 
place  in  the  grounds  of 
Althorp.  This  this  was  entirely 
the  wishes  of  the  Spencer 
family. 

“The  Bishop  of  Peterbor¬ 
ough,  during  a  private  visit  to 


Althorp,  formally  consecrated 
an  area  of  land  within  the 
estate  for  the  burial.  He  of¬ 
fered  prayers  and  sympathy 
from  Ihe  diocese  to  Earl  Spen¬ 
cer  and  his  family  on  (heir 
loss." 

The  Oval,  which  lies  within 
the  pleasure  garden  at 
Althorp,  was  designed  by 
Samuel  Lapidge,  the  right- 
hand  man  of  the  great  land¬ 
scape  designer  Capability 
Brown.  During  the  1850s  the 
5th  Earl  Spencer,  who  was 
First  Lord  of  the  Admiralty, 
restored  the  area  and  brought 
the  temple  from  the  Admiralty 
House  gardens  in  London  to 
stand  on  the  banks  of  the  lake. 

The  collection  of  rare  trees 
surrounding  the  Oval  has 
been  planted  by  members  of 
the  Royal  Family,  the  Earls 
Spencer  and  their  families 
since  1833.  Prince  William  and 
Prince  Harry  have  both  plant¬ 
ed  oaks  in  the  immediate 
vicinity,  as  have  the  Princess, 
her  father,  her  brother  and  her 
two  sisters. 

Villagers  in  Great  Brington 
had  been  worried  about  being 


The  park  will  be  open  for  several  weeks  each  year,  so  the  public  can  view  the  grave 


overrun  by  tourists  if  rhe- 
Princess  was  buried  alongside 
20  generations  of  Spencers, 
including  her  father,  in  the 
family  chapel.  There  were  also 
concerns  that  the  13th-century 
church  would  be  unable  to 
sland  the  rigours  of  large 
number  of  visitors  who  might 
treat  it  as  a  shrine. 

Queues  of  people  wailing  to 
lay  flowers  at  the  church  and 
sign  books  of  condolence  had 
disrupted  the  village  this 
week,  before  police  banned 
visitors  by  creating  an  exclu¬ 


sion  zone  on  Thursday  night, 
which  is  to  last  Until  Monday 
morning. 

Rosalie  Clarke,  who  works 
in  the  village  post  office,  said: 
“It's  a  big  relief.  All  my 
customers  feel  the  same  way 
because  we  have  been  overrun 
with  people  and  were  worried 
that  this  would  continue  for 
years  to  come.  The  new  site  is 
a  nice  place  for  Diana  to  be 
laid  at  rest" 

A  spokesman  for  the  earl 
said: “The  church  is  an  ancient 
building  and  would  not  be 


-able  to  sustain  the  number  of 
:  visitors.  The  village  and  Its 
roads  would  become  dogged  . 
with  traffic  and  people,  be-  9 
coming  dangerous." 

Althorp  and  its  grounds  are 
normally  open  to  the  public 
throughout  July  and  August, 
with  entry  tickets  costing  £b. 
Asked  whether  the  earl  would 
charge  people  to  visit  ifte 
Princess’s  grave,  the  spokes¬ 
woman  added:  "It  is  too  early  - 
to  say.  There  are  still  so  many 
dedsions  to  be  made  abouL 
how  this  will  be  organised.” 


Boarding  school  life  will  help  Princes 


It  may  seem  a  cruel  act  of 
parenting  to  send  two  boys 
away  from  the  family  home  to 
boarding  school  so  shortly 
after  their  bereavement  —  the 
prospect  facing  Prince  William  and 
Prince  Harry  —  but  the  experience 
is  not  as  bleak  as  supposed  from  the 
popularly  held  Victorian  image  of 
such  schools. 

Term  is  already  starting  at  Eton 
College,  where  Prince  William  will 
enter  his  third  year,  and  at 
Ludgrove.  Prince  Hany's  Berkshire 
prep  school,  and  the  Princes  are 
likely  to  return  to  them  in  the  near 
future.  Life  within  a  boarding 
school  w£U  probably  free  them  to  be 
more  themselves,  to  grieve  in  their 
own  ways  and  to  begin  to  come  to 
terms  with  their  loss  in  the  world  at 
large. 

This  may  well  mean  that  the 
experience  is  more  beneficial  than  at 
a  day  sdiooL  because  of  the  security 
offered  by  a  dose,  and  dosed, 
community.  Bereavement  in  child¬ 
hood  is  a  difficult  process  to  face.  It 
is  one  of  the  first  occasions  that 
death  and  loss  hare  truly  been 
encountered.'  so  that  the  insulation 
provided  by  previous  experience  is 
absent 

Within  the  family  environment 
children  may  often  fed  pressure  to 
suppress  their  grief  and  to  act  out 
artificial  roles  in  the  family.  One 


Security  and  privacy  will  let  boys  grieve  in 
their  own  way,  writes  Gregory  Cameron 


child  may  try  to  act  as  the  family 
“jester",  jollying  the  rest  of  the 
family  our  of  their  griek  or  at  least 
pretending  “I’m  all  right".  Others 
may  feel  pressurised  to  behave  more 
griefstricken  than  they  fed.  to  meet 
what  they  believe  is  expected  of 
them.  Such  pressures  will  be  all  the 
greater  for  Prince  William  and 
Prince  Hairy,  who  face  not  only  the 
pressures  of  Royal  Family  life 
behind  the  palace  doors  but  the 
expectations  'of  a  nation. 

The  Princes  are  returning  to 
communities  in  which  they  are 
established  and  respected,  amongst 
friends  —  both  pupils  and  staff  — 
who  will  wish  to  support  them  with 
gentle  love.  Here  they  will  be  able  to 
be  insulated  from  the  world. 

Nor  are  boarding  schools  the  cold 
communities  of  our  imagination. 
Tom  Brown's  Schooldays  was  writ¬ 
ten  140  years  ago  but  is  still  the 
dominant  perception  of  the  regimes 
behind  the  gates  of  a  Rugby  or  an 
Eton.  Images  of  a  windy  dormitory, 
with  a  weeping  child  forgotten  on 
his  bed.  spring  too  easily  to  mind. 

In  reality,  boarding  has  changed 
radically.  The  “house”  units  to 
which  pupils  are  assigned  have 


become  smaller  in  number  —  per¬ 
haps  40  or  50  pupils,  fewer  in  a  prep 
school  —  to  encourage  a  family 
atmosphere.  Even  then,  pupils  will 
be  grouped  into  smaller  units:  year 
or  tutor  groups,  with  a  tutor  looking 
after  perhaps  a  dozen  children. 

Houses  tend  to  be  headed  by  a 
husband  and  wife  team  prepared  to 
open  their  own  homes  to  pupils 
needing  support  Nor  should  we 
forget  the  pastoral  role  of  the 
matron  or  housemother  (in  Eton 
they  are  given  the  half-grand,  half¬ 
pantomime  title  of  Dame).  Em¬ 
ployed  to  head  the  domestic  regime, 
matrons  are  liberated  by  the  ab¬ 
sence  of  teaching  and  disciplinary 
status  to  offer  an  informal  motherly 
care. 

Boarding  schools  take  great  pains 
to  be  a  home  from  home.  Admitted¬ 
ly,  the  paint  may  be  peeling  a  little 
and  the  decor  a  little  sparse,  but 
pupils  are  met  with  care  and 
sensitivity.  School  rules  matter  less 
In  a  pastoral  crisis.  A  sofa  in  die  staff 
accommodation  becomes  available 
as  an  alternative  bed  for  the  pupil 
who  wants  to  have  “space",  walks  in 
the  grounds  allow  one-to-one  con¬ 
versations.  “What  would  you  do  in  a 


Alma  mater  plans 
bursary  tribute 


By  David  Charter,  education  correspondent 


A  dosed  community  such  as  Eton  offers  protection  and  care 


family  crisis  with  one  of  your 
pupils?"  asked  one  head,  interview¬ 
ing  ftw  a  housero  (stress.  “Well,  first, 
we’d  make  a  cup  of  tea  together," 
came  the  reply. 

The  social  services,  empowered  to 
cany  out  inspections  by  the  Child¬ 
ren  Act.  have  been  agreeably  sur¬ 
prised  by  the  quality  of  pastoral 
support.  The  Act  has  encouraged 
schools  to  offer  a  professional 
standard  of  care.  The  whole  school 
Can  become  a  healing  community,  lr 


will  often  be  told  of  a  pupil's 
bereavement  by  the  head  or  chap¬ 
lain  at  morning  prayers  in  the 
chapel.  As  a  former  school  chaplain, 
I  remember  how  a  hushed  sense  of 
solidarity  would  come  upon  the 
school  when  such  announcements 
were  made. 


□  The  Rev  Gregory  Cameron  is 
director  of  the  Bloxham  Project, 
which  assists  boarding  and  day 
schools  to  develop  pastoral  care. 


A  BURSARY  to  help  a  girl 
from  a  disadvantaged  back¬ 
ground  to  attend  boarding 
school  is  being  planned  in 
honour  of  the  Princess  of 
Wales. 

Her  old  school,  West 
Heath,  in  Sevenoaks,  Kent, 
where  she  spent  five  years, 
dosed  in  July  through  lack  of 
pupils,  but  Ann  Williamson, 
its  former  headmistress,  said 
the  bursary  would  allow  a  girl 
to  attend  another  similar 
school.  “We  want  to  be  able  to 
show  Diana’s  caring  attitude 
by  awarding  a  bursary  which 
will  reflect  her  support  for 
young  people." 

Mrs  Williamson  said  the 
“awful  irony”  of  closure  coin¬ 
ciding  with  the  Princess's 
death  had  made  former  pu¬ 
pils,  staff  and  governors  de¬ 
termined  to  commemorate 
her.  Mrs  Williamson  will  be 
among  many  old  girls  and 
staff  of  the  school  at  the 
funeral  service. 

Their  most  poignant  mo¬ 
ment  will-  come  with  the 
singing  of  the  school  hymn. 


•  Make  Me  a  Channel  of  Your 
Peace.  “Many  of  Diana's  year 
from  school  will  be  there,"" 
Mrs  Williamson  said.  “I  think 
I  will  be  all  right  until  the  j 
singing  of  the  school  hymn',  1 
which  will  be  like'*  requiem 
for  West  Heath  as  well  as  - 
Diana.”  ■  ; 

Serena  Nicksoh,  who  wfil’ 
be  representing  the  West  - 
Heath  Old  Girls  Society  at.": I 
Westminster  Abbey,  said  that  ] 
the  group  planned  to  hold  a 
service  for  the  Princess  later  , 
in  the  year.  The  Princess  left .  j 
West  Heath,  aged  16,  in  1978. 

The  school  dosed  in  July 
after  rumours  of  its  precan- " 
ous  bank  balance  left  only 
about  50  girls'  signed  up  for  j 
the  autumn  term,  which, 
would  have  started  last  y 
Wednesday.  . 

It  meant  a  last-minute 

search  for  schools  for  the  loyal 
parents,  induding  Lady  Sa¬ 
rah  McCorquodale,  the  ■ 
Princess's  stster,  whose  14- 
year-old  daughter,  Emily, 
attended  the  162-year-old 
school. 
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Under  the  spell 
of  a  rare  and 
illuminating 
personality 

Rfcfagrd  Attenborough  became  a  lasting  friend  after  helping 
the  young  bride  in  public  speaking.  A  shy  start  soon 
gaye  way  to  a  somewhat  wicked  sense  of  humour,  he  writes 


1  .fi«t  met  Princess  Diana 
shortly  after  her  wedding. 
Knowing  that  she  would 
inevitably  have  to  undertake 
an  increasing  number  of  public 
engagements.  Prince  Charles  wrote 
to  ask  if  I  would  coach  his  bride  in 
■public  speaking.  I.  of  course, 
agreed  to  do  so  most  willingly. 

In  the  beginning  she  was  clearly 
nervous  and  my  first  task  was  to 
encourage  a  measure  of  self-confi¬ 
dence.  She  struck  me  as  being 
genuinely,  shy  but.  despite  this 
reticence,  my  overwhelming  im¬ 
pression  was  of  an  enchanting, 
somewhat  wicked  sense  of  humour, 
mosi  often  applied  to  herself. 

Through  those  meetings  we  be¬ 
came  lasting  friends  and  soon  I 
began  to  find  myself  on  the 
receiving  end  of  her  humour.  This 
was  usually  manifested  in  the  form 
of  a  peremptory  note  about  some 
public  utterance  I  had  made  in 
which  she  would  sternly  and 
precisely  echo  some  of  my  own 
injunctions  on  the  subject  of  public 
speaking.  Her  critical  remarks 
were  not,  however,  limited  to  my 
speeches.  Once,  over  lunch,  she 
took  exception  to  my  pink  and 
green  Garrick  Club  tie. 

"How  you  can  continue  to  wear 
that  ghastly  thing.  I  really  don’t 
know.  I’ll  send  you  something 
-decent."  * 

And.  of  course,  she  did.  But  then 
she  always  did  what  she  said  she'd 
do.  I  asked  her  to  become  President 
of  the  Royal  Academy  of  Dramatic 
Art  Unhesitatingly,  she  accepted, 
on  condition  that  the  Queen,  who 
was  Patron,  approved  She  visited 
the  academy  several  times,  always 
laughing'when  she  saw  that  I  was 
wearing  “her"  tie. 

“I’m  not  a  royalist  She  doesn’t 
mean  anything  to  me.”  one  of  the 
students  might  say  beforehand. 
But  without  exception,  by  the  end 
of  the  day  they  would  have  joined 
her  never-ending  army  of  admir¬ 
ers.  There  were,  year  see,  no 
barriers  as  far  as  she  W3S  con¬ 
cerned.  She  had  this  remarkable 
and,  in  my  experience,  unique 
ability  to  put  you  at  your  ease, 
making  you  feel,  at  that  particular 


moment  that  you  were  one  person 
in  the  world  to  whom  she  wished  to 
talk. 

Contrary  to  common  perception. 
Diana  was  truly  intelligent  herself, 
certainly  not  academic  bur  some¬ 
how  profoundly  intuitive  with  an 
ability  to  master  any  brief  on  any 
subject  with  impressive  skill. 

1  completed  my  film  In  Love  and 
War  last  year  and,  since  the  story 
focused  on  the  Red  Cross,  I  asked  if 
the  organisation  would  care  to 
benefit  from  a  charity  premiere 
with  the  Princess  of  Wales  as  guest 
of  honour.  As  Diana  was  already 
having  discussions  with  Mike 
Whidam,  director-general  of  die 
British  Red  Cross,  about  the  possi¬ 
bility  of  renewing  her  official 


6  Soon  I 
began  to 
find  myself 
on  the 
receiving 
end  of  her 
humour  9 


involvement,  it  was  agreed  that  1 
should  make  the  approach.  She 
immediately  said  that  she  would  be 
happy  to  attend  the  premiere  and 
suggested  we  meet  to  discuss  the 
matter  further. 

I  had  helped  to  launch  the  first 
stage  of  the  anti-landmine  cam¬ 
paign  some  time  previously  and,  as 
soon  as  we  began  to  talk,  it  was 
evident  that  the  idea  of  generating 
funds  to  aid  the  victims  appealed  to 
her  enormously.  This  culminated 
in  her  visit  to  Angola  under  die 
auspices  of  the  Red  Cross,  accom¬ 
panied  by  a  BBC  Television  crew. 

Before  she  went  she  was  con¬ 
cerned  that  she  might  be  venturing 


Watching  polo  at  Windsor  in  the  early  days  of  her  marriage 


into  an  area  of  activity  which  might 
be  wrongly  construed  as  political 
and  we  debated  the  pros  and  cons 
veiy  carefully.  But  of  one  tiling  she 
was  certain:  the  obscenity  of  land¬ 
mines  should  be  brought  to  public 
attention.  For  my  part.  I  felt  that 
whatever  the  political  risks,  the 
cause  more  than  justified  a  decision 
to  go. 

On  her  return,  one  somewhat 
condescending  and  pompous  previ¬ 
ous  government  minister  described 
tite  Princess  as  a  “loose  cannon". 
We  showed  an  excerpt  from  her 
Angola  documentary  at  the  film 
premiere  and,  in  thanking  Diana 
for  her  attendance,  I  added  —  not 
without  a  touch  of  anger  —  that, 
“for  a  loose  cannon,  she  seemed  to 
me  to  have  recorded  a  hell  of  a 
bull’s-eye'’. 

Once  again,  she  had  adjudged 
the  public  mood  perfectly.  The 
whole  campaign  really  took  off. 
Governments  around  the  world, 
led  by  Robin  Cook’s  announcement 
that  the  United  Kingdom  wifl  sign 
an  agreement  to  ban  land  mines, 
are  even  now  discussing  such  a 
proposal  in  Oslo  with  the  idea  that 
it  might  be  known  as  the  Princess 
Diana  Treaty. 

Her  kindness  and  goodwill  was, 
of  course,  by  no  means  exhibited 
only  in  the  limelight  At  the  recent 
premiere,  my  seven-year-old 
granddaughter  was  to  present  ber 
with  a  bouquet.  Having  endlessly 
rehearsed  her  curtsy,  Lucy  sudden¬ 
ly  had  to  cope  with  a  souvenir 
programme  which  was  thrust  into 
her  other  hand  ar  the  last  moment 

Although  she  managed  to  hand 
over  both  bouquet  and  pro¬ 
gramme.  her  bob  was  completely 
forgotten.  When  I  told  Diana  that 
Lucy  was  mortified,  she  immediate¬ 
ly  turned  back  from  the  threshold 
of  the  auditorium  and  asked  to  be 
shown  the  curtsy.  “I’ve  never  seen  a 
more  perfect  one."  she  said.  Result, 
one  small  child  devoted  id  her  for 
life. 

Over  the  years,  we  had 
innumerable  private 
and  intimate  conversa¬ 
tions,  touching  on  many 
diverse  subjects.  But.  one  way  or 
another,  we  always  seemed  to  come 
round  to  the  same  over-riding 
concern:  her  sons. 

She  longed  to  give  them  the  most 
normal  life  possible  while,  at  the 
same  time,  ensuring  that  Prince 
William  was  fully  prepared,  ulti¬ 
mately,  to  accede  to  the  throne. 

She  believed  passionately  that 
many  of  the  old  conventions  had  to 
be  blown  away,  that  her  children 
should  be  allowed  to  witness  the  life 
led  by  millions  of  United  Kingdom 
citizens.  She  did  not  want  them  to 
be  ring-fenced  by  protective  seclu¬ 
sion  or  red  carpets.  She  felt  the  boys 
needed  to  see  at  first  hand  tite  dep¬ 
rivation,  the  pain  and  the  cruelty  of 


The  Princess  and  Richard  Attenborough  at  the  opening  in  May  of  the  centre  for  disability  and  the  arts  at  Leicester  University 


contemporary  life.  She  certainly 
never  shied  away  from  it  herself. 

A  few  months  ago,  I  asked  her  if 
she  would  come  to  Leicester  Univ¬ 
ersity  to  open  a  specially  designed 
centre  for  disability  and  the  arts. 

She  arrived  by  helicopter  to  be 
greeted  by  crowds  who  had  waited 
several  hours  just  to  catch  a 
glimpse  of  her.  I  —  as  always 
wearing  “her”  tie  —  introduced  the 
appropriate  dignitaries.  Then,  ac¬ 
companied  by  Eleanor  Hartley,  the 
director  of  the  centre,  she  began  her 
tour. 

My  most  poignant  memory  of 
that  event  is  the  25  minutes  she 
spent  with  a  group  of  severely 


disabled  young  people,  many  with 
cerebral  palsy  and  in  wheelchairs, 
who  involved  her  in  their  dance 
display.  There  were  no  cameras,  no 
onlookers  —  just  Eleanor,  the 
dancers,  their  helpers  and  me.  Hus 
I  shall  never  forget  and  neither,  of 
course,  will  the  dancers. 

She  left  Leicester  by  helicopter,  as 
she  had  arrived.  On  the  very  same 
day,  by  tiie  time  my  wife  and  1  had 
returned  to  London  by  car,  a  hand¬ 
written  letter  from  Diana  awaited 
us.  She  wanted  to  say  how  much 
the  event  had  meant  to  her.  Her 
courtesies  were  impeccable. 

And  now  she  is  gone.  It  is 
impossible  to  estimate  how  many 


lives  have  been  illuminated  by  her 
extraordinary  personality.  Judging 
by  the  numbers  who  have  placed 
flowers  in  her  memory  or  queued 
throughout  the  day  or  night  to 
register  their  written  condolences, 
she  has,  in  her  all  too  brief  life,  had 
an  impact  greater  than  any  of  us 
can  ever  recall. 

During  my  own  long  life.  1  have 
been  privileged  to  meet  many 
exceptional  humanitarians.  None, 
however,  has  impressed  me  more 
profoundly  than  the  young  Prin¬ 
cess  Diana,  whose  tragic  and 
untimely  death  has  left  the  whole 
world  bereft. 

She  was  indeed  the  people’s 


princess,  one  who  never  allowed 
wealth  or  position  to  dull  the 
intense,  compassion  she  felt  for 
those  whom  society  had  abandoned 
or  cast  out.  Although  she  herself 
was  beautiful  and  fashionable,  the 
causes  closest  to  her  heart  were 
neither.  She  wanted  above  all  to 
help  those  who  had  no  voice  and 
were  helpless. 

Her  fame,  which  proved  such  a 
relentless  burden,  she  put  to  the 
service  of  the  wounded,  the  termi¬ 
nally  ill  and  the  dispossessed.  In 
remembering  her,  we  must  contin¬ 
ue  to  remember,  sustain  and  care 
for  them  in  her  name.  She  could 
have  no  more  fitting  memorial. 
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ByTunku  Varadarajan  and  Carol  Midgley 


TONY  BLAIR  had  struck  up  a 
partnership  with  the  Princess 
and  asked  her  to  undertake 
missions  abroad,  she  revealed 
in  one  of  the  last  interviews 
she  gave  before  her  death. 

In  the  interview,  published 
in  the  New  Yorker  and  written 
by  the  Editor,  Tina  Brown,  the 
Princess  also  dedared  that  she 
did  not  believe  the  Prince  of 
Wales  had  the  right  qualities 
to  be  King.  He  was  a  follower 
not  a  leader,  she  said. 

But  she  praised  the  Duke  of 
York  —  whom  she  described 
as  “the  best  of  the  bunch"  — 
and  the  Princess  Royal  for 
working  hard  while  receiving 
little  recognition. 

She  also  said  that  she  was 
vesting  all  her  hopes  on  Prince 
William,  whom  she  wanted  to 
be  “as  smart  as  John  Kennedy 
Jr"  at  handling  the  media.  She 
had  tried  in  vain  to  persuade 
The  Royal  Family  to  appoint  a 
media  guru  like  Peter 
Mandelson,  “but  they  didn't 
want  to  hear  it.  They  kept 
saying  I  was  manipulative." 

The  interview  was  conduct¬ 
ed  in  June  over  lunch  at  The 
Four  Seasons  restaurant  in 
New  York.  The  Princess  is 
said  to  have  been  enthusiastic 
about  the  new  Prime  Minister: 
“I  think  at  last  I  will  have 
someone  who  will  know  how 
to  use  me.  He’s  told  me  he 
wants  me  to  go  on  some 
missions.  I'd  really  really  like 
to  go  to  China.  I'm  very  good 
at  sorting  people's  heads  out” 


She  admitted  that  she  regret¬ 
ted  not  being  Queen  one  day. 
Ms  Brown  writes:  “We  are 
about  to  order  coffee,  and  I  ask 
the  Princess  if  she  regrets  the 
loss  of  her  chance  to  be  Queen. 

“I  assume  she  will  avoid 
answering,  but  she  surprises 
me.  ‘Yes,  yes,’  she  says  quick¬ 
ly.  her  eyes  lowered.  Then  she 
looks  up.  ‘We  would  have  bean 
the  best  team  in  the  world.  I 
could  shake  hands  till  foe 
cows  come  home.  And  Charles 
could  make  serious  speeches. 
But'  —  she  shakes  her  head  — 
'it  was  not  to  be.’ " 

The  Princess,  Ms  Brown 
continues,  also  made  clear  her 
belief  that  the  Prince  would 
not  make  an  ideal  king:  "You 
see,  Charles  is  not  a  leader. 
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He's  a  follower.  He  was  bom 
to  the  wrong  job.  Held  have 
been  so  happy  with  a  house  in 
Tuscany,  being  a  host  to 
artists.  He  just  wasn't  cut  out 
for  what  he  got" 

Asked  whether  the  Duchess 
of  York  had  helped  the  Royal 
Family's  image,  the  Princess 
replied:  “No.  And  ifs  a  shame 
for  Andrew,  because  he  really 
is  the  best  of  the  bunch.  I 
mean,  people  don't  know  this, 
but  he  works  really,  really 
hard  for  the  country.  He  does 
so  much,  and  no  one  pays  any 
attention  at  all.  It's  the  same 
with  Princess  Anne.  She 
works  like  a  dog  and  nobody 
cares." 

Prince  William  was  learn¬ 
ing  to  understand  the  value  of 
helping  disadvantaged  and 
dying  people:  "l  try  to  din  into 
him  all  the  time  about  the 
media  —  die  dangers,  and 
how  he  must  understand  and 
handle  iL  1  think  it's  too  late 
for  the  rest  of  the  family." 

Before  the  Hong  Kong 
handover,  the  Prince  of  Wales 
had  suggested  prince  William 
should  go  with  him.  but  he 
said  to  his  mother  “Mummy, 
must  I?  I  just  don't  feel  ready.” 

Asked  if  she  would  ever 
remarry,  the  Princess  said: 
“Who  would  take  me  on?  f 
have  so  much  baggage.  Any¬ 
one  who  takes  me  out  to 
dinner  has  to  accept  the  fact 
that  their  business  will  be 
raked  over  in  the  papers.  I 
think  I  am  safer  alone" 


THE  pop  singer  Madonna 
spoke  out  about  the  death  of 
Diana,  the  Princess  of  Wales 
at  Friday’s  MTV  Video  Music 
awards. 

Introducing  a  live  perfor¬ 
mance  by  the  British  band 
The  Prodigy  at  Radio  City  in 
New  York,  she  sakL  "1  would 
like  to  take  a  moment  to  talk 
about  whal  happened  to  Prin¬ 
cess  Diana.”  Dressed  in  white 
silk  shirt  and  black  tie,  she 
told  the  hushed  crowd:  “I  am 
not  going  to  rant  and  rave 
about  the  paparazzi  or  the 
irresponsible  behaviour  of 
the  editors  of  all  the  tabloids, 
because  even  if  they  never 
cease  there  is  still  something 
all  of  us  can  do. 

“Ifs  time  for  us  to  take 
responsibility  for  our  insatia¬ 
ble  need  to  run  after  gossip 
and  scandal  and  lies  and 
rumours  ...  ifs  time  that  we 
realised  that  everything  that 
we  say  and  do  has  an  effect 
on  the  world  around  us,  that 
we  are  all  connected  . . .  and 
until  we  change  our  negative 
behaviour,  tragedies  like  this 
will  continue  to  occur.” 

Madonna,  who  once  joked 
to  the  Princess  that  she  was 
the  only  person  who  seemed 
to  attract  more  press  attention 
than  herself,  claimed  packs  of 
intrusive  paparazzi  are  mere¬ 
ly  the  symptom  of  a  sensa¬ 
tion-hungry  public.  She  told 
The  Times  earlier  this  week: 
“As  much  as  I  want  to  blame 
the  press,  we  have  all  blood 
on  our  hands.  All  of  us.  even 
myself,  bought  those  maga¬ 
zines  and  read  them. 

“Until  we  no  longer  feel  it  is 
our  right  to  read  about  peo¬ 
ple’s  private  lives,  until  we 
lose  our  fascination  with 


Madonna  at  the  music  awards.  "We  must  take  responsibility,”  she  said 


scandal  and  sensational  jour¬ 
nalism.  we  are  never  going  to 
act.  It  is  all  our  faults." 

The  39-year-old  superstar, 
who  met  the  Princess  just 
once,  at  a  charity  cocktail 
party  in  London  two  years 


ago,  said  she  did  battle  daily 
with  photographers. 

Meanwhile,  the  Spice 
Girls,  who  won  the  prize  for 
Best  Dance  Video  for  their  hit 
single  Wannabe,  have  dedi¬ 
cated  the  award  to  the  Prin¬ 


cess.  Mel  C  —  Sporty  Spice — 
said:  “We’d  like  to  dedicate 
this  award  to  Princess  Diana, 
who  is  a  great  loss  to  our 
country.  She  was  a  fantastic 
ambassador  for  Great 
Britain.” 


A  world  apart  and  yet  so  very  close 


There  is  a  familiar  moment 
at  the  end  of  summer  in  the 
West  Highlands  of  Scot¬ 
land.  when  the  local  folk 
draw  up  the  boats,  and  draw  into 
themselves  a  little,  growing  an  extra 
protective  skin  as  they  prepare  to 
hunker  down  for  the  long  winter. 
The  days,  and  some  tempers,  begin 
to  grow  shorter.  That  change 
seemed  ro  come  early  this  year,  and 
more  bleakly. 

Viewed  from  the  South,  the  Scot¬ 
tish  reaction  to  the  death  of  the 
Princess  has  been  seen  by  some  as 
pinched  and  undemonstrative:  too 
much  Calvinist  "the  show  must  go 
on"  and  not  enough  open  grief. 
Where  I  come  from,  hard  religion 
and  hard  weather  have  produced  a 
tough  race  for  whom  sentiment  is 
itself  a  form  of  luxury.  Sadness  is 
not  worn  opdnly  here,  but  in  a  quiet 
and  profound  way  this,  too,  is  a 
community  suddenly  knocked  out  of 


Ben  MacIntyre,  Paris  correspondent,  was  at  his  home  in  Argyllshire  when  news  broke 


kilter,  in  shocked  mourning  over 
something  that  happened  a  world 
away,  and  next  door. 

The  day  after  the  tragedy,  I  drove 
along  tiie  loch  to  the  nearby  fishing 
village.  A  sharp  little  wind  was 
whipping  off  the  bay.  The  harbour 
street  was  deserted  but  for  a  few 
seagulls  and  a  Danish  yachting 
family.  Even  the  drinkers,  whose 
broad  backs  hold  up  the  hotel  porch 
in  every  weather,  had  disappeared. 

My  conversations  with  people  “in 
town"  normally  follow  a  strict 
pattern,  and  a  restrictive  subject 
matter  the  weather  (wet):  the  family 
(well/poorly):  the  probable  weather 
to  be  expected  (wet).  From  time  to 
time,  one  might  stray  into  world 
affairs,  or  even  perhaps  the  doings 
of  the  Royal  Family,  but  usually 
only  by  way  of  illustrating  that  the 


rest  of  humanity  (starting  well 
before  the  outskirts  of  Glasgow)  is  in 
a  strange  place. 

On  Monday,  the  usual  ebb  and 
flow  of  gossip  had  dried  up.  The  talk 
in  the  shops  was  hushed.  The  death 
was  an  event  so  horrible,  so  distant 
from  daily  life  and  yet  suddenly  so 
dose,  that  it  could  only  be  ap¬ 
proached  crab-wise.  I  met  Archie, 
the  former  grocer,  in  the  Co-op  that 
has  become  the  town's  only  sizeable 
food  shop.  “You'll  be  living  in  Paris 
now,"  he  offered  carefully,  and  then 
fell  silent  After  a  few  moments  we 
agreed,  obliquely,  that  most  people 
must  be  inside  watching  the  tele¬ 
vision.  "Terrible,  terrible  business." 
he  added,  and  swiftly  moved  away. 

In  the  newsagents,  a  little  knot 
was  gathered  around  the  black 
bordered  copies  of  the  newspapers. 


Not  reading,  just  staring.  Usually 
garrulous,  the  newsagent  herself 
was  wordlessly  arranging  and  re¬ 
arranging  the  Silk  Cut  with  uncon¬ 
vincing  concentration.  I  wondered 
if,  as  a  provider  of  news  and  thus  in 
some  way  an  implicit  accomplice  of 
the  paparazzi,  she  felt  guilty  before 
her  silent  customers,  as  I  did.  I 
bought  tiie  paper,  avoiding  her  eye, 
and  hurried  ouL 


It  takes  something  momentous 
to  shift  the  steady,  hardened 
rhythm  of  this  place.  This 
week  that  should  have  been 
the  debate  over  Scottish  devolution. 
I  have  yet  to  hear  the  subject  raised. 
The  Oban  Times,  the  usually  perky 
purveyor  of  agricultural  events  and 
grainy  photographs  of  primary 
school  children,  devoted  its  entire 


front  page  to  the  death  of  the 
Princess:  the  Shinty  Association  had 
postponed  all  its  fixtures,  the  paper 
announced,  and  Tesco  in  Campbeli- 
town  was  closing  today.  The 
Dalmally  agricultural  show,  a  ma¬ 
jor  event  in  the  life  of  Argyll,  may 
still  go  ahead — forming  life  must  go 
on  —  bur  the  dance  afterwards  was 
cancelled.  Inverary  Castle  was 
dosed. 

The  paper  noted  that  although,  as 
Princess  of  Wales.  Diana  had  made 
only  one  offidal  visit  to  the  area, 
“here  in  the  West  Highlands,  per¬ 
haps  because  of  family  assodations, 
we  feel  the  loss  in  a  very  particular 
way."  Columnist  “McCaig"  pointed 
out  that  the  young  Diana  h3d  spent 
summers  as  a  teenager  with  her 
mother  on  the  island  of  Seil  and 
that,  therefore,  “she  was  almost  a 
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TH  E  kindness  and  support  of 
Peter  Phillips,  son  of  the 
Princess  Royal  is  proving 
invaluable  to  Prince  William 
and  Prince  Harry. 

When  the  young  Princes 
flew  to  London  from  Balmor¬ 
al  yesterday  to  prepare  for 
their  mother's  funeral  it  was 
Mr  Phillips,  19.  who  joined 
them  on  the  Queen's  Flight  to 
RAF  Northolt  with  their 
father,  the  Prince  of  Wales. 

The  two  boys,  dressed  in 
black,  were  driven  from  Bal¬ 
moral  to  Aberdeen  airport  by 
their  father. 

Prince  William  looked 
away  from  the  waiting  pho¬ 
tographers  while  his  younger 
brother  and  their  cousin 
stared  ahead. 

Mr  Phillips  has  been  at 
Balmoral  since  his  cousins 
were  told  of  their  mother’s 
death. 

His  sympathy  and  under 
standing  have  touched  the 
Princes,  who  have  long  ad¬ 
mired  Mr  Phillips  for  his 
good  hnmour  and  sporting 
abilities:  he  is  showing  partic¬ 
ular  promise  at  rugby  and 


excelled  at  all  games  while  at 
school  at  Gordonstoun. 

When  the  Princes  ventured 
to  the  gates  of  Balmoral  on 
Thursday  their  cousin  was  at 
their  side  —  pointing  out 
messages  and  tributes  on  the 
numerous  bouquets. 

Mr  Phillips,  who  is  going  to 
Exeter  University  later  this 
month  to  read  sports  science, 
has  shown  considerable  un¬ 
derstanding  for  the  Princes  in 
the  past  over  the  break-up  of 
their  parents*  marriage. 

He  knows  from  the  first 
hand  experience  of  the  di¬ 
vorce  of  his  mother  from  his 
father.  Captain  Mark  Phil¬ 
lips.  just  how  traumatic  that 
experience  can  be. 

Mr  Phillips,  who  lives  with 
his  mother  and  sister.  Zara,  at 
Gatcombe  Park  in  Glouces¬ 
tershire,  has  had  a  relatively 
unspoilt  childhood. 

While  Mr  Phillips  has  fea¬ 
tured  in  the  columns  of  the 
tabloid  press,  media  interest 
in  him  has  never  been  as 
intense  as  that  chi  Prince 
Wiliam  and  Prince  Harry  — 
partly  because  he  does  not 


have  a  royal  title.  Mr  Phillips, 
however,  does  have  one 
strong  bond  in  common  with 
Prince  William,  who  is  con¬ 
sidered  the  royal  heartthrob 
by  teenage  girls. 

His  older  cousin  knows  just 
how  embarrassing  this  sup¬ 
posed  “honour"  is  to  a  matur¬ 
ing  teenage  boy  —  until 
recently  it  was  he  who  was 
consistently  voted  the  favour¬ 
ite  royal  by  readers  of  teenage 
girls'  magazines. 


Stars  try 
to  turn 


tables  on 
tabloid 


Wit  -  ■ 

litifz 


pursuers 


From  Giles  Whittell 

rN  LOS  ANGELES 


local  girl".  I  have  never  heard  her 
referred  to  before  as  a  local.  To  earn 
that  title  in  requires  several  genera¬ 
tions.  Of  all  the  tributes,  this  was 
one  of  the  more  touching. 

The  particular  pride,  and  the 
wonder,  of  this  place,  is  its  very 
remoteness  from  the  rest  of  the 
world's  preoccupation.  If  anywhere 
might  have  been  expected  to  stand 
back  a  little  from  the  outpouring  of 
national  grief.  I  thought  it  would  be 
here.  Instead,  for  the  first  time  I  can 
remember,  a  world  event  has  rocked 
this  little  world,  rendering  it 
strangely  vulnerable.  There  are  few 
more  peaceful  or  tranquil  places  in 
Britain.  For  once,  it  felt  invaded  by  a 
ripple  of  regret  and  melancholy. 

1  have  always  seen  our  retreats 
here  as  a  respite  from  the  news.  1  felt 
it  would  always  remain  unaffected 
by  the  outer  world  of  telegrams  and 
anger,  fast  cars,  famous  people  and 
front  pages.  I  was  quite  wrong. 


THREE  top  actors  are  be¬ 
lieved  to  have  hired  a  team  of 
detectives  to  investigate  the 
private  lives  of  America's  best- 
known  tabloid  editors,  in 
growing  anger  among  celebri¬ 
ties  over  paparazzi  tactics  and 
paymasters. 

The  attempt  to  use  tabloid 
methods  against  the  editors  of 
The  National  Enquirer,  The 
Star  and  The  Globe  comes 
amid  calls  in  the  California 
state  assembly  for  tough. new 
laws  against  photographers 
who  work  for  them.  One 
leading  supermarket  chain 
has  removed  the  “supermar¬ 
ket  tabloids”  from  its  shelves. 

Tony  Frost,  of  The  Globe, 
and  Phil  Brunton.  of  The  Star 
—  both  British  —  and  Steve 
Coz.  of  the  Enquirer,  will  soon 
find  private  investigators  con¬ 
ducting  background  checks  on 
their  “wives,  girlfriends,  child¬ 
ren,  parents,  siblings  and 
school  chums."  according  to 
the  syndicated  columnist  Liz 
Smith.  She  did  not  name  the 
stars  behind  the  probe  but 
wrote:  “Believe  me,  they  are 
mega." 

Reports  that  the  Princess's 
driver  was  drunk  at  the  time  of 
her  death  have  done  nothing 
to  dampen  the  verbal  on¬ 
slaught  by  Californian  glit¬ 
terati  on  those  who  hound 
them,  too.  On  the  contrary,  it 
was  the  sight  of  "tabloid 
journalists  dodging  responsi¬ 
bility  and  placing  blame  on  a 
drunken  driver"  that  com¬ 
pelled  George  Clooney  to 
speak  out  this  week. 

“1  watch  as  you  scramble  for 
the  high  ground  and  take  your 
position  saying  there  is  a 
market  Igr  your  publications 
and  you  are  just  supplying  the 
goods,"  he  said  before  draw¬ 
ing  a  comparison  between 
tabloid  journalists  and  crack 
dealers.  “I  wonder  how  you 
sleep  at  night." 

Four  of  the  most  powerful 
faces  in  film  have  joined  the 
Clooney  crusade.  Tom  Cruise 
was  the  first,  recognising  the 
Paris  crash  scene  and  tele¬ 
phoning  CNN  to  urge  editors 
not  to  buy  pictures  taken 
there. 

Sylvester  Stallone  has  called 
the  Princess’s  pursuers  mem¬ 
bers  of  “a  small,  renegade 
group  of  legalised  stalkers", 
and  John  Travolta  gave  an 
emotional  television  interview 
offering  succour  to  the  Prince 
of  Wales  and  his  sons,  and 


** 

M\ 


urging  governments  to  revisit 
the  question  of  privacy  laws. 

Arnold  Schwarzenegger, 
who  is  embroiled  in  a  legal 
battle  with  two  British  photog¬ 
raphers.  described  “the  chill¬ 
ing  experience  of  being  chased 
and  hunted  down  like  ani¬ 
mals"  for  a  photograph.  He 
was  recovering  from  heart 
surgery  and  his  wife,  Maria 
Shriver,  was  pregnant,  when 
they  were  allegedly  stopped  in 
traffic  in  Santa  Monica  by  the 
British  pair,  who  face  charges 
of  battery  and  are  expected  to 
try  to  settle  the  case  out  of 
court. 

Tom  Hayden,  a  Californian 
state  senator  best  known  as  a 
champion  of  the  poor  and 
oppressed  and,  as  a  former 
husband  of  Jane  Fonda,  plans 
to  sponsor  a  state  bill  that 
would  require  photographers 
to  stay  at  least  50ft  from 
celebrities  not  at  public-events. 
Such  bills  have  foundered  on 
definitions  of  celebrity  and 
public  events. 
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Peter  Phillips  apd  the  Prince  of  Wales  leaving  Balmoral 


The  management  and  employees  of 
MESH  Computers  PLC  wish  to  extend 
their  sincere  condolences  to  the 
family  of  Diana  Princess  of  Wales. 


In  particular  we  would  like  to  extend 
our  thoughts,  prayers  and  best  wishes 
to  her  sons  Prince  William  and  Prince 
Harry  in  this  time  of  tragedy. 


Our  country  has  been  enriched  by 
the  dedication  and  humanrty  of  one 
so  special  and  our  loss  as  a  nation 
is  incalculable. 


As  a  mark  of  our  respect  we  shall  be 
closed  Saturday  6th  September  1997. 
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Newspapers  cartoonists  around  the  world  pfllonea  ‘ 

US  hails  ‘angel 
who  was  bigger 

than  Jackie 


From  Bronwen  Maddox 

IN  WASHINGTON 


AMERICA 


“The  royais  were  a  notably 

dysfunctional  and  ®loo| 

_ _  sfuffy  family,"  London  Jon«. 

ii\  nAsniiw--  — —  naainE  editor  for  eight 

BIGGER  than  Jackie,  bigger  "te” tabloids,  never  yea«  of  ^prinass^IS 

a^isjs  =iss*  fSSwsa's 

seems  to  have  stunned  itself  tv  “re  implex  picture  of  the  Jf  (^American  eyes; 

the  media  coverage  and  labile  m  ^  someone  some-  canrature^  ^ 

erief  that  it  has  summoned  up  mn  ^  charitable  to  What  00 .  ^  really  tradi- 

tedea,hiu:i 

re^Jise  Slhe  dearh^of^te  Britons  were  awareof  «*  °[  S^d" idinburgh 


m<;  --  i  . 
Lu-> -  -  -7 


response  lu  mv  v- —  - 
Princess  has  been  .even  more 
reverential  than  ^  Britain, 
indeed  many  newspagj* 
have  hailed  her  as  MnaHg 
princess",  arguing  that  she 
Sas  more  at  home  across  the 
Sc.  There  was  some 

mlS  jheMw  York  Times  put 

iu  -The  aggressive  component 
r0lmd  in  the  British  tabloids 
coverage  was  most  y  tm*1"® 
^Ther  relationship^^ 
American  mass  media-  MaBa 
£fae  editors  and  tel^runon  ex¬ 
ecutives  on  this  side  °f  ^e 
Atlantic  described  their  rela 
tionship  to  Diana  as  a  love 

mere  bluntly,  they  used 

the  pictures,  and  the  ggw"* 

Ti 


as:  sf J?  * 

breakdown  of  the  royal  mar- 


^aware  of  her  power  over  the  peering  «£  | 

"mSt  Britons  were  awareof  j»J«  £  Sited* Edinburgh  | 

ferret, Of  ( 

Princess's  Pfltioruma  inter-  J^on  displayed  by  theBnt-  I 
view,  the  television  wjW  pubUc  that  have  appeared  ! 

have  very  Uttle  matenaiw  troublesome  for  the  - 

which  to  penetrate  her  charac-  rican  media  to  describe. 

JerlnsteS.  they  have  endless  Anwj  n««  declared 

footage  of  the  Princess  in  her  ™eilursday  that  “Britons 
most  successful  role  mter-  mntinued  to  display  unaccus^. 
national  patron  of  humam  ^iy raW emotion  .  Indie 

Si^uSs.  fa  ttot  role,  ldto  media.  thePnn- 

a  wealthy  Washington  or  New  death  alone  «s  credit^ 

York  benefactress,  but  more  wringing  radical  chan-e 

elegant,  she  looked  American-  national  character.  But 

S  Idv  evm  if  rhat  picture ignorsthe 

skssi^ss^ 

stassfi  ^«ar?s 

irswttsss  %a-«assr— 

£2  emotionally  “open.  JT.  themselves  away 
Sss  of  television  «**►  £2***  queue  outside  S 

Ssts  have  pronounced-  fid  palace,  now  f 

Sere  is  no  gr^ter  vortue^  J™tafomeIer  of  the  mood leff 
modem  Amenta.  It  “CM**  ^  British  people.  The  tour 

her  real  popularity  in  Amen  ti  nal  networks  etch  plan 

SJne  after  stones  of  her  ^^!our  hours  live  cover- 

extreme  unhappiness,  fid  h  ®  beginnning  ai  4am  Easi 
willingness  to  thp^rwals  have  Cm*  time.  NBC  will  begin 


a 

1 A  > ; 


governors 

lead 

memorial 

services 

By  Michael  Binyon 
dipuomatic  editor 

THE  flag  flew  at  half-mast 
™  whitewashed  govmw 

mi»nt  houses  in  a  dozen  tiny 
islands  across  the  gl°^  ^ 
Britain's  dependent  temtones 

Caymans,  from  Gibraltar  to 
•  st  Helena,  British  governors 
fid^urrbngandmrmo; 
S  services.  Moahadtaken 
guidance  from  the  Foreign 


\u&M 


Put  more  bluntly.  *ey  used  and  how  superior 

the  pictures,  and  the  pictures  t0  ft.  The  Pnncess 

tadS  great  In  ^  emotionally  “open", 

there  is  now  The  res  of  television  psych°J°! 

^S5,HsT*ntas 

pScB»“S' ttSf.  ^S^SyfaAmerif 

p-  ..u»  wnn  to  a  wnne  ^iifooness  to  discuss  it 

In  contrast,  the  royals  have 
In  .  « otiff  i  inner  ho 


Plan  for  Port  Diana  capital 
Plan  iin  irM 


taken  theBntidi  snH«PP^  ^  *  130am  and  run  for  nearly 

•SySStyMi  eigh,  hours. 


Jr  mil  1U1  -  Qtuld  be  the  best  thing  that 

FromTom  Rhodes  bener  way  to  b™'eh“”“S  Spiral  after 

— Z£r*\  sssSESSS 

picturesque  town  toreplacePlytn^ - - - -  ——  «TPPf 


itMkdiwn  Of  *.  royal  mar- 

Holidaymakers 

mourn  from  afar 


Z.juam  auu  i  u--  —  | - - - - - - -  m 

Her  name  was  known  m 

even  the  most  fetid  slum 
even  _  .ovedo^r^ 


From  Christopher  Thomas 

IN  DELHI 


^ IN  DELHI 

B0MSSS‘“"  5!Sl5^f  Sg  5E3^SB,S 
.s®S5SSt  s^STSa  ssss^ife  -"HSs 

sias  Sfes 


loved  ones  will  beumteiThe 

sap  between 

^ri^ry  indM 

StisnS-U,^ 

a  oerson  within  24  hours. 


Lnd  m  we  wu»«m.  _ _ — - 

Thousands  weep 
beneath  portrait 

_ _ _  CTAFF 


By  Our  Foreign  Staff 

mhrE  than  bjXO  Japanese  nca_  fodeoendenT-minded  hu- 

book  of  condolence  in  as  an  maepei  jn  her 

■SS£Srf«  rsa^;.o« 


TERRITORIES 


office,  but  the  initiative  for 
any  ceremonies  and  com¬ 
memorations  was  left  to  indi¬ 
vidual  territories.  _ 

Richard  Ralplk  Governor 

of  the  Falkland  island^^ 

nuMKaae  of  condolence  on 
»f  the  Z.VM 
On  Friday  a  memorial  !»ervV, 

w2  held  and  all  government 

offices  were  shut  At  the 

the  service  a  minfaes^ce 
was  observed,  and  mwO*** 
was  taken  to  be  sent  to  me 
new  fund  set  up  m  the 

Princess's  memory.  . 

Flags  are  flying  at  hml 

SSBWSSSg: 

So  the  different  units  in¬ 
volved  in  the  1982  war. 

A  book  of  condolences  has 
Jen  opened  in  the  Cayman 
wfandfand  hundreds  ^ 

ffSSTSSTlSSij 

I  tive  in  London,  said  that  there 
J  was*  foe  same  feeling  of  sor^ 
^  in  the  Caribbean  islamte 
|  as  in  London.  There  wffib*  ■ 

f  minute's 

church  sennas  on  Sunday 

t  David  S mailman,  the  Oov- 
emor  of  St  Helena,  wU 

driver  the  eulow  at  a  s^nce 

of  thanksgiving  for  the  “ 
the  Princess  to  be  held  m  me 
rathedral  on  Sunday,  ine 
gSSrided  nottohaveany 
hu-  ceremonies  on  Satoffiay,  fo 


Tokyo  ana  nuiiu*—  -- 
queK  have  piled i  up  *** 
Gates  of  the  British  Embassy. 

^Rritish  diplomats  mUended 

.  Bn*? neriod  from 


via  government-run  AJJ  India 
Radio.  The  events  of  tlw  pas 


^■sg  SsSrrSs  S^c 

home  ^y^m'.what  *ey  Ni™  the  Brit-  JSrt.  otwS^*  lhe  imI5? 

asSSfi'ss  sSSSsssr^r 

S <•»  n0<  X  "Sebrer  when  they  ta-g.  J- 

-^Sh^coeru  del  so'  ft  tjS 

^  down  >hc  outside  nme^Some  1*0^,^  in  Tn.  Mah^  ^  ^  The 

the  Union  j3tt£aCh.  is  at  PearaU^lv  wanted  to  chat.  A  bud1  for  o  breaking 

hotels  or  on  the  bracn  '“"■T’Se  have  called.  ro^™^d,hat photograph 

half-mast^SomeW jurists  p^ple  h  ^ 


<u\n  has  oeen  - 

World  Service  radio  °r.'^tch' 
r”  nor  World  television. 

The  Times  office  received 
many  calls  of  condolence.  The 

the  driver  wa^ i  drunk .tom 


SoS"  JoTTreTan^hourtosi^.  ^Xply  mo^d  by  Di- 
™?is  a  huge  compliment  middle-aged  men  ’  ^^Jfor  the  poor  and 

in  a  country  built  on  forady  business  suits  and  women  .  „  mother  business- 

=KtB5ffl$= 

and  other  members  jf  the  a  btadt  and  white  ^pretenri0us  manner. 

Missionaries  °f  Cbaritjf^  portrait  of  the  Pnncess.  -pbe  princess  made 

in  Calcutta  will  otter  ' A^mpany  execunve  m  his  .  J  {Q  Japan  between  198» 
_ — ■  irvHnv.  British  diplo-  „-,a-  “There  was  a  real  ,nne  um  nnen  smile  and 


h^  been  huge-  Beports  that  KTS^**VSS  ’’TS^any  ^ve  In 

ihe  driver  was  drunk,  domi-  ers  today.  Bnbsh  dipla-  said;  “There  was  a  real 

iSited  front  pag«,  S  wiU  also  hoW  »  JS°  st  Princess  in  Diana  who  chose 

^nilar  senwm  disgust  to  that  ^  service.  in_pdcu«a  s  S£  *> 

S*  anti-landmine  »f 

^Sgns.  She  had  an  integrity 


riotilar  sense  of  disgust  to  ttiai 

taoS V  different 
BfionainlndaHoefoefo® 

«SE--3TS 


r^cein"  ™,  S. 

^SST£t--i“ 

slum,  .her  name  means 
something- 


i,yi  housewife  in  her  bOs.  her 

ey^  welling  with  ^.smd. 

-lam  deeply  moved  by  Lh 

unpretentious  manner. 

The  Princess  made  three 
visi?  to  Japan  between 198b 
and  1995.  Her  open  smile  ana 
simplicity  were  seen  in  stark 
SS&  the  traditional  re¬ 
serve  of  Jap0"8  Imperial 

Vamily- 


islanaaeciuw  - 

ceremonies  on  Saturday.  ^ 
allow  the  popula^n  w,  wawh 
the  service  on  satellite  tele- 

said  that  a  steady 
stream  of  visitors  to  the  Castle 
^Jamestown,  the  sat  of 

Government,  had  signed  th 
book  of  condolences. 

Gibraltar  comes  to  a  stano- 

still  on  Saturday  as  Gibralta^ 

ians  plan  to  stay  home  to 

watchPthe  Princess’s  fonem4 

live  on  BBC  Prime.  Fromfae 

sianed,  including  British  hofa 
dav  makers  from  the  nearby 
;  S^nish  beach 

them  the  singer  Cilia  BlacR. 


=  or  donate  to  the  ^ - - — - - T 

gold  s-SKSKv  diarity." _ _ _ _ _ _ _ _ ;  £  1!ntn  ctP 

ST#S1 

death  and  feeb  J  „ 


«^.e^sr*H“  sh^'rESS  btough. ou.^f--fs 

annalled  that  she  met  her  en  television  audience 

_F-S  chattering  class-  hands  uf  an  allegedly  for  the  funeral. 

JSSLsiflSSS  sVTSv""”*5 

and  some,d'5^-unt  Diana  is  V?!1  who  new  back  w  used  aversion  foi 

Monde  com-  Minister^  ^  Ual  after  the  ng  tm  ^  of 
tying  bon1-  ‘f  jnn  “it  is  the  ran-  . , .  was  certain  me  ,  ^  world,  while  tfa 
mcntei! Mthe perfect womatk  public  backed  *e  orders  exprras  thet 

^  ^^Xeen  Marilyn  Ssion  to  hivestigate  ffie  Lrief.  "Jokes"  were  being  tol. 

sotneW,b^dsSnt Theresa  of  under  manslaugh-  ^  Paris  dinner  parne 

M°.nrf-  'ntiT  caustic  line  S°TJ^sTy  ffiiTweek  as  some  newspag 

Lisieux.  bjeconsen-  "a  defence  lawyers  say  ^  ,sts  mocktsl  ^ 

mwns^  ^pressure  from  Britain  pass's  “beatification - 
sUS  across^  mydle  classes  Tj^pJthe  decision.  A  fascination  for  Bnti. 

^mrSteanfoS  of  Wh3t  popular  weeWygJo^  ^d  mainly  to  | 


tion^Trun  along  the  cou^ 

St  ^cial  divide.  With  ffie 
Sire' educated  classes  void- 
amused  aversion  for 

SunSTtoridwShe 

Ew.s35!^SS-15 


aeing  from,"  ^  J d"n  -lt  is  the.  he  was  certain  me  ““l^e  world,  whtte  the 

mented  ^ifrfect  woman.  public  backed  *e  orders  exprras  then 

the  cuUofJi^een  Marilyn  5Ssfon  to  investigate  Ojc  l®rief -Jokes“  were  being  told 
soineW,b^dsSnt Theresa  of  under  manslaugh-  ^  Paris  dinner  parties 

caustic  line  Some  ^week  as  some  newpag 

Lisieu^  Irritable  consen-  defence  lawyers  say  ^  ,sts  mocked  the 

reflects  a  t^^ujunstream  pressure  from  Britain  Sft^s’s  “beatification  - 

s^rLse--  ‘SSSSffltt  ■AT^sasa 

much  O*  _ - -  "~ 


women,  who  tend  to  buy 
celebrity  magannes.  The _  r« 
rfthe  media  take  a  disdainful 
view  of  celebrity  news, 
porting  the  country’s ;  anct 
laws  on  privacy  and  deploy 
ing  what  they  see  ^  the 

Marion  of  frivolous  Angfo^ 

Saxon  values  and  methoos- 

Against  this  background,  tire 

rhatterine  classes  and  media 
hive  turnrtl  the  y  » 
cautionary  ^  tale  0'*'“ 


martvrs  that  included  Prin- 

^g^ce.  James  Dean  and 

ZSSS^SSS. 

Stwg- 


mm 

kirn 


have  tumea  tne  "  dangerous  gnne. 

“SGflSSK-E 

ZSX.'BrtJS  HBSgffia 


If''! 

fa 


isation  of  pity  -  ,  . 

The  conservative  Figwo 

took  a  very  similar  hn& 
saying  that  the  Princess  had 
joined  .he  list  uf  populsr 


plot  ..fa  lovwgrade  novel 

-with  a  lousy  text . 
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Night  and  day,  the  queues  have  waited,  uncomplaining,  as  Big  Ben  chimed  the  hours.  Each  midnight,  an  overpowering  scent  of  lilies  filled  the  air.  There  was  something  medieval  about  the  scene;  collective  mass  catharsis  for  pity  and  terror 


A  triumph  for  populism  in  trainers 

The  force  of  the  people’s  will  over  Royal  protocol  may  prove  to  be  a  watershed,  writes  Valerie  Grove 


The  last  time  I  found  myself 
in  streets  thronged  with 
people  in  silent  procession 
was  in  Seville  last  August 
We  stood  waiting  for  hours  outside 
the  cathedral,  until  eventually  a 
painted  doll,  Seville's  Gothic  Vir¬ 
gin.  home  aloft  in  a  gilded  carriage, 
hove  into  distant  view.  The  patient, 
orderly  gathering  of  ail  age  groups, 
the  reverence  for  this  plaster  saint 
was  so  utterly  Latin,  so  very  un- 
Anglo  Saxon  . : .  Nothing  like  this 
could  happen  in  Britain.  Or  so  I 
thought,  until  this  week. 

In  the  Mall,  night  and  day,  the 
queues  have  waited,  uncomplain¬ 
ing,  as  Big  Ben  chimed  the  hours. 
Each  midnight,  an  overpowering 
scent  of  lilies  filled  the  air.  Under 
dripping  trees,  candles  flickered 
among  the  emblems:  hearts  and 
flowers,  children's  paintings,  cud¬ 
dly  toys  and  messages:  “They  say 
God  takes  the  ones  He  loves  . . 
There  was  something  medieval 
about  the  scene:  collective  mass 
catharsis  for  pity  and  terror,  for  a 
tragedy  of  Aristotelian  proportions. 

The  public  display  of  sorrow  will 
reach  its  apogee  today  at  the 
funeral.  It  is  without  precedent  For 
whom  else  would  so  many  journey 
so  far,  or  queue  for  nine  hours 
through  a  rainswept  night? 

I  asked  dozens  of  people  why  they 
had  come.  They  felt  drawn,  they 
said:  they  felt  “impelled".  They  had 
been  overcome  by  a  helpless  iner¬ 
tia,  they  needed  to  express  some¬ 
thing.  So  they’d  set  off  on  the  spur 
of  the  moment,  wanting  to  be 


counted.  “I  kept  looking  at  die  TV 
reports  and  saying  to  myself  *Why 
are  you  looking  at  this?  You  should 
be  there.’  So  I  came." 

“I’m  not  a  royalist  I  admired  her, 
but  I  never  realised  that  I  loved  her. 
I  wanted  to  be  part  of  it  all.  Ifs  the 
most  moving  thing  that’s  happened 
in  my  lifetime . . ." 

Several  said:  “Diana’s  all  alone 
in  there.  There's  nobody  with  her. 
We  had  to  come"  One  elderly  man 
from  Wakefield 
said:  “We  knew 
about  the  long  wait 
What's  a  bit  of  dis¬ 
comfort  when  Di¬ 
ana,  poor  girl,  died 
in  pain?  There’ll 
never  be  another 
like  her  in  our  life¬ 
time.  And  it’s  taken 
her  death  to  unite 
everyone  in  a  com¬ 
mon  cause." 

Not  quite  every¬ 
one.  “Has  the 
whole  nation  gone  bonkers  with 
this  mass  hysteria?"  harrumphed  a 
listener  to'  Radio  4’s  PM  pro¬ 
gramme  on  Thursday.  Two  hun¬ 
dred  rang  the  BBC  on  Sunday, 
outraged  to  have  schedules  disrupt¬ 
ed:  “Where  is  Letter  From  Ameri¬ 
ca?"  But  Radio  4  listeners  are  nor 
the  voice  of  the  people. 

That  voice,  on  the  evidence  of  its 
messages,  is  not  hysterical,  just 
awash  with  sentiment.  “You  are  an 


angel ..."  The  greatest  lady  of  all 
time  . . “Not  only  have  William 
and  Harry  lost  you  but  the  whole 
world,  too . . “Diana  and  Dodi, 
you  have  charmed  the  world,  good¬ 
night  sweet  angels,  united  for  ever 
in  death." 

Mawkish,  but  heartfelt.  Much  of 
the  greeting-card  doggerel  is  so 
lacking  in  sense,  it  would  be  callous 
to  quote  it,  but  here  is  the  eloquent 
final  stanza  of  one  poem: 

“/  will  never 
forget  her 
Neither  will 
many  of  you 
I  hope  this 
tragedy  has  taught 
That  horrible  press 
crew! 

Anyone  reading 
through  the  43 
books  of  condo¬ 
lence  will  find  they 
reflect  people’s 
efforts  to  articulate 
what  the  Princess 
meant  to  them.  Clearly,  women 
identify  most  with  her  sufferings:  “I 
can  relate  to  her  because  I've  just 
come  through  a  marriage  break¬ 
up."  said  one.  "She  wasn't  without 
fault,  but  she  admitted  that."  And 
another:  “I  have  a  daughter  who 
went  through  depression.  /  don't 
thunk  the  Royal  Family  know  how 
to  cope  with  people  who  have 
problems." 

Mandy  Hale  from  Cheltenham 


remembered  the  street  party  for  the 
Princess’s  wedding  when  she  was 
nine.  “I’m  nor  an  avid  royal- 
watcher.  When  she  said  *1  want  to 
be  a  queen  of  people’s  hearts’.  I 
thought  'Oh,  don’t  be  ridiculous’, 
but  she  was  right  Now  she  will 
never  know  how  right  she  was.  If 
only  we  cpuld  have  told  her." 

Doris  and  John  Mason  had 
driven  from  Sherborne  in  Dorset. 
As  'teenage  sweethearts,  they  had 
come  to  the  Coronation  together. 
Now  retired,  they  came  for  the 
Princess.  “We  could  have  gone  to 
our  local  church,  but  there's  noth¬ 
ing  like  the  atmosphere  here." 
Their  daughter  is  exactly  Diana's 
age  and  looks  uncannily  like  her, 
Doris  said. 

Sue  Green  drove  through  the 
night  from  Derbyshire.  “1  fell  I  had 
to  come,  because  it  all  seemed 
unreal.  Suddenly,  late  last  night,  I 
derided  Tyn  going.  I  have  to  sign 
the  book’.  My  12-year-old  son 
George,  who’s  given  me  a  message 
for  Harry,  said  ‘Mum,  why  are  you 
out  in  the  garden  in  the  rain  with  a 
torch?*  1  was  picking  roses  for 
Diana.  They’re  called  The  Lady, 
which  seems  appropriate.  lt*s  a  bit 
like  a  pilgrimage,  embarrassing 
really.  But  I  would  have  regretted  it 
if  I  hadn’t  come. 

“This  is  a  once-in-a-lifetime 
thing.  We  won’t  see  the  like  of  it 
again.  She  was  a  young  shy  girl 
uncomfortable  about  speaking  in 


public  at  all.  and  yet  at  the  end  she 
could  communicate  spontaneously 
with  anyone,  and  drew  people  like 
a  magnet." 

This  was  a  crowd  that  did  the 
nation  credit  They  were  well- 
behaved.  quiet  co-operative,  grate¬ 
ful  for  the  distinctly  upmarket 
facilities  provided.  The  well-uphol¬ 
stered  lavatories  had  brass  taps 
and  light  fittings:  smart  Harrods 
staff  in  green  sweaters  distributed 
tea  and  cake  at  the 
instigation  of  Mo- 
hamed  Al  Fayed. 

But  vox  populi 
has  had  something 
to  say  and  the 
Queen,  visibly 
stung  by  its  criti¬ 
cism,  has  now  ad¬ 
dressed  the  nation. 

The  Union  flag  flies 
at  half-mast.  So  the 
cha  inmail  conven¬ 
tions  of  protocol 
have  begun  to  un¬ 
ravel.  A  triumph  for  populism  in 
trainers  and  anoraks. 

The  Queen  made  concessions  in 
the  face  of  criticism,  largely  igno¬ 
rant  and  unimaginative,  which 
harried  the  family  out  of  its 
dignified  private  mourning  at  Bal¬ 
moral.  Until  the  announcement 
that  the  Queen  would  speak,  tele¬ 
vision  reporters  from  around  the 
world  could  be  heard  goading 
people  into  remarking  on  the 


absence  of  the  “remote"  and  "dis¬ 
tant"  Royals. 

I  heard  a  voice  declaring:  “Diana 
was  surrounded  by  toffee-nosed, 
aristocratic  English.  In  any  equiva¬ 
lent  circumstances.  Diana  would 
have  come  here  without  hesitation 
to  be  among  the  people."  The 
speaker  was.  the  Rev  Donald 
Reeves,  charismatic  rector  of  St 
James’s.  Piccadilly,  who  had  been 
striding  about  in  his  cassock,  hand¬ 
ing  out  leaflets  for 
his  eve-of-funeral 
vigil  and  assuring 
everyone  that  even 
if  the  Church 
seemed  to  be  as 
conspicuous  by  its 
absence  as  the 
Royals  were,  it 
would  still  put  on  a 
terrific  funeral. 
“The  C  of  E  is  very 
good  at  rituals.  And 
Elton  John’s  music 
is  just  as  sacred  as 
J.  S.  Bach's  cantatas."  he  declared. 
"Diana  was  the  people’s  Princess 
and  we  need  the  people's  music  as 
well." 

Should  the  Royal  Family  get 
down  off  its  stilts?  Robert  Lacey, 
whose  forthcoming  book  on  the 
Princess  will  be  the  first  of  dozens, 
wrote  20  years  ago  that  the  Queen 
became  angry  when  expected  to 
hug  a  child  in  a  hospital:  “She  is  not 
cuddly  like  her  mother."  But  there 


is  now  a  huggy  generation  of  the 
Princess's  contemporaries,  who  are 
scornful  of  protocol,  unmindful  of 
precedent,  and  —  thanks  to  Oprah 
and  others  —  who  regard  emotion¬ 
al  soul-baring  as  ihe  only  way  to 
deal  with  any  misery.  They  over¬ 
flow  with  helpless  indignation  and 
sympathy  and  need  an  outlet. 
“Why  can’t  the  Queen  react?"  they 
asked.  The  response  “the  Queen 
does  not  react"  was  incomprehensi¬ 
ble  io  them. 

The  crowds  in  the  Mall  decided 
that  the  Royal  Family  was  frozen  in 
a  stuffy,  outdated  etiquette,  drawn 
up.  as  Sir  Roy  Strang  points  out,  in 
the  first  decade  of  this  century.  And 
the  Princess's  funeral  may  well  be  a 
watershed,  at  least  as  important  as 
the  1097  general  election  result,  in 
having  generated  this  attention  to 
the  popular  will.  It  is  "events,  dear 
boy.  events",  as  Macmillan  said, 
that  confound  politicians'  plans, 
and  dictate  history. 

Events  caused  this  Evita -style, 
essentially  Latin  American  out¬ 
pouring.  Oh  what  a  circus,  oh  what 
a  show.  Does  it  indicate  a  perma¬ 
nent  change?  Possibly,  although  a 
recurrence  of  similarly  tragic  di¬ 
mensions  is  highly  unlikely,  given 
the  uniqueness  of  the  Princess’s  gift 
for  capturing  people's  hearts. 

She  broke  down  barriers.  She 
reached  out  to  embrace  the  maimed 
and  the  leprous.  She  comforted  the 
afflicted.  And  alas,  she  was  des¬ 
tined  for  The  20th  century's  ultimate 
route  to  immortality,  to  be  ait  off  in 
her  prime. 


C  Pm  not  a 
royalist.  I 
admired  her, 
but  never 
realised  that  I 
loved  her  3 


C  There’ll 
never  be 
another.  And 
it’s  taken  her 
death  to  unite 
everyone  ? 


Affection  transcends  ideology  as 
Ulster  republicans  share  in  grief 


CRISPIN  ROOWEU 


ON  THE  streets  of  republi¬ 
can  West  Belfast  where  the 
Royal  Family  is  seen  as  the 
ultimate  symbol  of  an  oppres¬ 
sive  British  state,  there  is 
deep  sorrow  at  the  death  of 
Diana.  Princess  of  Wales. 

In  the  loyalist  heartlands, 
where  portraits  of  the  Queen 
adom  every  public  building, 
people  who  have  never 
breathed  a  word  against  the 
Royal  Family  are  furious  at 
its  perceived  indifference  to* 
wards  the  Princess. 

"It’s  a  disgrace."  said  Edna 
Venus,  who  lives  in  the 
Shan  kill  Road.  “1  was  loyal 
to  the  Royal  Family,  but  it's 
hurtful  the  way  they’ve  be¬ 
haved.  Everybody’s  angry." 

The  night  before  Mrs  Ve¬ 
nus  was  in  a  bar  when  the 
national  anthem  was  played 
at  dosing  time.  Some  custom¬ 
ers  sang,  but  others  did  not. 
When  it  finished  everyone 
toasted  Diana. 

Another  Shankill  R«  ; 


Sinn  Fein  offers  its  sympathy  while  loyalists  refuse  to 
sing  the  national  anthem.  Martin  Fletcher  reports 


bar,  the  Rex,  has  not  played 
the  anthem  all  week,  though 
it  will  observe  a  two-minute 
silence  when  it  opens  after 
the  funeral.  "If  we  played  it, 
some  people  would  stand  and 
others  wouldn’t"  said  David 
Spence,  the  barman.  "People 
here  respected  the  Queen,  but 
now  It’s  a  different 
ballgarae." 

"1  loved  the  Royal  Family, 
but  she's  not  my  Queen  any 
more."  said  Patricia  Hears!,  a 
member  of  the  Orange  Order 
for  20 years.  In  a  message  in  a 
condolence  book  this  week 
she  wrote  "God  Bless  Our 
Queen" — tefei  ring  to  Diana. 

Of  a  dozen  passers-by  inter¬ 
viewed  around  the  Sinn  Fein 
headquarters  in  the  republi- 
■  n  Andersonstown  Road, 
nit  one  expressed  anything 


but  sadness  al  the  Princess’s 
death  —  not  out  of  affection 
for  royalty,  but  because  they 
saw  her  as  a  fellow  victim, 
someone  who  fared  For 
downtrodden  people. 

"The  Royal  Family  are  a 
bunch  of  wasters,  but  she’s  a 
heroine."  said  one  old  man  as 
he  [eft  McGranaghan’s  Rac¬ 
ing  Shop.  Another  fervent 
republican  said:  "Royalty  are 
robber  barons.  She  was  too 
dose  to  Ordinary  people  to  be 
accepted  by  them." 

Republican  West  Belfast 
will  be  glued  to  its  televisions 
during  the  funeral,  but  it  may 
be  the  only  part  of  Britain 
where  the  one-minute  silence 
is  not  widely  observed. 

"There’s  a  sense  of  terrible 
tragedy.  There’s  a  -  genuine 
affection  for  her  that  tran¬ 


scends  ideology,"  said  Father 
Gerry  Reynolds,  a  priest  at 
the  Clonard  Monastery  off 
the  Falls  Road.  But  he  added: 
The  minute’s  silence  is  a 
British  convention  and  they 
don’t  want  to  express  their 
sorrow  at  Diana's  passing  by 
British  conventions." 

Diana's  death  has  inspired 
other  curious  happenings  in 
this  divided  province.  Sinn 
Fein,  for  example;  offered  the 
British  people  its  “deepest 
sympathies”  —  though  a 
handful  of  the  party's  council¬ 
lors  in  Londonderry  objected 
when  the  city  council  voted  to 
adjourn  for  the  week. 

Loyalists  have  called  off  a 
picket  of  a  Catholic  church  in 
Ballymena  and  a  parade  in 
memory  of  a  paramilitary 
man  killed  by  the  Army,  this 


weekend.  Several  public  in¬ 
stitutions  with  neutral  "no 
flag"  policies  have  become 
butts  of  public  anger  for  not 
flying  the  Union  Jack  at  half- 
mast 

In  Armagh  on  Thursday 
hundreds  of  Protestants  and 
Catholics  came  together  for  a 
memorial  service  jointly  led 
by  Archbishops  Robert 
Eames  and  Sean  Brady,  the 
heads  of  their  respective 
churches  in  Ireland. 

The  public  mourning  has 
been  as  pronounced  in 
Northern  Ireland  as  any¬ 
where  else.  About  6.000 
people  have  signed  the  books 
of  condolence  at  Belfast  City 
Hall  and  banks  of  flowers 
have  been  left  outside. 

“I've  never  experienced 
anything  like  this,"  said  a 

spokeswoman.  Thousands 

more.  Protestant  and  Catho¬ 
lic.  have  signed  books  of 
condolence  at  Belfast 
Cathedral 


Loyalist,  not  royalist  “She's  not  my  Queen  any  more."  says  Patricia  Hears! 
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Diana,  Princess  of  Wales  :  Guide  to  The  Fun eral 


Millions  to 
line  route  of 


procession 


Officer  commanding  Gun  with  coffiin  sitting  on 
Weten  Guards  board  131b  gun  barrel 

Mounted  police 
outriders. 


Sergaant 

commanding 


Warrant  officer 
Welsh  Guards 

Section — 1 


A  cap  Bearer  party  of 

bearer  on  8  Welsh  Guards,  Trace 


Mounted  potioe 
outriders 


commander  each  side  4  each  side  bearer 


The  coffin  of  Diana,  Princess  of  Wales, 
will  be  removed  from  her  apartment  at 
Kensington  Palace  at  9.08am,  borne  by 
the  1st  Battalion  Welsh  Guards.  The 
journey  will  take  one  hour  and  47  minutes 
[Dominic  Kennedy  writes). 

The  coffin,  draped  in  the  Royal  Standard  with 
family  wreaths  on  top,  will  be  placed  on  a  gun 
carriage  pulled  by  the  King’s  Troop,  Royal 
Horse  Artillery.  Police  expect  between  one  and 
six  million  people,  drawn  fo  the  spectacle  from 
all  over  the  world,  to  line  the  streets  along  the 
route. 

There  will  be  no  band.  Only  the  half-muffled 
tenor  bell  of  Westminster  Abbey,  tolling  every 
minute,  will  break  the  silence. 

The  Welsh  Guards  bearer  party  consists  of 
eight  pallbearers,  two  officers  and  two  orderlies 
to  carry  their  bearskins,  which  will  be  removed 
on  entering  the  abbey. 

The  carriage  will  be  drawn  by  three  pairs  of 
horses,  with  a  single  rider  controlling  each  pair. 
A  section  sergeant  will  ride  to  the  left  of  the 
leading  pair.  Four  tracebearers  on  foot  com¬ 
plete  the  King’s  Troop  party. 

Four  mounted  police  outriders  will  be  in 
front,  and  four  more  behind,  the  procession. 
There  will  be  7.000  police  in  uniform  control¬ 
ling  the  crowd,  and  plain-clothes  security 


officers  will  mingle  with  the  mourners.  The 
cortege  will  leave  Palace  Avenue  and  turn  left 
into  Kensington  High  Street,  entering  Hyde 
Park  at  Queen’s  Gate,  and  passing  the  Albert 
Memorial,  along  Carriage  Road  on  the  south¬ 
ern  edge  of  the  park.  It  passes  Apsley  House  on 
Hyde  Park  Comer,  then  moves  beneath 
Wellington  Arch  into  Constitution  Hill  and  into 
the  Mall  to  St  James's  Palace. 

There,  at  10.26am.  with  die  journey  two- 
thirds  complete,  the  funeral  procession  will  be 
swollen  by  hundreds  of  spedaUy-invited 
mourners.  Five  representatives  will  join  from 
each  of  the  110  charities  of  which  Diana, 
Princess  of  Wales,  was  patron.  They  will  be 
waiting  at  the  junction  of  die  Mall  and 
Marlborough  Road,  and  comprise  charity 
workers  and  beneficiaries,  the  young,  the  old 
and  the  infirm. 

They  will  continue  along  the  final  part  of  the 
journey  to  the  abbey  via  Horse  Guards  Parade, 
Whitehall.  Parliament  Street  and  the  east  side 
of  Parliament  Square. 

When  the  cortege  arrives  at  Broad  Sanctuary 
at  1055am,  the  charities’  representatives  will 
take  seats  at  St  Margaret's,  Westminster,  where 
the  service  will  be  relayed  by  video.  The  cortege 
will  enter  Westminster  Abbey  by  the  great  west 
door. 


How  best  to  reach 
and  get  around 
the  crowded  capital 


UNDERGROUND 

Westminster  station  will  be 
closed  for  safety  reasons  all 
day.  Extra  trains  on  district 
and  circle  lines,  running 
every  four  minutes  between 
Gloucester  Road  and  Tower 
Hill.  To  ease  overcrowding, 
visitors  are  advised  to  walk  as 
far  as  they  can  rather  than  use 
the  Underground. 

□  Bes^  stations  for  proces¬ 
sion  to  Westminster  Abbey: 
District/Circle  lines  —  High 
Street  Kensington.  Gloucester 
Road.  South  Kensington. 
Sloane  Square.  Victoria. 
Green  Park,  St  James’  Park, 
Embankment.  Northern/ Bak- 
erloo/Jubilee  —  Charing 
Cross.  Piccadilly  Line  — 
Knightsbridge. 

□  Best  stations  for  the 
screens:  for  Hyde  Park  (two 
screens),  Hyde  Park  Comer 
(Piccadilly  Line)  is  the  nearest 
Underground  station.  For  Re¬ 
gent's  Park  (one  screen).  Great 
Portland  Street  |Cirde  and 
Metropolitan  lines)  and  Re¬ 
gent's  Park  (Bakerloo  line). 
For  Fulham  Football  Club 
(one  screen).  Putney  Bridge 
(District  line). 

□  Best  stations  for  proces¬ 
sion  from  Westminster  Ab¬ 
bey  out  of  London:  Central 
Line  —  Marble  Arch,  Bond 
Street-  Jubilee  Line  —  Baker 
Street  (also  Circle.  Metropoli¬ 
tan.  Bakerloo  lines).  St  John's 
Wood.  Swiss  Cortage,  Finch¬ 
ley  Road  .Northern  line  — 
Brent  Cross. 

Special  buses  will  replace 


Underground  trains  between 
Morden  and  Tooting  Broad¬ 
way  on  Northern  Line.  North¬ 
ern  line  Charing  Cross  branch 
trains  start  and  terminate  at 
Kennington. 

The  latest  information  will 
be  available  on  BBC  Ceefax 
page  436  or  UV  Teletext  on  3, 
page  194. 

TRAINS 

Passengers  using  mainline 
stations  at  Waterloo.  Charing 
Cross  and  Victoria  are  advised 
fo  walk  rhe  mile  to  Westmin¬ 
ster  Abbey.  All  mainline  sta¬ 
tions  will  be  served  by 
additional  taxis,  but  they  will 
face  heavy  congestion  close  to 
the  procession  route. 

Standby  trains  are  being 
laid  on  at  most  main  railway 
stations  to  cope  with  heavy 
demand  as  visitors  leave.  Pas¬ 
sengers  should  contact  train 
companies  for  latest  informa¬ 
tion.  However,  passengers  are 
warned  that  evening  long¬ 
distance  services  are  already 
heavily  booked. 

CARS 

Police  and  motoring  organ¬ 
isations  advise  visitors  not  to 
drive  into  central  London.  Use 
outer  London  car  parks  (see 
below)  and  continue  journey 
by  public  transport  if  possible. 

EXTRA  CAR  PARKING 

1.000  places  at  Battersea  Park, 
southwest  London:  50p 
charge.  Served  by  buses  to 
Kensington  and  Westminster 
sections  of  route.  Park  open  at 


7am.  closed  at  1030pm. 

1,000  spaces  Royal  Victoria 
Dock,  East  London,  from  6am 
to  9pm.  Free  for  users  of  Royal 
Victoria  station  on  Docklands 
Light  Railway. 

NCP  CAR  PARKS: 

Restricted  access  to  the  follow¬ 
ing  car  parks:  Abingdon 
Street,  Westminster;  Arling¬ 
ton  House,  near  St  James’s 
Palace;  Park  Lane  under¬ 
ground:  Portman  Square, 
Gloucester  Place.  Other  car 
parks  open  as  vsuaL 

THE  ROADS 

More  than  60  roads  along  and 
surrounding  the  route  to  West¬ 
minster  Abbey  will  be  dosed 
from  6am  for  most  of  the  day. 
Other  roads  may  be  dosed 
temporarily,  and  access  will 
be  heavily  restricted  to  many 
roads  used  by  the  funeral 
cortege  as  it  travels  to  the  MI 
after  the  service. 

The  Metropolitan  Police 
have  set  up  a  free  telephone 
line  with  details  of  road  do- 
sures  around  the  capital  over 
the  weekend:  0800  232242. 

Latest  information  from  AA 
Roadwaich,  London:  0336 
401122  (premium  rate  39p  per 
minute). 

Roads  already  dosed  from 
ML  junction  15A  in  North¬ 
amptonshire  (until  9am  Mon¬ 
day):  police  stopping  traffic  on 
A43  from  Towcester/Oxford. 
No  aooess  to  Ml  for  short 
period  after  procession,  until 
about  2pm.  Ring-road  traffic 
at  Danes  Camp  Way.  At 
Weedon  roundabout,  stopping 
traffic  from  town  and  traffic 
on  A45  from  Duston  being 
diverted.  No  access  to  side 
roads  across  Toilgate  Way 
and  Bants  Lane. 

A428  —  traffic  stopped  as 
required.  Closed  from  East 
Haddon  crossroads  to  Church 
Brampton  turn.  Diversions 
via  East  Haddon  and  Church 
Brampton. 

Latest  information  from  AA 
Roadwatch  Northampton¬ 
shire:  0336  40)123  [Premium 
rate  39p  per  minute) 

Roads  already  dosed  leading 
to  Great  Brington:  from  Up¬ 
per  Harlestone.  from  A428 
railway  bridge,  from  East 
Haddon  crossroads,  from 
Whilton,  from  Little  Brington, 
from  Little  Brington  to 
Althorpe  estate  west  gate, 
from  Nobattle  to  Harleston. 

(Until  6am  Monday  only 
residents  to  be  allowed  into  die 
village  where  the  Princess  is 
laid  to  rest) 


CLOSED  ROADS 


he  following  roads  in 
.ondon  will  be  closed  from 
am  for  most  of  the  day: 
tbbey  Orchard  Street 
Ublngdon  Street,  Arneway 
Street,  Barton  Street. 
Urdcage  Walk,  Bridge 
Jtreet,  Broadway  (between 
Norton  Street  and  Victoria 
Street),  Broad  Sanctuary, 
hadwick  Street,  Cleveland 
low.  Constitution  Hill.  Cow- 
jy  Street,  Craig's  Court, 
Jean  Bradley  Street,  Dean 
Stanley  Street,  Dean  Trench 
Street,  Derby  Gate,  Gayfere 
Street,  Great  College  Street, 
Sreat  George  Street,  Great 
'eter  Street,  Great  Scotland 
'ard.  Great  Smith  Street, 
lorseguards  Avenue  (bet¬ 
ween  Whitehall  Court  and 
Whitehall).  Home  Guards 
toad.  King  Charles  Street, 
jttle  College  Sr  aL  Little 
Seorge  Street,  :  Sanc- 

jary.  Little  Sx  Street, 
ittie  St  James's  Lillis 


North  Street  Marlborough 
Road,  Marsham  Street  (be¬ 
tween  Horseferry  Road  and 
Great  Peter  Street),  Matthew 
■Parker  Street  Medway 
Street  Mlllbank  (between 
Great  Peter  Street  and 
Abingdon  Street),  Monck 
Street  Pell  Mall  (between 
Waterloo  Place  and  St 
James's  Street),  Old  Palace 
Yard,  Old  Pye  Street  Old 
Queen  Street  Parliament 
Square.  Parliament  Street 
Perkin’s  Rents,  Queen's  Gar¬ 
dens,  Romney  Street  Scot¬ 
land  Place.  Smith  Square. 
Spur  Road,  Stable  Yard 
Road.  St  Anne’s  Street  St 
James's  Street  St  Mar¬ 
garet’s  Street,  St  Matthew 
Street,  Storey's  Gate. 
Stmtton  Ground,  The  Mall, 
Tothill  Street  (between  Dean 
Farrer  Street  and  Artillery 
Row),  Whitehall,  Whitehall 
Place  (between  Whitehall 
and  Whitehall  Court 


THE  PROCESSION _ _ _ _ 

One  of  the  largest  crowds  ever  seen  In  central  London  Is  expected  to  watch  the  funeral  procession  j*jana? 
Princess  of  Wales,  today.  The  Metropolitan  Police  Commissioner,  Sir  Paul  Condon,  Is  ready  to  cope  wttn  up  to 
mHOon  people  filling  the  streets,  squares  and  Royal  parks.  Nearly  77,000  officers  are  on  duty  In  theMptra 
Princess’s  coffin  will  take  lhT  47  minutes  to  travel  on  a  gun  carriage  from  her  apartment  In  Kensington  rai 
Westminster  Abbey,  where  1,9 00  mourners  are  attending  the  service. 


|  THE  JOURNEY  ACROSS  LONDON _ 

The  midfled  bells  of  the  abbey  will  toll  to  marie  the  end  of  the  minute's  silence,  observed  by  toe  whole  nation,  as 
Princess's  coffin  leaves  for  her  final  Journey.  A  hearse  win  carry  her  remains  through  London  to  the  Ml,  travelling 
at  a  dlgnfited  speed  to  allow  mourners  Hnbig  the  route  to  pay  their  last  respects. 


THE  WAY  HOME _ 

The  90-mlnate  Journey  ends  In  Great  Brington.  Crowds  are  expected  to  watch  the  hearse  travelling  along  theWU.  as 
the  Spencer  femBy  return  to  Northamptonshire  by  train.  The  funeral  will  conclude  with  a  private  committal  service 
on  an  Island  In  an  ornamental  lake  In  the  grounds  of  Affhorp  Park. 


Kensington  Palace 

The  Princess  of  Wales  was  given  apartments 
here  following  her  separation  from  Charles. 
The  couple  had  previously  lived  here 
together.  Her  body  was  taken  here  last  night 
and  rested  in  her  apartments.  Condolence 
books  will  be  placed  here  at  2pm.  .  ** 


Coffin  draped  in  Royal 
Standard  wttti  family 
wreaths  on  toft  carried 
from  apartment  and 
placed  on  gun  carriage. 
Accompanied  by  bearer 
party 


Albert  Memorial 

The  national  memorial  to  Prince  Albert 
built  as  a  tribute  from  a  people  In . 
mourning  for  Queen  Victoria's  escort. 
Parliament  voted  £50.000  towards  the 
180ft  landmark,  completed  in  1872, 
and  the  rest  was  raised  by  public 
subscription.  Queen  Victoria  selected 
the  final  design  and  knighted  the 


Where 
to  sign 
tribute 
books 

CONDOLENCE:  Hie  43 
books  have  been  moved 
from  St  James's  Palace  to 
Kensington  Palace, 
which  will  be  open  for  the 
public  to  sign  them  from 
2pm  Saturday  and  then 
24  hours  a  day  until 
Monday,  September  15. 
The  completed  books  will 
be  given  to  the  Spencer 
family. 

FOOD:  Public  advised 
to  bring  food  and  drink  to 
last  several  hours  (most 
shops  and  restaurants  in 
Westminster  area  dosed 
until  Saturday  after¬ 
noon),  warm  dothing 
and  sun  lotion,  and  to 
travel  by  public  trans¬ 
port  More  than  60  roads 
in  the  area  will  be  closed. 

PARKS:  Regent's  Park 
doses  at  dusk.  St  James’s 
Park,  Kensington  Gar¬ 
dens  and  Hyde  fork 
open  ail  Friday  night  but 
camping  not  allowed. 
Camping  in  other  parks 
on  Friday  night  but  the 
Royal  Parks  Police  will 
not  allow  camping  on 
Saturday.  Big  screens  re¬ 
laying  funeral  at  Speak¬ 
er’s  Comer  in  Hyde  Park, 
Cumberland  Green  in 
Regent'S  Park  and  Bish¬ 
op’s  Park  in  Fulham. 
Food  vendors  in  parks 
and  park  cafe  open. 

DISABLED  ACCESS: 
200  wheelchair  spaces  at 
Victoria  Memorial  Gar¬ 
dens  by  The  Mall,  and 
200  in  Hyde  Park  for 
viewing  relay  screens. 
Each  wheelchair  may  be 
accompanied  .by  two 
helpers.  Disabled  lavato¬ 
ries  provided. 

POLICE  STATIONS: 
Belgravia  police  station. 
202  Buckingham  Palace 
Road.  SW1;  Charing 
Cross  police  station.  Agar 
Street  WC2:  Kensington 
police  station.  72  Earls 
Court  Road,  W8. 

HOSPITALS:  St  Thom¬ 
as’s  Hospital  Lambeth 
Palace  Road,  SE1:  Royal 
Brampton  Hospital.  Syd¬ 
ney  Street,  SW3. 

TEMPORARY  PUB¬ 
LIC  LAVATORIES, 
open  to  midnight:  with 
wheelchair  access:  Mat¬ 
thew  Parker  St  SW1; 
Tothill  St  SWI;  Dean 
Stanley  St,  SWI;  Great 
Peter  St  SWI;  Whitehall 
Place,  SWI;  Carlton 
House  Terrace.  SWI;  no 
wheelchair  access:  King 
Charles  St  SWI. 


THE  JOURNEY  ACROSS  LONDON 
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St  James's"  Park 


(HMDS  CLOSED  M  C8ITRAL  LONDON:  (from  Friday 

Abbey  Orchanl  RMd.  Abingdon  Street/sneway  Sored.  Sartor  Sweat,  BMcagp  Walk.  Bridge  Street.  Btoacftrey  (between  Carton  Street  and  Victoria  Street).  Breed  Sanctuary  ChaflwV* 
Street.  Cfembnd  Row,  CoretfMtofl  Hill,  Confer  Street.  Craifis  Court.  Own  Bradley  Sreet  Dean  Stanley  Street  Dean  ltendi  Street,  Derby  Gate,  Gayfen~ri»  Street  Greet  CoSes*  Street 
Giy  George  &re«.  Great  Peter  Sow.  Grew  ScaBang  Street.  Great  Smith  Street.  Honre  Guanfe  Arenoe  (between  WWtehafl  Court  and  Whitehall).  Horee  Guana  Read.  Mj^OiMies  StreeL 
UrSe  Cottage  Street,  Little  Georpt  Street,  little  Sanctuary,  LKZto  Srntti  Street.  Little  St  femes  Street.  LltDe  North  Street.  Marlborou0)  Road.  Marsham  Street  IbetweM  Horeeterv  Road  and 
^  Part'or  StW.  “•*»**>'  Street  MUtbonk  (bet^wn  Gr«rt  Street  end  AWneOon  Street}.  Mood,  -cpfsvw*.  P*J  May 

Paiftament  Street.  Pertdn.  Gere**.  Romney^rSSd^^S  W 

^  ^  an,m,n  G,tWl I**-*™  Dean  Faner  Street  and 

The  AMrepoflisn  Aifte  hare  set  ire  a  tae  pttorre  Am  w&h  ifetaRs  of  read  ctaures  areund  the  c^ritsl  over  the  weetancL  Ure  nvmbarfe  (»0O232»a 


Who  will  open  for  business  and  when 


SUPERMARKETS 
Sains  bury,  Safeway,  Asda, 
Tesco,  Somerfield,  Morrisons, 
Presto  and  Waitrose  will  all  be 
dosed  until  2pm  on  Saturday. 
Co-op  will  be  closed  until  1pm. 

POST  OFFICES 

There  will  be  no  collections  or 
deliveries  on  Saturday.  Main 
post  offices  that  are  usually 
open  all  day  will  be  dosed 
until  2pm.  Post  offices  that 
usually  dose  at  1 2pm  will  close 
at  1030am. 

SHOPS 

Harrods  will  be  dosed  all  day 
Saturday;  Selfridges,  dosed 
until  1pm;  Woolworths  (2pm); 
Marks  &  Spencers  (2pm);  Bur¬ 
ton  Group,  induding  Top 
Shop,  Principles.  Debenhams 
[2pm)-,  John  Lewis  (2pm);  Dix¬ 
ons  (2pm);  Waterstones. 


branches  dosed  until  2pm; 
Going  Places,  dosed  all  week¬ 
end;  Cancer  Research  Cam¬ 
paign.  shops  closed  all  day. 

McDonald's  last-food  res¬ 
taurants  will  be  closed  until 
2pm  on  Saturday. 

THEATRES 

National  Theatre,  Saturday 
matinee  performances  can¬ 
celled;  Globe  Theatre,  Satur¬ 
day  matinee  cancelled: 
National  Shakespeare  Com¬ 
pany.  Saturday  matinees  can¬ 
celled;  Royal  Shakespeare 
Company,  Saturday  matinees 
cancelled. 

BANKS  AND  BUILDING 
SOCIETIES 

Barclays,  closed  all  day  Satur¬ 
day;  Alliance  and  Leicester, 
open  I0am-2pm;  Lloyds, 
dosed  but  cashpoints  work¬ 


ing;  Midland,  closed  but 
cashpoints  working;  First  Dir¬ 
ect.  operational;  Bank  of  Scot¬ 
land,  closed;  NatWesL  closed, 
cashpoints  open;  Co-op  Bank, 
closed;  Abbey  National,  auto¬ 
mated  teller  service  only; 
Yorkshire  Bank,  interactive 
voice  banking  only,  Halifax, 
bank  brandies  closed,  proper¬ 
ty  services  open  at  2pm;  Wool¬ 
wich,  closed  all  day; 
Nationwide,  dosed  all  day: 
Birmingham  Midshire,  closed 
all  day;  Bradford  and  Bingley, 
open  until  10.30am. 

MUSEUMS  AND 
TOURIST  ATTRACTIONS 
Buckingham  Palace  will  be 
dosed  on  Saturday  but  will 
open  for  tours  from  9am  on 
Sunday.  Westminster  Abbey 
will  be  dosed  until  Tuesday. 

Closed  until  2pm  on  Satur¬ 
day:  Royal  Academy;  Tower  of 


London;  Hampton  Court  Pal¬ 
ace;  National  History  Muse¬ 
um:  National  Maritime 

Museum;  Old  Royal  Observa¬ 
tory;  British  Museum;  Muse¬ 
um  of  Mankind;  Victoria 
and  Albert  Museum;  Shake¬ 
speare  Tours,  Stratford  upon 
Avon. 

Closed  until  1pm  on  Satur¬ 
day:  Imperial  War  Museum; 
Cabinet  War  Rooms. 

Harewood  House,  near 
Leeds,  will  open  on  Saturday 
free  of  charge  as  a  place  of 
quiet  consolation.  All  National 
Trust  buildings  will  be  dosed 
until  3pm,  Saturday.  English 
Heritage  buildings  will  be 
closed  all  day. 

CINEMAS 

Warner.  UCL  Showcase.  Vir- 
gin,  Odeon,  and  ABC  cinemas 
will  all  be  dosed  until  3pm  on 
Saturday. 
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>  Trafalgar  Square 


* 


St  Jamesfr  Palace 

Crowds  have  queued  here  for  up  to  ten  hours  to  sign 
condolence  books  for the  Princess. TJjMnww' ^ 
week  resting  in  the  Chapel  Royal,  attached  to  the  Palace.  Pnnce 
Charles's  apartment  here  is  his  London  residence.^ 

\ 

Clarence  House 

Home  of  Queen  Elizabeth  the  Queen  Mother.  Diane, 

Princess  of  Wales  set  out  for  her  wedding  at  St  Pauls  from 
here  in  1981.  Built  by  John  Nash  for  William  IV  In  1825. 


Marlborough 


Duke  of  York  £ 
Monument  • 


Wellington  Arch 

"Die  cortege  win  make  history  when  it  passes 
through  here.  The  monument  to  the  Duke  of 
Wellington  has  historically  been  passed  through 
only  by  the  monarch,  dose  members  of  the  Royal 
Family  and  the  Household  Cavalry. 


Admiralty  Arch 


Charing  Cross 
station 


Kungerford 


Procession  joined 
by  those  Invited  to 
follow  on  foot 


The  St  John 
ambulance 


control  point 

Horse  Guards 
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Queen  Victoria 


Ministry  of 
Defence 


r.-  . 


Memorial 


tm*  ' 


Treasury  '  VOW* 


Cenotaph 


Buckingham  Palace  * *  3 Uf  >  ■ 

Built  for  the  Duke  of  Buckingham  in  < 

1703,  bought  by  George  III  and  rebuilt  by  *  V  *■] 
John  Nash  during  George  Ws  reign. 

Victoria  was  the  first  monarch  u  live  In  it, 
in  1837.  Prince  and  Princess  of  Wales 
waved  to  crowds  from  its  balcony  after 
their  wedding. 


Graphics  by:  Geoffrey  Sims,  Tony  Garrett, 
pul  Bryant  Lucy  Pawson,  Duncan  Stewart, 
Fiona  Plummer,  Susanna  Hickltng 


Television  outside 
broadcast  unite 


Westminster  Abbey  , 

The  Prince  and  Princess  of  Wales  broke  wrtth 
royal  tradition  choosing  to  marry  in  St  Paure, 
away  from  the  ffHhic  abbey.  Originally  buittby  r-yrg'; 
Edward  the  Confessor,  consecrated  In  1055  .  - 

and  extensively  rebuilt  In  the  13th  century. 

BBij  congregation  begins  to  arrive 

IMQ1  VIPs  arrive 

RXS|  Spencer  family  arrive 

VQQI  Most  of  Royal  Family  arrives 

Queen  arrives  toy  ear  from 
Buckingham  Palace  y'yjj- 

Wfm  Coffin  arrives  at  West 


door,  foUowere  or  foot  /  _ _ .  .  ^ 

go  to  St  Margaret's  £a.  jJ/ r  r.  ’.  ^ 

|  sendee  begins 

|  One  minute's  silence  nfifir* 
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*appiw  times 
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Parliament  Sq 


Houses  of  Parliament 

The  gothic  facade  was 
designed  by  Barry  and 
\  pugin  in  the  1840s.lt 
-A  incorporates  Westminster 
'•  Hall,  built  by  William  11  in 

__  1097.  as  well  as  the  House 
r|  of  Commons  and  the 
v-=l  House  of  Lords. 

Westminster  station, 
opposite  Big  Ben,  is 
dosed.  , 


HP 
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Families 
to  lead  the 
world  in 
mourning 

THE  Queen  and  immediate 
Royal  Family  wili  sit  at  the 
front  of  the  Abbey  in  the 
South  Lantern.  The  Spencer 
family  will  be  in  the  front 
rows  of  the  North  Lantern. 
The  families  will  enter 
through  the  Great  West  Door. 

Among  the  mourners  will 
be  the  First  Lady,  Hillary 
Clinton,  the  French  Presi¬ 
dent's  wife,  Bernadette 
Chirac,  Queen  Noor  of  Jor¬ 
dan,  former  King  Constantine 
of  Greece,  the  Egyptian  presi¬ 
dent’s  wife.  Suzanne 
Mubarak,  and  Princep 
Margarit  of  The  Netherlands. 
All  surviving  former 
prime  ministers  will  be  joined 
by  serving  party  leaders  and 
their  wives,  the  Speaker  and 
senior  ministers. 

•  The  opera  singer  Luaano 
Pavarotti  will  attend,  as  wul 
Donatello  and  Santo  Versace, 
whose  designer  brother 
Gianni's  funeral  was  attended 
by  Diana,  Princess  of  Wale, 
in  July.  Friends  include  Luna 
Flecha  de  Lima,  wife  of  the 
Brazilian  ambassador  to 
Washington.  The 
owner,  Mohammed  Al  Fayed, 
who  lost  his  son  Oodi  in  the 
car  crash  that  killed  the  Prin¬ 
cess  of  Wales,  will  be  there. 

The  cortege  will  enter 
through  the  Great  West  Door 
at  10.55am.  During  the  ser¬ 
vice,  the  coffin  will  be  in  the 
Sacrarium.  which  will  seat 
visiting  clergy  including  Car¬ 
dinal  Basil  Hume,  the  Moder¬ 
ator  of  the  Free  Churches,  Dr 
Kathleen  Richardson,  and  the 
Moderator  of  the  General 
Assembly  of  the  Church  of 
Scotland,  Sandy  McDonald. 
The  service  will  last  between 
45  minutes  and  an  hour. 
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Holmes  and  Fiona  Phillips,  report¬ 
ing  live  from  the  funeral  locations. 
SJOam:  Trevor  McDonald  intro¬ 
duces  UN’s  coverage,  which  will  con-  . 
rinue  until  about  4pm.  More  than  40 
senior  journalists  will  take  part- . 

6pm:  45-minute  ITN  news  bulletin. 
9pm:  Trevor  McDonald  presents 
Farewell  to  a  Princess,  an  hour-long 
round-up  of  the  day's  events. 

No  advertisements  will  be  earned 
during  riVs  funeral  coverage. 

SkyNews  ,  , 

6am:  Sunrise  reports  on  the  crowds. 
930am:  live  coverage  of  the  procession 
and  funeral  presented  by  Martin 
Stanford  and  Alastair  Bruce. 

-  The  Week  the 
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Radio  6.30pm:  Diana 
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Welsh,  and  BBC  Wales  wui  prov 

TfCminute  Newvddion  speaal  ai 

S4C  Local  radio  stations  and 

broadcast  the  service. 

S^GMTTV.  hosted  by  Eamonn 


6.3Upm:  Ltiunu  —  •  "*7  • — 

World  Wept .  on  the  week  since  the 
princess's  death. 

8pm  Diana,  the  Final  Farewell ,  a 
round-up  of  the  day  s  events. 

No  advertisements  will  be  carnal 
during  Sky  News's  coverage  of  the 
funeral.  _ _ 
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A  chance  for  prayer  and  reflection 

Mass.  Southwark  CaihedraLI Midday  special  li^ngham:  Sonmuhi-denonT 

ciTuonAV  Lj  rhipf  RahbL  Dr  Jonathan  camearai- ^  Rmim^ 


Sfe  S3t  SSSS”^£E 

Cathedral:  7.30pm  sennwjjwipo^fjjjj 
Church:  9 JOam  Requiem  senna  aOw^ded  bj 
Lord  Way  or.  Median  CjWrf  <* 
Chrisi  the  King.  Umpod:  I jjj* 

London:  Bam  Requiem  Mass,  St  Mar 
Westminsien  lOam  Requiem  Mas. 
of  Victory.  Kensington;  1130pm  R^^em 
Mass.  Sl  Paul’s  Cathedral;  6pm  Requiem 


Mass.  Southwark  CaihedraL  Midday  special 
service  led  by  the  Chief  Rabbi.  Dr  Jonathan 
Hacks,  Western  Marble  Arch  Synagogue. 
Londondeny:  1055am..  SDU> 

PUP  Deputy  Mayor  lay  a  wream  ai 

SESSien  530pm  vigil  at  Castlefiejd  Basin- 

Newcastle  upon  Tyne:  2pm 

umbria  Deaf  Mission  and  ihe  Deaf  Chimh. 

.at  cathedral.  Oxford:  6pm  service.  Christ 

R^IdingfgStori^serYice,  St  Mary's  Churdi. 

Salisbury  Cathedral:  730pm  reOecnon. 
Seven  oaks:  9am  vigil.  St  Mary  hippHg*. 
where  Princess  was  confirmed.  Taunton:  6pm 

asn  d°£rsir?sg 

5.l5tom.  sung  Requiem  at  St  George  s  Chapil, 
Windsor  Castle,  broadcast  into  precincts. 

■  Synagogues  will  hold  special  services  of 

tribute  to  Princess.  . 

■  Most  London  diurches  open  all  day  for 
prayer  and  reflection.  • 

BangOT^Cathedral:  3.15pm  service.  BeUast 


11  am  service.  St  Anne's  Church  of  Ireland 
Cathedral.  Birmingham:  noon  multi -denom¬ 
inational  service.  Victoria i  Square.  Bounty 
mouth:  noon  open-air  thanksgiving,  war 
memorial.  BradforS  Cathedral:  10. ISarn^- 
vice.  Bristol:  llam  Requiem  Mass,  Clifton 

Semarion  Castle:  3.15pm  service.  Chester 
Cathedral:  10am  Requiem  and  Semceol 
Thanksgiving.  Chichester  Cathedral;  330pm 

Dublin;  11.15am  service  to  be  attended  by 

President  Robinson  and  Taouieach. 

Durham  Cathedral:  3.30pm  service,  relayed 
hi  Palace  Green. 

Gloucester  Cathedral:  3pm  service. 

Liverpool.  Anglican  Cathedral:  3pm  ecumeni¬ 
cal  service.  Liverpool.  Roman  Calholie 
Metropolitan  Cathedral  of  Christ  the  King. 
5pm,  BBC's  Son^s  of  Praise.  . 

Newcastle  Cathedral:  930am,  hung  Eu¬ 
charist,  ecumenical  service.  Salisbury  Cathe¬ 
dral:  10am  Eudtarist  of  Requiem.  York 
Minister  4pm  service. 

September  13:  Manchester  Cathedral,  me¬ 
morial  service.  Sep  14;  Glasgow,  ecumenical 
open-air  service;  George  Square. 


THE 


TIMES  SATURDAY  SEPTEMBER  61997 


Order  of  Service 


During  the  Procession  of  the  Cortege  from  Kensington  Palace, 
the  Tenor  Beil  is  tolled  every  minute. 

The  service  is  sung  by  the  Choir  of  Westminster  Abbey, 
conducted  by  Martin  Neary. 

Organist  and  Master  of  the  Choristers. 

The  organ  is  played  by  Martin  Baker,  Sub-Organist  of 
Westminster  Abbey. 

Music  before  the  service,  played  by  Stephen  Le  Prevost, 
Assistant  Organist,  Westminster  Abbey: 

Second  Movement  (Grave)  Organ  Sonata,  no-2 

Felix  MendelssohnrBartholdy  (1809-47) 


Prelude  on  the  hymn  tune  ‘Eventide’ 


Adagio  in  E 


Hubert  Party  (1848-1918) 


Frank  Bridge  (1879-1941) 


God  the  work  of  those  many  charities  that  she  supported;  let 
us  commit  ourselves  anew  to  caring  for  others;  and  let  us  offer 
to  him  and  for  his  service  our  own  mortality  and  vulnerability. 

All  remain  standing  to  sing 

THE  HYMN 

I  vow  to  thee,  my  country,  all  earthly  thin®  above, 
entire  and  whole  and  perfect,  the  service  of  my  love: 
the  love  that  asks.no  question,  the  love  that  stands 
die  test, 

that  Jays  upon  the  altar  the  dearest  and  the  best; 
the  love  that  never  falters,  the  love  that  pays  die  price, 
the  love  that  makes  undaunted  the  final  sacrifice. 

And  there's  another  country,  Ive  heard  of  long  ago, 
most  dear  to  them  that  love  her,  most  great  to  than 
that  know; 

we  may  not  count  her  armies,  we  may  not  see  her 


Prelude  on  the  hymn  tune  Rhosymedre 

Ralph  Vaughan  Williams  (1872-1958) 

Choral  Prelude:  Ich  ruf  zu  dir.  Herr  Jesu  Christ,  BWV639 

Johann  Sebastian  Bach  (1685-1750) 


George  Thalben-Ball  (1896-1988) 


her  fortress  is  a  faithful  heart,  her  pride  is  suffering; 
and  soul  by  soul  and  silently  her  shining  bounds 
increase, 

and  her  ways  are  ways  of  gentleness  and  all  her  paths 
are  peace 

Thaxted.  Cedi  Spring-Rice  (1859- IQ  18) 

Gustav  Holst  (1874-1934). 

All  sir. 


Martin  Baker  plays: 

Fantasia  in  C  minor  BWV537 


Johann  Sebastian  Bach  La^y  Sarah  McCorquodale  reads: 


Adagio  in  G  minor  Tomaso  Giovanni  Albinoni  ( 1671-1751 ) 

Slow  movement,  from  the  Ninth  Symphony 

(■From  the  New  World)  Antonin  Dvotdk  (1S4 1-1904) 

Canon  Johann  Pachelbel  (1653-1706) 

Nimrod,  Variation  9  arranged  from  Variations  on  an 
original  theme  (Enigma)  Op-36 

Edward  Elgar  (1857-1934) 


Prelude 


William  Harris  (1883-1973) 


The  members  of  the  Spencer  family  are  received  at  the  Great 
West  Door  by  the  Dean  and  Chapter 
of  Westminster. 

All  stand  as  they  are  conducted  to  places  in  the  North 
Lantern,  and  then  siL 

All  stand  as  the  Procession  of  Visiting  Clergy  moves  to  places 
in  the  Sacrarium,  and  then  sit. 

Members  of  the  Royal  Family  an  received  at  the  Great  West 
Door  by  the  Dean  and  Chapter  of  Westminster  and  are 
conducted  to  St  George's  Chapel. 

All  stand  as  they  are  conducted  to  places  in  the  South 
Lantern,  and  then  sit. 

Her  Majesty  The  Queen, 

Her  Majesty  Queen  Elizabeth  The  Queen  Mother, 
and  His  Royal  Highness  The  Prince  Philip. 

Duke  of  Edinburgh,  an  received  at  the  Great  West  Door 
by  the  Dean  and  Chapter  of  Westminster. 

All  stand  as  Their  Majesties  and  His  Royal  Highness  are 
conducted  to  their  places  in  the  South  Lantern. 

All  remain  standing  as  the  Cortege  enters  the 
Gnat  West  Door. 


The  Collegiate  Body  of  St  Peter  in  Westminster 
moves  into  place  in  the  Nave. 


All  sing 


THE  NATIONAL  ANTHEM 

God  Save  our  gracious  Queen 
Long  live  our  noble  Queen, 

Goa  save  the  Queen. 

Send  her  victorious, 

Happy  and  glorious. 

Long  to  reign  over  us: 

Goa  Save  the  Queen 


Thesaurus  Musirns  (0743) 
arranged  by  Gordon  Jacob  (1895  - 1984) 


ORDER  OF  SERVICE 

The  Cortege,  preceded  by  the  Collegiate  Body,  moves  to  the 
Quin  and  Sacrarium,  during  which  the  Choir  sings. 

THE  SENTENCES 

I  am  the  resurrection  and  the  life,  saith  the  Lord:  he  that 
believedi  in  me.  though  he  were  dead,  yet  shall  he  live;  and 
whosoever  liveth  and  believeth  in  me  shall  never  die. 

(St  John  11: 2526) 

I  know  that  my  Redeemer  liveth,  and  that  he  shall  stand  at 
the  latter  day  upon  the  earth:  and  though  after  my  skin 
worms  destroy  this  body,  yet  in  my  flesh  shall  I  see  God; 
whom  1  shall  see  for  myself,  and  mine  eyes  shall  behold,  and 
not  another. 

(Jab  »:  25-27} 

We  brought  nothing  into  this  world,  and  it  is  certain  we 
can  carry  nothing  out.  The  Lord  gave,  and  the  Lord 
hath  taken  away;  blessed  be  the  name  of  the  Lord. 

(I  Timothy  fr  7:  Job  1:21) 

William  Croft  (1678-1727)  Organist  of  Westminster  Abbey  (1706-27) 

Thou  knmyest.  Lord,  the  secrets  of  our  hearts;  shut  not 
thy  merciful  ears  unto  our  prayer,  but  spare  us.  Lord 
most  holy,  O  God  most  mighty.  O  holy  and  most  merci¬ 
ful  Saviour,  thou  most  worthy  Judee  eternal,  suffer  us  not,  at 
our  last  hour,  for  any  pains  of  death,  to  fall  from  thee.  Amen 

(Book  of  Common  Prayer! 

Henry  Purodl  (105995)  Organist  of  Westminster  Abbey  167995. 

I  heard  a  voice  from  heaven,  saying  unto  me.  Write,  From 
henceforth  blessed  are  the  dead  which  die  in  the  Lord:  even 
so  saith  the  Spirit  for  they  rest  from  their  labours. 

Revelation  14: 13.  Wll/iom  Cmfr. 

All  remain  standing.  The  Very  Reverend  Dr  Wesley  Carr. 
Dean  of  Westminster,  says 


THE  BIDDING 


We  are  gathered  here  in  Westminster  Abbey  to  give 
thanks  for  the  life  of  Diana,  Princess  of  Wales;  to 
commend  her  soul  to  almighty  God,  and  to  seek  his 
comfort  for  all  who  mourn.  We  particularly  pray  for  God’s 
restoring  peace  and  loving  presence  with  her  children,  the 
Princes  William  and  Harry,  and  for  all  her  family. 

In  her  life.  Diana  profoundly  influenced  this  nation  and  the 
world.  Although  a  princess,  she  was  someone  for  whom,  from 
afar,  we  dared  to  feel  affection,  and  by  whom  we  were  all 
intrigued.  She  kept  company  with  kings  and  queens,  with 
princes  and  presidents,  but  we  especially  remember  her 
humane  concerns  and  how  she  met  individuals  and  made 
them  feel  significant  In  her  death  she  commands  the 
sympathy  of  millions. 

Whatever  our  beliefs  and  forth,  let  us  with  thanksgiving  . 
remember  her  life  and  enjoyment  of  it;  let  us  re-dedicate  to 


If  I  should  die  and  leave  you  here  awhile. 

Be  not  like  others,  sore  undone,  who  keep 
Long  vigils  by  the  silent  dust,  and  weep. 

For  my  sake  -  turn  again  to  life  and  smile. 

Nerving  thy  heart  and  trembling  hand  to  do 
Something  to  comfort  other  hearts  than  thine. 
Complete  those  dear  unfinished  tasks  of  mine 
And  1,  perchance,  may  therein  comfort  you. 

All  remain  seated. 

The  BBC  Singers,  together  with  Lynne  Dawson, 
soprano,  sing: 

Libera  me,  Damine.  de  morte  aetema.  in  die  Ola  ' 
tremenda  quando  coeli  movendi  sunt  et  terra:  dum 
veneris  jutucare  saeculum  per  ignem. 

Tremens  foetus  sum  ego  et  timeo,  dum  discussio 
venerit,  atque  ventura  ira. 

Dies  iUa,  dies  irae,  caJamitatLs  et  zniseriae,  dies  magna 
et  amara  valde. 

Requiem  aetemam  dona  eis  Damme,  et  lux  perpetua 
luceat  eis. 

(Deliver  me,  O  Lord,  from  eternal  death  in  that  dread 
day  when  the  heavens  and  the  earth  shall  be  shaken, 
and  you  will  come  to  judge  the  world  by  fire.  I  tremble 
in  awe  of  the  judgement  and  the  coming  wrath.  Day 
of  wrath,  day  of  calamity  and  woe,  great  and 
exceeding  bitter  day.  Rest  eternal  grant  unto  them, 

O  Lord,  and  let  perpetual  light  shine  upon  them.) 

Giuseppe  Verdi  (1813-1901)  from  Th e .Requiem, 

All  remain  seated. 

Lady  Jane  Fellowes  reads: 

Time  is  too  slow  for  those  who  wait, 

too  swift  fra*  those  who  fear, 

too  long  for  those  who  grieve, 

too  short  for  those  who  rejoice, 

but  for  those  who  love,  time  is  eternity.  . 


All  stand  to  sing 


THE  HYMN 


The  King  of  love  my  Shepherd  is, 
whose  goodness  faileth  never; 

I  nothing  lack  if  I  am  his 
and  he  is  mine  for  ever. 

Where  streams  of  living  water  flow 
my  ransomed  soul  he  leadeth,  . 
and  where  the  verdant  pastures  grow 
with  food  celestial  feedeth. 

Perverse  and  foolish  oft  I  strayed, 
but  yet  in  love  he  sought  me 
and  on  his  shoulder  gently  laid 
and  home  rejoicing  brought  me. 

In  death’s  dark  vale  I  fear  no  ill 
with  thee,  dear  Lord,  beside  me; 
thy  rod  and  staff  my  comfort  still, 
thy  cross  before  to  guide  me. 

Thou  spread’st  a  table  in  my  sight; 
thy  unction  grace  bestoweth: 
and  O  what  transport  of  delight 
from  thy  pure  chalice  flowethi 

And  so  through  all  the  length  of  days 
thy  goodness  foileth  never 
good  Shepherd,  may  I  sing  thy  praise 
within  thy  house  for  ever. 

Dominos  regii  me  J B  Dykes  (1823-76) 

H  W  Baker  (1821 -7T)  Psalm  23 

The  Right  Honourable  Tony  Blair,  MP,  Prime  Minister, 
reads: 

1  CORINTHIANS  13 

Though  I  speak  with  the  tongues  of  men  and  of  angels, 
and  have  not  love,  I  am  become  as  sounding  brass,  or  a 
tinkling  cymbal.  And  though  I  have  foe  gift  of  prophecy, 
and  understand  all  mysteries,  and  all  knowledge;  and  though 
I  have  all  faith,  so  that  I  could  remove  mountains,  and  have  . 
not  love.  I  am  nothing.  And  though  I  bestow  all  my  goods  to 
feed  the  poor,  and  though  I  give  my  body  to  be  burned,  and 
have  not  lave,  it  profiteth  me  nothing. 

Love  suffered!  long,  and  is  kind:  love  envieth  not  love 
vaunteth  not  itself,  is  not  puffed  up,  doth  not  behave  itself 
unseemly,  seeketh  not  her  own.  is  not  easily  provoked, 
thinketh  no  evil;  rejoiceth  not  in  iniquity,  but  rejoiceth  in  foe 
truth;  beaxefo  all  things,*  believeth  all  things,  hopeth  all  things, 
endureth  all  things. 

Love  never  foileth;  but  whether  there  be  prophecies,  they  shall 
foil:  whether  there  be  tongues,  they  shall  cease;  whether  there 
be  knowledge,  it  shall  vanish  away.  For  we  know  in  part,  and 
we  prophesy  in  part.  But  when  that  which  is  perfect  is  come, 
then  that  which  is  in  part  shall  be  done  away. 

When  1  was  a  child.  I  spake  as  a  child.  I  understood  as  a 
child.  I  thought  as  a  child:  but  when  I  became  a  man,  I  put 
away  childish  things.  For  now  we  see  through  a  glass,  darkly; 
but  then  face  to  fare:  now  I  know  in  part;  but  then  shall  I 
know  even  as  also  I  am  known.  And  now  abideth  faith,  hope, 
love,  these  three;  but  the  greatest  of  these  is  love. 

All  remain  seated. 

Elton  John  sings: 

CANDLE  IN  THE  WIND 

Goodbye  England’s  rose; 
may  you  ever  grow  in  our  hearts. 

You  were  the  grace  that  placed  itself 
where  lives  were  tom  apart 


You  called  out  to  our  country, 
and  you  whispered  to  those  in  pain. 
Now  you  belong  to  heaven, 
and  the  stars  spell  out  your  name. 

And  it  seems  to  me  you  lived  your  life 
like  a  candle  in  the  wind: 
never  fading  with  the  sunset 
when  the  ram  set  in. 

And  your  footsteps  will  always  foil  here, 
along  England’s  greenest  hills; 
your  candles  burned  out  long  before 
your  legend  ever  will. 

Loveliness  we’ve  lost 


for  our  nation's  golden  child. 
And  even  though  we  try, 
the  truth  brings  us  to  tears ; 
all  our  words  cannot  express 
the  joy  you  brought  us  throng 


the  years. 


Goodbye  England’s  rose, 
from  a  country  lost  without  your  soul, 
who'll  miss  the  wings  of  your  compassion 
more  than  you'll  ever  know. 

O  1973  -  1997  DIM  Ud  Benue  Taupin  (b  1950)  Elion  John  (b  1947) 


All  remain  seated  Jbr 


All  stand  to  sing 


THE  TRIBUTE 

by  The  Earl  Spencer. 


THE  HYMN 


Make  me  a  channel  of  your  peace: 
where  there  is  hatred  let  me  bring  your  love, 
where  there  is  injury,  your  pardon,  Lord, 
and  where  there’s  doubt,  true  faith  in  you: 

O  Master  grant  that  /  may  never  seek 
so  much  to  be  consoled  as  to  console : 
to  be  understood  as  to  understand, 
to  be  loved,  as  to  love  with  all  my  soul! 

Make  me  a  channel  of  your  peace: 
where  there’s  despair  in  life  (et  me  bring  hope, 
where  there  is  darkness,  only  light, 
and  'where  there’s  sadness,  ever  joy. 

O  Master  grant  that  I. may  never  seek 
so  much  to  be  consoled  as  to  console; 
to  be  understood  as  to  understand, 
to  be  loved ,  as  to  love  with  all  my  soul! 

Make  me  a  channel  of  your  peace: 
it  is  in  pardoning  that  we  are  pardoned, 
in  giving  of  ourselves  that  we  receive, 
ana  in  dying  that  were  bom  to  eternal  life. 

O  Master  grant  that  I  may  never  seek 
so  much  to  be  consoled  as  to  console: 
to  be  understood  as  to  understand, 
to  be  loved,  as  to  love  with  all  my  soul! 

Make  me  a  channel  of  your  peace: 
where  there  is  hatred  let  me  bring  your  love, 
where  there  is  injury,  your  pardon,  Lord, 
and  where  there’s  doubt,  true  faith  in  you. 

Sebastian  Temple. 

St  Franca  qf  Asm  translated  by  Sebastian  Temple. 

All  SiL 

The  Most  Reverend  and  Right  Honourable 
Dr  George  Carey. 

Lord  Archbishop  of  Canterbury,  Primate  of  All  England  and 
Metropolitan,  leads 

THE  PRAYERS 

For  Diana,  Princess  of  Wales 

We  give  thanks  to  God  for  Diana,  Princess  of  Wales; 

for  her  sense  of  joy  and  for  the  way  she  gave  so  much 
to  so  many  people. 

Lord,  we  thank  you  for  Diana,  whose  life  touched  us  all  and 
for  all  those  memories  of  her  that  we  treasure.  We  give  thanks 
for  those  qualities  and  strengths  that  endeared  her  to  us;  for 
her  vulnerability;  far  her  radiant  and  vibrant  personality;  for 
her  ability  to  communicate  warmth  and  compassion;  for  her 
ringing  laugh;  and  above  all  for  her  readiness  to  identify  with  1 
those  less  fortunate  in  our  nation  and  foe  world. 

Lord  of  the  laving:  HEAR  OUR  PRAYER. 


For  her  family 

We  pray  for  those  most  closely  affected  by  her  death: 

for  Prince  William  and  Prince  Harry  who  mourn  the 
passing  of  their  dearly  loved  mother;  for  her  family, 
especially  for  her  mother,  her  brother  and  her  sisters. 

Lord  we  thank  you  for  foe  precious  gift  of  family  life,  for  all 
human  relationships  and  for  the  strength  we  draw  from  one 
another.  Have  compassion  on  those  for  whom  this  parting 
brings  particular  pain  and  foe  deepest  sense  of  loss.  Casting 
their  cares  on  you,  may  they  know  the  gentleness  of  your 
presence  and  foe  consolation  of  your  love. 

Lord  of  the  bereaved:  HEAR  OUR  PRAYER. 


For  the  Royal  Family 

We  pray  for  the  members  of  foe  Royal  Family,  for 
wisdom  and  discernment  as  they  discharge  their 
responsibilities  in  foe  United  Kingdom,  the 

Commonwealth  and  the  world. 

Lord,  we  commend  to  you  Elizabeth  our  Queen,  foe  members 
of  the  Royal  Family  arid  all  who  exercise  power  and  authority 
in  our  nation.  Enrich  them  with  your  grate,  that  we  may  be 
governed  with  wisdom  and  godliness:  so  that  in  love  for  you 
and  service  to  each  other  we  may  each  bring  our  gifts  to  serve 
foe  common  good. 

Lord  of  the  nations:  HEAR  OUR  PRAYER 
For  all  who  mourn 

Diana  was  not  alone  in  losing  her  young  life  tragically. 
We  remember  too  ho-  friend,  Dodi  al-Fayed  and  his 
family;  Henri  Paul,  and  all  for  whom  today’s  service 
rekindles  memories  of  grief  untimely  borne. 

Lord,  in  certain  hope  of  the  resurrection  to  eternal  life,  we 
commend  to  you  all  who  have  lost  loved  ones  in  tragic 
circumstances.  Give  them  comfort;  renew  their  faith  and 
strengthen  them  in  the  weeks  and  months  ahead. 

Lord  of  the  broken-hearted:  HEAR  OUR  PRAYER. 

For  the  Princess’s  life  and  work 

The  Princess  will  be  especially  missed  by  the  many 
chanties  with  which  she  identified  herself.  We  recall 
those  precious  images:  the  affectionate  cuddle  of  children 
in  hospital;  that  touch  of  foe  young  man  dying  of  Aids;  her 
compassion  for  those  maimed  through  the  evil  of  land 
mines  -  and  many  more. 

Lord  we  pray  for  all  who  are  weak,  poor  and  powerless  in  this 
country  and  throughout  the  world;  the  sick,  among  them 
Trevor  Rees-Jonesr,  the  maimed  and  all  whose  lives  are 
damaged.  We  thank  you  for  foe  way  that  Diana  became  a 
beacon  of  hope  and  a  source  of  strength  for  so  many.  We 
commend  to  you  all  those  charities  that  she  supported. 


Strengthen  the  resolve  qf  those  who  work  for  them  toontinue 

foe  good  work  begun  with  her.  ,vtd 
Lord  of  the  suffering:  HEAR  OUR  PRAYER 

For  ourselves 

‘And  now  abide  faith,  hope.  love,  these  three:  but  the  rea test 

of  these  is  love.’  . _ -  ^ 

As  we  reflect  on  the  Princess's  compassion  for  oLrawe 
pray  that  we  too  may  be  inspired  to  serve  as  sli  served. 
Lord  we  thank  you  for  Diana’s  commitment  tamers. 
Give  us  the  same  compassion  and  commitment-  Giveis  a 
steadfast  heart,  which  no  unworthy  thought  can  drag  own. 
an  unconquered  heart  which  no  tribulation  cm-we^'j£®n 
upright  heart  which  no  unworthy  purpose  can  tempt  stae. 
Grant  us,  O  Lord,  understanding  to  know  you,  drngere  to 
seek  you,  wisdom  to  find  you,  and  a  faithfulness  that  ray 
bring  us  to  your  eternal  kingdom. 

Lord  of  foe  compassionate:  HEAR  OUR  PRAYER. 

All  remain  seabed. 

The  Choristers  sing: 

I  would  be  true,  for  there  are  those  that  trust  mi 
I  would  be  pure,  for  there  are  those  that  care. 

I  would  be  strong,  for  there  is  much  to  suffer. 

I  would  be  brave,  for  there  is  much  to  dare. 

I  would  be  friend  of  all,  the  foe,  the  friendless. 

I  would  be  giving,  and  forget  the  gift 
I  would  be  humble,  for  I  mow  my  weakness, 

I  would  look  up,  laugh,  love  and  live. 

Air  from  Cduruv  Derry  in  G  Petrie:  The  Ancient  Music  <4  Ireland  < 185 : 

Harvard  Arid  Walter. 

The  Archbishop  continues: 

Therefore,  confident  in  foe  love  and  mercy  of  Go 
holding  a  living  faith  in  Gods  mighty  resumectii 
power,  we,  foe  congregation  here,  those  in  the  reels 
outside  and  the  millions  around  the  world,  join  one  aother 
and  foe  hosts  of  heaven,  as  we  say  together,  in  whaler 
language  we  may  choose,  the  prayer  which  Jesus  taint  us: 

The  Lord’s  Prayer 


Our  Father,  who  art  in  heaven, 
hallowed  be  thy  Name. 

Thy  kingdom  come, 
foy  wfl]  be  done, 
on  earth  as  it  is  in  heaven. 

Give  us  this  day  our  daily  bread. 

And  forgive  us  our  trespasses, 
as  we  forgive  those  who  trespass  against  us. 
And  lead  us  not  into  temptation,  but  deliver  us 
For  thine  is  the  kingdom,  the  power, 
and  the  glory,  for  ever  and  ever.  Amen. 


fra  evil: 


The  Archbishop  says: 


THE  BLESSING  \ 

The  God  of  peace  who  brought  again  from  the  de^  out 
Lord  Jesus,  that  great  shepherd  of  the  sheep,  mai  you 
perfect  in  every  good,  work  to  do  his  will:  and  the 
blessing  of  God  almighty,  the  Father,  the  Son, .and  thefoly 
Spirit  be  with  you  and  all  whom  you  love,  this  day  anger 
evermore.  AMEN.  .  * 

All  stand  to  sing 

THE  HYMN 

• 

Guide  me,  O  thou  great  Redeemer,  l 

pilgrim  through  this  barren  land; 

I  am  weak,  but  thou  art  mighty;  j 

hold  me  with  thy  powerful  hand:  $ 

bread  of  heaven,  l 

feed  me  now  and  evermore. 

Open  now  the  crystal  fountain 
whence  the  healing  stream  doth  flow; 
let  the  fiery  cloudy  pillar 
lead  me  all  my  journey  through: 
strong  deliverer, 

be  thou  still  my  strength  and  shield. 

When  1  tread  the  verge  of  Jordan, 
bid  my  anxious  fears  subside; 
death  of  death,  and  hell’s  destruction, 
land  me  safe  on  Canaan's  side: 
songs  and  praises 
I  will  ever  give  to  thee. 

Cwn  Rhondda.  John  Hughes  (1873-1932) 

W  Williams  (1717-91)  translated  by  P  Williams  ((7Z7-96jnd  others. 

Standing  before  the  Catafalque  the  Dean  says: 

THE  COMMENDATION 

Let  us  commend  our  sister  Diana  to  the  mercy  of  Codjur 
Maker  and  Redeemer. 


D 


iana,  our  companion  in  faith  and  sister  in  Chri;  we 
entrust  you  to  God. 


Go  forth  from  this  world  in  the  love  of  the  Father,  wh'oreated 
you; 

In  the  mercy  of  Jesus  Christ,  who  died  for  you; 

In  the  power  of  the  Holy  Spirit,  who  strengthens  you. 

At  one  with  all  foe  faithful,  living  and  departed, 
may  you  rest  in  peace  and  rise  in  glory, 
where  grief  and  misery  are  banished 
and  light  and  joy  evermore  abide.  AMEN. 

All  remain  standing  as  the  Cortege  leaves  the  church, 
during  which  the  Choir  sings: 

I 

Alleluia.  May  flights  of  angels  sing  thee  to  thy  rst 
Remember  me  O  Lord,  when  you  come  into  vor 
kingdom. 

Give  rest  O  Lord  to  your  handmaid,  who  has  filen 
asleep. 

The  choir  of  saints  have  found  the  well-sprine  f  life, 
and  door  of  paradise.  ■ 

Life;  a  shadow  and  a  dream. 

Weeping  at  the  grave  creates  the  song: 

Alleluia  Come,  enjoy  rewards  and  crowns  I  hve 
prepared  for  you. 

John  Tavener  (b  1944) 

extracts  front  William  Shakespeare:  Halei  and  the 
Orthodox  Fttrnd  Service. 


At  the  west  end  of  the  church  the  Cortege  halts  fr  the 
■  mututes  silence,  observed  by  the  Nation. 

The  half-muffled  bells  of  the  Abbey  church  are  rung. 
ojihZd£3?ndiae “ ,hC Frocessio™  to  the  mend 
Music  after  the  service: 

Prelude  in  C  minor  BWV  546.  ,  .  _  .  .  „  . 

Maestoso.  From  Symphony  no3.  ^ 
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Seven  long  days 
of  tragedy  when 
■  JBritain  lost  and 
found  its  heart 

By  Andrew  Pierce  and  Charles  Bremner 
$  From  a  sunshine  holiday  to  a  race  into  the  darkness,  then  the  shocking 
news  that  left  a  nation  struggling  to  cope  with  the  death  of  a  heroine 
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THAMES  PtATlAU 


V' 


lie  expressions: 


Eari  Spencer  and  Tony  Blair  both  spoke  from  the  heart 


. 

Wales  leaving  Crathie  Church.  Balmoral,  on  s  y  _  _ ,  , 1  ■■■'„  'LJ*^^iF3nffT,g tt  4* ~  ~  ^  '  up  reinforcements. 

nnceol  waies  leaving  _ _ _ _  grr? — r^BE3EJCaBi*^^W5w>SS«b*  'J^^MB^Bk(  a  passing  French  dc 


hmDi0rvSs  sreS'-KF5 

Dodi  Fayed  l Opm  for  dinner.  The  Prints. 

W  **££  SfWWiSE  had 

in  me 

noon  st  ishme.  they  were  con-  ^  Michelin  two-ster 

cemed  only  to  vnAJ*  Swordfish  restaurant  the 
HS^ofthepapa^  ^  Mr 

auple  had  cut  snort  mrboL  He  presented 

oliday  in  Sardinia  Fay«Mu^  ^ih  a  E130.000 
of  yet  another  dash  ter™?™  while  they 

.  local  ratpack^They  the  hotel  security  staff, 

instead  to  .SP^“®  firmed  at  the  growing  crowd 
ighi  in  **££  outeide  the  hotel's  marbled 

Mck  to  BntaimThe  wm*  ,oned  ^  great 

.  was  looking  f°^d  to  their  night's  lodg- 

P?™"r  3££S  S  Fayed  flat  in  the  16th 

an'SSLsd 

.phers  in  Sardinia  M  Behind  the  wheel 
trigger  for  a  sequent  decoy^  Fgyed  dnver. 

of  event?  which  Y/ould,’^ss  who  was  weU  known  to  the 
i  Pans  underpass,  "no  hers.  m  Paul,  a 
waves  around  the  P [JSt&u&i  Air  Force  pilot, 
unleash  the  biggest  forn  f0  drive  the  car 

outpouring  *^3*5*  carrying  the  Princess  and  Mr 

thTTiey  \lere  met  at  Paris's  Le  Fayed-  was  nawed. 

^  tirport  at  3pm  .by  Ji^usual  shift  had  end- 
Ul.  41.  the  deputy  M  W  -  .  nm  expected  to  be 
ecurity  at  JeWJ  ^J^d  {or  duty  until  2.30  pm 
os  Breton  bachelor,  req  day  when  the  couple 
red  the  fast  hfe-  w  have  flown  to  Britain. 

to  have  a  decisive  hand  in  the  after  a  ^ 

death  of  tie  Prmass-  b  work,  spendtng  an  hour  a 

iple  left  their  m*  w;,,j.s  his  favourite  oar. 

fflSSfSp-M; 

SSfe--7c 

afe^SS  IHSsH 

EiiS  liSHis 


Dodi  Fayed:  died  in  the 
car  with  the  Princess 


were  pushing  and  1  had  to  call 
up  reinforcements." 

A  passing  French  doctor. 
Fr£d6ric  Mailez,  adminis¬ 
tered  emergency  aid.  He  did 
not  recognise  the  senu- 
conrious  woman  who,  in  his 
words,  was  "moaning  and 
gesturing  in  every  direction". 
Within  15  minutes,  an  ambu¬ 
lance  arrived.  It  took  90  min¬ 
utes  to  cut  the  Princess  free 
from  the  wreckage. 

The  French  Government, 
alerted  to  the  identity  of  the 
car’s  occupants,  ordered  a 
high-level  security  operation. 
An  ambulance,  accompanied 
by  a  police  motorcade,  rushed 
to  1a  Pitifi  Salpetrie  Hospital, 
the  largest  in  Paris,  where  the 
British  Ambassador  to  France. 
Sir  Michael  Jay.  was  already 
waiting- 

Within  an  hour  of 
the  crash,  a  tele¬ 
phone  call  in  the 
cold  corridors  of 


final  act  in  the  life  of  the 

world’s  most-photographed 

woman.  U  was  * 
professionalism  which  was  all 
die  more  remarkable  since  it 
was  clear  that  M  Paul  was 
unfit  to  drive.  Employees  of 
the  hotel  have  since  claimed 
that  they  could  tell  by  looking 

at  him  that  "he  was  sloshed". 

He  was  certainly  belliger¬ 
ent.  Before  he  clambered  into 
the  hotel's  black  Mercedes 
220SL  he  threw  down  an 


side,  thejpapantffl  ^tdtort  Jj*  his  m?l  anc lien v  jj-  Sble  challenge  to  the 

thehn^i?  The  couple  cut  sn  to  sleep  at  his  modestfouni  holographers  waiting  «> 

the  shofLiing  mp-m  **  fl  five  mmutes  ^  a  glimpse  of  the  Princess 

cades  ofjthe  Cham^^^  from  ^  Ritz  m  the  and  Mr  Fayed  -Caichme  J 

l  and  theptneess  Vendome._  . ..  tplpnhone  you  can"  he  taunted.  Ritz  staff 


Paul  mjny  me' *’  S45  m. 

SS.'S1 

Elfesrs 

Sneel&  their  plans  un  e 


ana  ivn  ------- 

you  can."  he  taunted.  Ritz  staff 
insisted  later,  however,  that 
the  photographers  whenever 
close  enough  to  the  Mercedes 
to  hear  what  the  driver  was 

saving  to  them. 

L  hmul  Wu  a 


roared  out  of  the  Ritz  car  park 
at  the  front,  while  another 
Mercedes  pulled  off  in  a 
different  direction.  Few  of  the 
photographers  were  fooled. 
The  chase  was  on. 

The  Mercedes  sped  away  at 
speeds  of  more  than  SOmph, 
and  possibly  as  high  as 
125mph,  along  the  Right  Bank 
of  the  Seine,  with  the  paparaz¬ 
zi  in  hot  pursuit  At  25  minutes 
past  midnight,  the  car  hurtled 
into  the  narrow,  curving  un¬ 
derpass  al  the  Place  de  1’Alma. 
The  speed  limit  was  30mph: 
the  Princess’s  car  was  doing 
four  times  that 
The  details  of  the  final  few 
seconds  in  the  dimly  lit  tunnel 
remain  hazy.  The  Al  Fayed 
camp  claimed,  in  a  memora¬ 
ble  phrase,  that  the  pursuing 
pack  swarmed  round  the  car 

i..  1.  _  T_  J nirrAimn. 


F 


™  -« -s  wwxs. 

^  »  «*  *  he-  a 

&  »*?  “funnel,  the  twe 

evidence  which  appeared^  ^  Mercedes  went  out  of 

confirm  foe  early  control,  slewed  into  the  13th 

amotor^b^h^cau^1*  concrete  pillar  with  ateng  like 

limousine  to  swerve  ^  explosion,  flipped  over 

crash.  several  times,  and  came  to  a 

rancois  LevL  who  was  halt  against  the  wall  Ttefora 

rancois  te^,  of  ^  rammed  die  18- 

dnvutjg  ^  litre  engine  into  the  main  tedy 

SJS-Uitaffi  of  the  car.^d  killed  M  Paul 


front  The  impact  broke  his  Sir  Michael  Jay.  was  already 
neck  and  he  died  instantly,  waiting- 

The  Princes  was  town  to  Tithin  an  hour  of 

the  floor  of  the  car.  where  sh  ^  a  tele- 

lay  trapped.  ^  m/%/  phone  call  in  the 

Rrs?  °n  fcSSriS?  &ft  ▼  ▼  mid  corridors  of 
pursumg  photographers.  Hut  ^  woke  staff  who  alert- 

itwasnordeartothemathrst  Walesand  the 

^™ohamed  Al  Fayed, 
part  in  the  tragedy,  ney  ^  hjs  co^^ 


....  -----  nacK  swamicu  iuuiw  — * 

5  St  Si  dnvJ  with  can™  lights. 


JL  Mercedes,  said  that  in 
his  rear-view  mirror,  he  saw 
the  car  in  the  middle  of  the 
tunnel  with  the  motorcycle 
pulling  ahead  and  swerving 
directly  in  front  of  it 
M  Levi,  a  former  harbour 
pilot  described  the  scene:  "As 
the  motorcycle  swerved,  and 
before  the  car  lost  control, 
there  was  a  flash  of  light  but 
then  1  was  out  of  the  tunnel 
and  heard,  but  did  not  see,  me 
impact"  he  said.  1  immed- 


pan  111  Hie  J  -- — 

they  heard  a  bang  so  loud  they 
thought  that  the  Princess  was 
the  victim  of  an  assassination 

attempt  - 

All  professional  news  pho¬ 
tographers,  some  could  not 
resist  their  impulse  to  record 
the  scene  with  their  cameras. 
They  whirled  around  the 
wreckage,  bulbs  flashing. 
One,  Romuald  Rat  of  Gam- 


minutes.  .  .  . 

Trevor  Rees-Jones,  the  body¬ 
guard,  was  critically  injured  m 
the  front  seat  He  is  the  wily 
person  who  can  tell  at  first 
hand  the  truth  about  how  the 
Princess  was  driven  to  her 
death,  but  doctors  fear  that  he 

might  not  speak  again. 

From  the  rear  seat,  Mr 
Fayed  was  hurled  into  the 


UCUtl  - - -  * 

the  door  of  the  car  and  saw 
Princess  Diana  sitting  on  the 
floor.  1  took  her  hand .  I  tried  to 
help  her.  I  told  her  in  English 
to  stay  calm  and  there  was 
help  coming."  He  then  took 
pictures. 

r  .  r*  .1-  — nli.w  fVknnrt 


who  was  asleep  in  his  country 
estate  in  Surrey,  received  a  call 
minutes  later.  . 

The  Egyptian-born  busi¬ 
nessman  prepared  to  leave  for 
Paris  straight  away.  But  be¬ 
fore  he  could  take  off  in  his 
private  helicopter,  the  tele¬ 
phone  rang  again  with  the 
news:  his  son,  Dodi.  41,  was 
dead. 

The  Prime  Minister,  who 
was  asleep  in  his  Sedgefield 
constituency,  was  telephoned 
at  2am.  He  asked  to  be  kept 
informed  of  developments.  He 
woke  his  wife,  Cherie,  to  tell 
her  foe  news,  then  went  back 
to  bed,  but  he  was  too  upset  to 
sleep.  Meanwhile,  seven 


nictures  sleep.  mcoaniutt,  /  ir 

A  French  police  report  French  photographers,  half 
quoted  an  officer  who  said:  "1  the  number  at  foe  scene 
could  not  help  foe  injured  . 

because  [foe  photographers!  Continued  on  page  16 
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Continued  from  page  IS 

□f  the  crash,  were  detained  by 
the  police.  At  least  three  had 
fled.  Before  the  night  was  out, 
British  Sunday  newspapers 
were  offered  pictures  of  the 
Princess  fatally  injured  in  the 
wreckage,  priced  at  up  to 
£200,000.  The  offer  was  firmly 
declined. 

Slowly  the  British  public 
came  to  hear  of  the  tragedy. 
First  reports  on  BBC  radio  in 
the  early  hours  announced 
that  the  Princess  was  involved 
in  a  crash,  but  suggested  that 
she  was  only  slightly  injured. 
In  fact,  she  had  suffered 
massive  chest  injuries  and 
was  haemorrhaging  badly. 
While  being  operated  upon  to 
stem  the  flow  of  blood,  she 
suffered  a  cardiac  arrest.  An 
emergency  thoracectomy  re¬ 
vealed  a  ruptured  left  pulmo¬ 
nary  vein.  As  life  ebbed  away, 
doctors  performed  heart  mas¬ 
sage  by  hand,  first  external, 
then  internal. 


They  kept  trying  to 
revive  the  Princess 
for  a  further  two 
hours  until,  just  be¬ 
fore  4am,  the  doctors  accepted 
the  inevitable. 

Minutes  later  at  Balmoral, 
the  Prince  of  Wales  was  told 
that  his  former  wife  was  dead. 
At  4.41am,  the  news  was  made 
public  in  a  terse  news  flash 
issued  by  the  Press  Associ¬ 
ation:  “Diana,  Princess  of 
Wales  has  died,  according  to 
British  sources,  the  Press  As¬ 
sociation  learnt  this  morning." 

Millions  of  Britons  had 
gone  to  bed  on  Saturday  night 
having  seen  evening-news  bul¬ 
letins  showing  a  laughing 
Princess  as  she  prepared  to 
leave  Sardinia  with  Mr  Fayed. 
They  woke  to  the  sound  of  the 
national  anthem  on  radio  and 
television. 

The  BBC  and  ITV  ripped  up 
their  schedules  and  devoted 
their  rime  to  the  life  and  death 
of  the  Princess.  Even  commer¬ 
cial  radio  stations,  which  usu¬ 
ally  pumped  out  a  diet  of  rock 
and  pop,  switched  to  sombre 
music.  The  news  bulletins 
reported  a  short  statement 
issued  by  Buckingham  Palace 
at  5.09am.  “The  Queen  and  the 
Prince  of  Wales  are  deeply 
shocked  and  distressed  by  the 
terrible  news." 


The  Prime  Minister 
was  already  busy.  Mr 
Blair  spoke  to  the 
Queen  and  the  Prince 
of  Wales  by  telephone  at 
9.30am.  The  Palace  was  in  a 
state  of  confusion  about  the 
status  and  style  of  the  funeral, 
because  the  divorced  wife  of  a 
Prince  of  Wales  defied  tradi¬ 
tional  protocol.  No  contingen¬ 
cy  plans  existed  in  the  event  of 
the  Princess's  early  death,  and 
issues  of  protocol  had  not  ixcn 
established. 

Mr  Blair  filled  the  vacuum. 
He  urged  that  arrangements 
should  respond  to  the  evident 
wish  of  the  people  that  the 
death  be  marked  in  a  signifi¬ 
cant  way.  He  rightly  suspected 
that  there  would  be  an  outcry 
if  it  were  anything  less. 

The  Prime  Minister  ap¬ 
peared  on  television  on  his 
way  with  his  family  to  the 
11am  service  ar  the  St  Mary 
Magdalene  Church  in  Trim- 
don  village  in  his  Sedgefield 
constituency.  He  spoke  to  the 
nation  without  notes,  but  there 
was  nothing  spontaneous 
about  the  remarks.  His  voice 
cracking  with  emotion,  he 
described  the  Princess  whom 
he  knew  and  liked.  He  ex¬ 
pressed  sympathy  for  the  two 
young  Princes  left  without  a 
mother.  His  own  mother  had 
died  when  he  was  a  child.  His 
words  struck  a  chord  with  the 
country. 

“We  are  today  a  nation  in  a 
state  of  shock,  in  mourning,  in 
grief  that  is  so  deeply  painful 
for  us,”  he  said.  “She 
was  the  People's  Prin¬ 
cess  and  that  is  how 
she  will  stay,  how  she 
will  remain  in  our 
hearts  and  memories 
for  ever."  It  was  a 
phrase  which  found 
its  way  on  to  hun¬ 
dreds  of  bouquets. 

William  Hague,  the 
Leader  of  the  Opposi¬ 
tion,  immediately  an¬ 
nounced  a  cancel¬ 
lation  of  ail  party 
political  campaign¬ 
ing.  Mr  Hague,  the 
same  age  as  the  Prin-  Qut 
cess,  said  from  his  < 

constituency  in  Rich¬ 
mond,  North  Yorkshire:  “She 
was  a  shining  individual  who 
will  never  be  forgotten."  The 
Football  Association  post¬ 
poned  all  matches  scheduled 
in  England  for  that  day.  It  was 
the  first  time  since  the  death  of 
George  VI  in  1952  that  all 
fixtures  were  called  off 
because  of  the  death  of  anyone 
outside  the  national  game. 

At  her  Scottish' holiday  resi¬ 
dence.  the  Queen  and  the 
Prince  of  Wales  prepared  to 
face  the  world.  In  spite  of  the 
appalling  news,  it  was  decided 
that  the  Royal  Family  should 
go  to  morning  service  as  usual 
at  Crathie  Church  outside  the 
gates  of  Balmoral.  The  young 
Princes,  outwardly  calm,  were 
driven  slowly  to  the  small 
parish  chu  rch  where  the  Royal 
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On  the  day  after  the  Princess's  death  the  approach  to  Kensington  Palace  had  already  become  a  place  of  pilgrimage.  As  the  days  passed,  the  scene  became  a  sea  of  floral  tributes 


Trevor  Rees-Jones,  left,  was  seriously  injured  in  the  crash.  A  flag  at  the  US  Open  tennis  championship  is  lowered  to  half-mast  and  mourners  sign  a  book  of  condolence  in  Cardiff 


Family  worship  during  their 
summer  break.  The  appear¬ 
ance  of  the  boys  was  at  the 
instigation  of  the  Queen,  and 
against  the  wishes  of  the 
Prince  of-Wales.  It  was  the  first 
in  a  series  of  moves  by  the 
Palace  which  jarred  with  the 
public 

Dressed  in  sombre  suits  and 
wearing  black  ties,  the  boys 
walked  into  the  small  granite 
church  with  their  father,  the 
Queen,  the  Duke  of  Ed  in- 


jp^pWMj 


Queuing  on  The  Mall  to  sign  books  of 
condolence  in  St  James's  Palace 


burgh  and  Queen  Elizabeth 
the  Queen  Mother.  The  Prince 
of  Wales,  tfho  wore  a  High¬ 
land  kilt  and  a  black  tie.  stared 
straight  ahead,  looking  red- 
faced  with  bloodshot  eyes. 

The  service  lasted  an  hour, 
but  many  among  the  100 
parishioners  who  attended 
along  with  the  Royal  Family 
were  surprised  that  no  men¬ 
tion  was  made  of  the  death  of 
the  Princess.  The  Princes,  who 
were  in  the  part  of  the  church 
reserved  for  the  Royal  Family, 
sat  under  a  bust  of  Queen 
Victoria  as  they  listened  to  a 
sermon  by  the  Rev  Robert 
Sloan,  the  Church  of  Scotland 
minister,  about  the  unsettling 
experience  of  moving  house, 
which  was  illustrated  by.  of  all 
things.  Billy  Connolly  jokes. 


The  omission  was  a  further 
sign  that  those  in  Balmoral 
were  out  of  step  with  the 
sentiments  of  the  people 
around  the  country. 

When  later  that  day  Mr 
Sloan  answered  criticism  of 
the  omission  of  a  prayer  to  the 
Princess's  memory  by  saying. 
“Everybody  in  the  world  knew 
what  had  happened.  Our  busi¬ 
ness  was  to  conduct  a  normal 
service  of  worship."  his  re¬ 
marks  prompted  widespread 
suspicions  that  his  si¬ 
lence  was  by  royal 
decree.  The  Prince  of 
Wales  returned  to 
Balmoral  before  mak¬ 
ing  the  journey  to 
Paris  to  reclaim  the 
body  of  his  former 
wife.  He  drove  him¬ 
self  to  Aberdeen  air¬ 
port.  where  he  was 
joined  by  the 
Princess's  sisters. 
Lady  Sarah  McCorq- 
uodale  and  Lady  Jane 
Fellowes.Their  BAe 
146  aircraft  of  the 
s of  Royal  Squadron 
s  landed  at  VUla- 

coublay.  a  military 
airfield  30  minutes  southwest 
of  Paris. 

Even  this  straightforward 
decision  was  not  free  of  ten¬ 
sion.  Some  Palace  officials 
objected  to  the  body’  bong 
brought  back  on  a  royal  ffight. 
The  Prince  of  Wales  overruled 
them. 

The  party  was  driven  at 
high  speed,  under  police  es¬ 
cort .  to  the  hospital,  arriving  at 
4.40pm,  where  Jacques 
Chirac,  the  President  of 
Prance,  and  his  wife.  Berna¬ 
dette.  greeted  them,  flanked  by 
a  French  military  guard  of 
honour.  The  Prince  acknowl¬ 
edged  the  President's  condo¬ 
lences  and  walked  into  the 
hospital  with  Diana's  sisters. 
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Continued  on  page  17  People  of  all  ages  and  sartorial  styles  made  die  walk  up  The  Mall  to  lay  their  floral  tributes  to  the  Princess  outside  Buckingham  Palace 
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Diana,  Princess  of  Wales  .  ihe  lnr- 
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of  London.  The  remarkable  likeness  was  drawn  in  chalk  by  Julian  Beever 
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Continued  from  page  16 

The  Prince  remained  inside 
for  half-an-hour .  -  Each  of  the 
group  spent  a  gw.mulfiu!“ 
alone  with  the  coffin  m  a  first 

Door  room  of  the  casualty  unit. 

Outside,  the  large  crowd  of 
French  people  turned  on  me 
small  number  of  Bnnsh  md 
French  journalists  at  the  back 
entrarice  of  the  hospital  yeU- 
ine  angrily;  "Assassins. 

At  (5.06pm,  miUl0/,f. 

.  people  in  Britain  ^aiched  op 
their  television  screens  as  me 
coffin  emerged  from  the _ho^- 
-  tal  carried  by  four  French 
military  pall  bearers,  Wtawed 

by  two  men  carry  ing  bouquets 

■  3  lilies  and  giadioh,  the 
Princess’s  favourite  flowed; 

The  coffin  was  placed  in  a 
ste^blue  Rivage  hearse  on 
which  the  blinds  were  dram 
'  As  the  Prince  came  out  of  the 

h^ital.  silence  decoded  on 

the  crowd  and  he  walked 
straight  to  his  jaguar,  lootog 

neither  right  nor  left.  The 

motorcade  moved  jj f^a_ 

:  wail 'of  sirens  and 
ing- lights,,  with  the  hean* 
^  in  -the  convoy.  The 

-Jess’s  journey  home  was 

’"gSS-n.  undaunted  tv 
■  ft.  -wave  of  outrage  at  ffieir 

Pfl7n[™  k-  pillion  to  record 

fe"ion  waving  slowly 
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to  make  queuing  al  St  James’s  Palace  ^  , 

«d^oN^  SSsasso: 

as  Sir  Winston  ChurehiU.  let 
tributes  were  pouring  m  from 
world  figures  such  as  Mother 


Frances  Shand  Kydd,  leaving  Oban  to  prepare  for  the  funeral  in  London 

Thw  wprennlvc 


er  of  Harrods.  Mr  Al  Fayed 
£Lged  the  French  autliont.es 
^release  the  body  to  ensure 
that  he  could  comply  with 

Muslim  tradition  for  bunais 

to  take  place  within  24  hours 
of  death-  The  coffin,  draped  in 
Slack  cloth  with  gold  lettering 
from  the  Koran,  was  flown  to 
London  on  the  family  jet 

It  was  taken  to  the  Re¬ 
gent’s  Park  mosque. 
Siert  600  mourners 
gathered  for  a  simple 
Muslim  a-reHiury  wl^h 
lasted  ten  minutes.  Mr  Faycd 

&3  %2?  S 

SSj.  shortly  belorelOpm. 

Hisfuneral  was  arranged  at 
•nidi  speed  that  the  distraught 

5ff^"£SS« 

waited  by  the  cemetery  gates. 

At  Buckingham  and 

Jm,  ihe  crowds 
sington  taiacE.. 


landed  at-  RAF  Northoh  ai 
7pm.  The  doors  opened  and 
the  coffin,  draped  m  the  Roysri 
Standard  with  a  single  wreath 
of  white  flowers,  was  borne 
across  the  rarmac  by  eight 
RAF  pallbearers. 

No  words  were  spoken,  me 

only  sound  was  the  slow  mead 

of  RAF  boots.  The  Pnnce.  the 
prime  Minister,  the  Princess  s 
two  sisters,  the  Earl  of  Airlie, 
the  Lord  Chamberlain,  wh^e 
task  would  be  to  organise  the 

funeral,  and  the  Defence  Sec¬ 
retary  George  Robeson 
stood  in  a  line  with  their  heads 
bowed  in  the  dying  light- 
As  tributes  poured  m  from 
world  leaders,  the  coffin  was 

placed  in  the  hock  of  a  hearse 

Jnd  taken  to  a  private  mortu¬ 
ary.  The  Prince  returned  to 
Aberdeen  and  drove  to  Bal¬ 
moral  to  be  with  his  sons.  The 
Princess’s  body  was  moved  to 
the  Chapel  Royal  at  St  James  s 
Palace  just  after  midnight 

Before  the  day  was  nut 
pressure  to  find  scapegoats 
was  growing.  _The  paparazzt 
were  first  in  line.  Earl  Spen¬ 
cer.  the  Princess’s  brother, 
aimed  higher- their  paymas¬ 
ters.  He  accused  newspaper 


nuvuig  ui.  - - 

for  buying  paparazzi  pictures. 

The  dilemma  facing  Buck- 
-ingham  Palace  on  Monday 
morning  was  acute.  In  die  fine 
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The  fund  is  expected  to  raise  £250m  within  weeks 


print  of  protocol,  the  Princess 
was  divorced  and.  without  her 
HRH  status,  was  no  longer  m 
the  first-rank  of  royalty-  There 
could  be  no  state  funeral.  The 
small  band  of  royal  courtiers 
masterminding  the  arrange- 


Teresa  of  Calcutta  and  Presi¬ 
dent  Mandela.  British  news¬ 
papers.  led  by  The  Times,  were 
clear.  "Her  legacy  should  help 
to  protect  the  monarchy.  Not 

since  the  Abdication  has  the 
Palace  needed  sound  heads  as 


it  does  today.  The  nation  will 
want  a  state  funeral.  There 
should  be  no  impediment  to 
this  -  least  of  all  from  the 
palace  itself.”  . 

Downing  Street,  sure  of  its 
populist  touch,  was  deter¬ 
mined  to  ensure  that  the 
palace  discarded  its  protocol 
handbook.  A  series  of  lengthy 
off-the-record  briefings  was 
ojven  to  political  correspon¬ 
dents.  From  these  meetings 
the  phrase  was  born:  "The 
People's  Funeral". 

By  the  middle  of  Monday 
morning,  thousands  of  people 
had  thronged  St  James's  Pal¬ 
ace.  They  queued  for  hours  to 
rign  five  books  of  condolence, 
with  black-edged  pages  in 
black-ringed  binders,  which 
were  laid  out  on  five  tables 
draped  in  navy  blue  cloth. 
Portraits  of  military  heroes 
gazed  down. 

People  cried  openly  when 
they  filed  in.  Out  of  sight  of 
those  paying  their  respects,  the 
body  of  the  Princess  lay  a  few 
yards  away  in  the  Chapel 
Royal,  redolent  of  the  monar¬ 
chy's  history.  In  the  same 
chapel.  Charles  I  received 
Holy  Communion  before  he 


crossed  the  park  to  his  execu¬ 
tion  ai  Whitehall  in _  1649.  It 
was  the  same  chapel  in  which 
Victoria  married  Albert  in 
1840.  and  the  future  George  V 
married  Queen  Mary  in  1893. 
The  Princess’s  body  lay  by  the 
'  chapel  altar,  beneath  the  elab¬ 
orate  Holbein  ceiling  and  next 
to  a  painting  which  commem¬ 
orated  the  marriage  of  Henry 
VIII  to  Anne  of  Cleves . 

The  Palace,  which  was  tak¬ 
en  aback  by  the  volume  of 
people  wanting  to  leave  per¬ 
sonal  messages,  announced 
that  the  opening  hours  would 
be  extended  and  the  doors 
would  remain  open  24  hours  a 
day  until  Friday  night. 

’  people  had  been  gravitating 

towards  the  gates  of  Bucking¬ 
ham  Palace  since  at  bam  on 
Sunday,  as  they  desperately 
sought  an  outlet  for  their 
emotion.  They  came  armed 
with  small  posies  and  sprays 
of  flowers  which  they  had  the 
cut  from  their  gardens  as  the 
sun  rose.  . 

But.  in  the  first  of  a  senes  of 
■  rows  about  protocol,  the  police 
refused  to  let  them  lay  the 
1  bouquets  on-  the  ground  or 
>  attach  them  to  the  Palace 


railings.  They  were  only  carry¬ 
ing  out  orders.  The  bylaws 
forbid  such  public  shows  of 
affection  at  the  royal  resi¬ 
dences.  The  police  were  not 
oiven  permission  to  change 
rhe  rules,  even  for  the  death  of 
a  Princess. 

By  8.30am  there  were  hun¬ 
dreds  of  people  at  Bucking¬ 
ham,  Kensington  and  Si 
James's  Palace.  Almost  as  one 
they  pressed  forward  and.  in 
the  first  of  many  breaks  with 
tradition,  silently  pushed  the 
police  aside  to  pay  their  floral 
respects.  Under  pressure  of 
the  emotional  crowd,  the 
police  gave  way.  . 

At  Kensington  Palace,  the 
mourners  arrived  at  a  rate  of 
6.000  an  hour.  Smart-suited 
businessmen  and  women 
made  detours  on  their  way  to 
and  from  work  to  pay  their 
respects.  Candles  flickered 
next  to  photographs  of  the 
People’s  Princess.  Hushed 
voices  in  the  lines  were  awash 
with  sentiment.  Some  had  met 
met  her.  Most  had  not  All 
said  they  had  been  touched  by 
her.  Young  and  old.  Black  and 

Continued  on  page  18 
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Prince  Edward  and  the  Duke  of  York  walking  down  The  Mall,  and  the  Duke  of  Edinburgh  with  the  Prince  of  Wales  and  his  sons  looking  at  the  floral  tributes  left  by  the  public  outside  Balmoral 


THE  SUNDAY  TIMES 


A  special  48-page  edition  of  Style  devoted  to  Diana’s  life 

INSIGHT  conducts  a  forensic  investigation  -  a  15-strong  reporting  team  interviews 
100  witnesses  -  to  reveal  the  truth  about  the  tragedy  in  the  tunnel 

How  the  royal  family  came  to  terms  with  Diana's  death 

Jonathan  Dimbleby  on  the  future  of  the  monarchy 


Continued  from  page  17 

white.  Some  in  wheelchairs. 
By  lunchtime,  there  was  dra¬ 
matic  news  from  Paris.  Police 
blood  tests  on  Henri  Paul,  the 
dead  driver,  showed  that  he 
had  been  at  least  three  times 
over  die  French  drink-drive 
limit. 

He  had  been  drunk  when  he 
set  off  with  the  Princess  and 
Mr  Fayed  horn  the  Ritz  hotel. 
Around  the  world,  the  revela¬ 
tion  provoked  a  deep  wave  of 
anger  and  emotion  that  the 
safety  of  the  Princess  had  been 
entrusted  to  a  drunk  who 
drove  at  reckless  speeds. 


Michael  Cole,  the 
public  affairs  di¬ 
rector  for 
Harrods.  toured 
the  television  and  radio  stu¬ 
dios  to  tty  to  lay  the  blame 
firmly  at  the  feet  of  the 
photographers.  He  was  only 
partially  successful.  The  head¬ 
lines  in  evening  newspapers 
were  unanimous:  “The  driver 
was  drunk." 

As  die  shock  waves  rever¬ 
berated,  Buckingham  Palace 
announced  “a  unique  funeral 
for  a  unique  person"  to  be  held 
on  Saturday,  to  ensure  the 
maximum  number  of  people 
could  attend.  The  funeral  ser¬ 
vice  would  be  held  at  West¬ 
minster  Abbey  and  would  seat 
ZOOO  mourners.  Detachments 
from  the  Army,  Navy  and 
RAF  would  accompany  the 
coffin,  to  be  borne  on  a  gun 
carriage.  It  was  announced 
that  the  Princess,  in  keeping 
with  the  wishes  of  her  family, 
would  be  lain  to  rest  alongside 
her  father  at  the  Spencer 
family  chapel  in  Althorp. 
Northamptonshire  (later,  this 
was  changed  to  the  family 
estate).  The  Palace's  offer  of 
Frogmore,  a  traditional  rest¬ 
ing  place  of  members  of  the 
Royal  Family,  was  rejected  try 
the  Spencers. 

The  Palace  announced  that 
it  had  opted  for  the  shortest 
possible  processional  route 
from  St  James's  to  Westmin¬ 
ster  Abbey,  but  it  soon  became 
clear  that  the  weight  of  public 
interest  would  overwhelm 
such  a  brief  funeral  proces¬ 
sion.  Those  who  had  made  the 
journey  to  London  to  say 
farewell  to  their  Princess  were 
appalled  at  the  prospect  of  not 
being  able  to  see  the  coffin  as  it 
passed  by. 

Harrods  said  that  it  would 
mark  the  occasion  by  dosing 
for  only  the  second  Saturday 
this  century.  (The  store  had 
attracted  criticism  for  remain¬ 
ing  open  on  Sunday.)  The  last 
time  the  shop  had  closed  on  a 
Saturday  was  for  Sir  Winston 
Churchill's  funeral.  Flowers 
and  candles  lay  7ft  deep  at  the 
doors.  The  flag  on  the  roof  was 
flown  at  half  mast  The  11.000 
bulbs  which  lit  the  outside  of 
the  store  at  nighr  were  turned 
off.  Roads  around  Knights- 
bridge  and  Kensington  were 
brought  to  a  standstill. 

In  Cardiff.  Birmingham, 
and  Edinburgh,  there 
were  similar  scenes.  A 
string  of  cancellations 
were  announced  in  the  worlds 
of  business,  arts  and  sport 
Britain  would  effectively  grind 
to  a  halt  on  Saturday,  the  day 
of  the  funeral. 

It  was  announced  that  the 
National  Lottery  draw  would 
be  postponed.  Cinemas  and 
theatres  cancelled  shows. 
Sports  events  were  moved. 
Banks  announced  that  they 
would  not  open.  Shops  would 
delay  their  opening  hours.  The 
Saturday  football  programme 
was  rescheduled.  The  horse- 
radng  calendar  was  cancelled 
at  a  cost  of  £300,000.  The 
Braemar  Highland  Games, 
held  ten  miles  from  Balmoral, 
were  called  off  for  the  first  time 
in  ISO  years.  The  Queen,  the 
patron,  had  attended  the  event 
nearly  every  year  of  her  reign. 
The  nation  seemed  to  unite 


as  airports,  railway  stations, 
and  shopping  centres  an¬ 
nounced,  unprompted,  a  two- 
minute  silence  at  Ham  as  the 
funeral  service  began.  Buck¬ 
ingham  Palace,  still  slow  to 
respond  to  the  public  mood, 
was  left  trailing.  Saturday, 
September  6  was  rechristened 
Silent  Saturday. 

Officials  at  St  James's  Pal¬ 
ace  could  barely  believe  their 
eyes  on  Tuesday  morning.  The 
queue,  which  had  grown 
through  the  night  was  by  now 
seven  hours  long.  Belatedly, 
the  number  of  condolence 
books  was  increased  from  five 
to  14.  Yet  the  announcement 
merely  served  to  increase  the 
number  paying  tribute.  By 
nightfall,  tiie  faithful  were 
waiting  nine  hours. 

For  the  first  time,  there  was 
a  subtle  but  decisive  shift  in 
the  mood  of  the  mourners. 
They  began  to  talk  of  frustra¬ 
tion  and  resentment  at  the 
apparent  aloofness  of  the  Roy¬ 
al  Family  who  had  remained 
in  private  mourning,  behind 
tiie  dosed  doors  of  Balmoral 
Castle. 

They  bemoaned  the  absence 
of  a  Dag  at  half  mast  over 
Buckingham  Palace,  a  visible 
symbol  of  royal  mourning. 
Instead,  a  solitary  piece  of  rope 
flapped  in  the  wind  against  the 
flagpole.  Protocol,  the  Palace 
declared,  dictated  that  no  flag 
could  fly  unless  the  monarch 
was  in  residence. 

It  was  not  only  the  public 
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Status  symbol:  a  poster 
displayed  in  The  Mall 

which  failed  to  understand  thp 
distinction.  Downing  Street 
and  the  Prince  of  Wales  bat¬ 
tled  in  vain  with  the  Queen 
and  her  advisers  to  allow  the 
distinctive  symbol  of  royal 
mourning  to  be  flown  on  the 
Palace.  The  advisers,  in  a 
series  of  increasingly  angry 
exchanges  with  the  Prince  of 
Wales,  refused  to  bade  down. 
The  explanation  cut  little  ice 
with  the  crowds  outside,  who 
came  to  believe  that  the  Royal 
Family  was  showing  insuffi¬ 
cient  respect  for  the  mother  of 
the  future  King. 

But  the  crowds  were  heart¬ 
ened  by  reports  from  France. 
After  an  eight-hour  court  hear¬ 
ing  in  which  the  seven  photog¬ 
raphers  were  held  in  hand¬ 
cuffs,  the  judge  ordered  a 
manslaughter  inquiry.  All  but 
two  were  released  on  bail. 

To  an  unsympathetic  public, 
the  photographers  protested 
that  the  police  deprived  them 
of  sleep  for  three  days  and 
responded  to  their  pleas  for 
water  by  ordering  them  to 
dnnk  from  the  toilets,  ail  the 
time  demanding  the  names  of 
u  -Qnes  wh°  got  away".  The 
photographers'  high-profile 
lawyers  complained  bitterly 
that  the  French  Government 
was  managing  a  a  witch-hunt. 

The  police  made  another, 
more  touching,  discoveiy.  In 
the  wreckage  of  the  car  they 
found  the  ring  which  Dodi 
had  bought  the  Princess  on 
Saturday  afternoon.  Behind 
behind  the  scenes  in  Britain, 
there  was  a  growing  battle 
between  friends  of  the 

Continued  on  page  19 
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Police  officers,  surrounded  by  floral  tributes  to  the  Princess,  at  the  gates  of  Buckingham  Palace  awaiting  the  arrival  of  the  Queen,  who  travelled  back  to  London  from  Balmoral  on  the  eve  of  the  funeral 


Continued  from  page  19 

Princess  and  the  traditional¬ 
ists  led.by  SirRobert  Fellowes, 
the  Queen’s  private  secretary, 
over  the  details  of  the  funeral. 
The.  old  guard  was  appalled 
by  moves  to  include  any 
theatrical  flourishes  which 
broke  with  tradition.  In  the 
Chinese  Drawing  Room  of 
Buckingham  .  Palace,  Elton 
John's  name  was  mentioned  at 
a  meeting  of  the  committee 
overseeing  the  funeral.  The 
suggestion  that  a  pop  star 
should  sing"  at  the  service 
startled  some  advisers. 

Others  felt  it  was  entirely 
•  apt.  The  singer  was  a  dose 
friend  of  the  Princess,  a  fellow 
campaigner  for  Aids  charities. 
Millions  remembered  the  pic¬ 
tures  Df  the  Princess  comfort¬ 
ing  the  singer  at  the  funeral  of 
Gianni  Versace  in  July.  With 
deadlock  about  the  tone  of  the 
funeral,  no  agreement  could 
be  reached.  The  Queen  would 
have  to  be  consulted;  she  must 
take  the  decision. 

With  the  Prime 
Minister  in  full 
support,  the 
Prince  and  his 
officials  battled  in  vain  for  the 
Royal  Family  to  emerge  from 
behind  the  parapeted  walls  of 
remote  Blamorat  and  break 
the  silence.  It  seemed  that  life 
was  going  on  there  much  as 
normal  and  ii  was  suggested 
that  a  stag-hunting  party 
would  take  place  as  planned, 
the  Queen's  advisers  seemed 
oblivious  to  the  growing 
groundswell  of  unease  over 
their  handling  of  the  tragedy. 

Small  concessions  were 
wrung  from  the  Palace  which, 
having  been  wrongfooted  the 
previous  day  on  the  two- 
minute  silence,  decreed  there 
would  be  a  one-minute  silence 
af  about  1 1.45am.  when  the 
service  was  expected  to  end. 
Bur  still  there  was  criticism, 
this  time  over  the  failure  10 
specify  a  precise  time  for  the 
observation. 

The  details  of  the  route  were 
formalised.  The  body  would 
be  taken  to  the  abbey  on  a  gun 
carriage  of  The  King's  Troop 
Royaf  Horse  Artillery  in  the 
manner  in  which  Edward  VII, 
George  V.  George  VI.  the 
Duke  of  Windsor,  Sir  Winston 
Churchill  and  Earl  Mountbat- 
ren  of  Burma  made  their  final 
journeys  in  the  fall  panoply  of 
state  funerals.  With  every 
fresh  announcement,  the 

funeral  took  on  mow  of  the 
complexion  of  a  faU 
occasion  which  the  Palace  had 
appeared  anxious  to  avoid  at 
the  beginning  of  the  week. 

The  Palace  hinted  that  the 
young  Princes  might  walk 
behind  their  mother's  coffin 
with  the  Prince  of  Mes  and 
Earl  Spencer,  her  brother.  The 
devastated  boys,  it  emerged, 
were  being  comforted  at  Bni- 
moral  by  Alexandra  “Tiggy 
Leoge-Bourke.  the  former 


nanny  had  who  played  such  a 
key  role  in  their  upbringing. 

The  immediate  shock  of  the 
Princess's  death  was  begin¬ 
ning  to  -fade:  By  Wednesday. 
•  after  the  revelations  about  the 
involvement  of  the  paparazzi 
and  the  drunken  driver,  public 
■  attention  focussed  firmly  on 
the  funeral  role  of  the  House  of 
-  Windsor.  Buckingham  Palace, 
which  constantly  reacted  to 
events  rather  than  dictating 
them,  appeared  more  isolated 
than  ever.  The  Sun ,  in  a 
characteristically  blunt  edito¬ 
rial.  accused  the  family  of 
being  out  of  touch  and  behav¬ 
ing  like  aliens  from  another 
planet  The  Palace  responded 
by  increasing  the  number  of 
condolence  books  from  15  to 
43,  the  maximum  number  that 
the  room  at  St  James's  Palace 
could  practically  hold. 

Only  one  organisation  ap¬ 
peared  more  clumsy'  than  the 
Palace.  The  Scottish  Football 
Association  inflamed  raw 
emotion  by  refusing  to  post¬ 
pone  a  World  Cup  qualifying 
match,  on  the  day  of  the 
funeral.  It  took  the  personal 
intervention  of  the  Prime  Min¬ 
ister.  and  the  decision  by  three 
Scottish  national  players  to 
withdraw  from  the  line-up  if 
the  match  were  not  called  off. 
to  force  the  SFA  to  retreat. 

As  questions  continued  to  be 
asked  about  the  hermit-like 
existence  of  the  Royal  Family. 
Frances  Shand  Kydd.  the 
mother  of  the  Princess,  broke 
her  silence.  As  she  left  her 
remote  island  home  in  the 
West  of  Scotland  to  join  her 
other  children  in  London  for 
the  funeral,  she  thanked 
people  for  their  prayers  and 
support.  Dressed  in  black  and 
looking  tired  and  drawn,  she 
said:  “I  thank  God  for  the  gift 
of  Diana  and  for  all  her  loving 
and  giving.  I  give  her  back  to 
Him  with  my  love,  pride  and 
admiration  to  rest  in  peace." 

In  London,  the  Metropoli¬ 
tan  Police  added  to  the  Royal 
Family’s  difficulties  by  criticis¬ 
ing  the  absence  of  refreshment 
facilities  for  die  mourners 
after  Palace  authorities  had 
banned  mobile  vendors  from 
operating  in  The  Mall  and  St 
James’s  Park.  Mohamed  Al 
Fayed  to  sent  Hatreds  vans 
with  volunteer  staff  to  dis¬ 
pense  tea,  coffee  and  sand¬ 
wiches  to  the  thousands 
queueing  for  10  hours  f0  sfen 
the  condolence  books,  as  con¬ 
cern  grew  for  their  welfare. 

There  was  still  concern  that 
rite  short  funeral  route  would 
not  meet  the  expectations  of 
the  crowd.  The  Prince  of  Wales 
feared  that  hundreds  of  thou¬ 
sands  of  people  would  be 
denied  access  to  whar  prom¬ 
ised  to  be  an  unprecedented 
show  of  national  emotion,  ft 
was  at  his  personal  interven¬ 
tion  that  the  route  to  Westmin¬ 
ster  Abbey  was  doubled,  the 
coffin  now'  starring  from  Ken¬ 
sington  Palace. 

And  in  a  further  move  to 


defuse  growing  public  hostil¬ 
ity.  the  Palace  issued  a  state¬ 
ment  acknowledging  .  ihe. 
extraordinary  nationwide 
wave  Df  sympathy  for  the 
Princess.  “All  the  Royal  Fam¬ 
ily,  especially  rhe  Prince  of 
Wales,  Prince  William  and 
Prince  Harry,  are  taking 
strength  from  the  overwhelm¬ 
ing  support  of  the  public  who 
are  sharing  their  tremendous 
sense  of  loss  and  grief.  They 
are  deeply  touched  and  enor¬ 
mously  moved." 

Sandy  Henney.  a  Palace 
official,  defended  the  family's 
decision  to  stay  at  Balmoral 
out  of  public  view.  The  Royal 
Family,  she  said,  were  grief- 
stricken.  They  were  sharing 
their  sadness  together  as  a 
family  at  home.  It  was  an¬ 
nounced  that  the  Queen  and 
Queen  Elizabeth  the  Queen 
Mother  would  arrive  in 
London  on  Saturday  morning. 

But  even  as  Ms  Henney 
spoke.  Lord  Blake,  the  consti¬ 
tutional  historian  and  adviser 
10  Buckingham  Palace,  gave 
an  interview  to  The  Times  in 
which  he  said  that  the  Queen 
should  broadcast  to  the  nation 
to  try  to  limit  any  more 
damage.  He  said:  "They  are 
sticking  too  much  to  the 
ratebook.  There  always  has  to 
be  a  great  deal  of  protocol  and 
precedent  in  royal  matters. 
But  it  would  hardly  sei  any 
dangerous  precedents  if  they 
relinquished  die  rulebook  on 
this  special  occasion.  There 
will  never  be  another  Princess 
Diana." 

Newspapers  the  next. 

day  were  almost 
unanimous  in 
their  criticism  of 
the  arrangements  made  on 
behalf  of  the  Royal  Family.  A 
leading  article  in  The  Times 
said  that,  to  many,  the  adher¬ 
ence  to  precedent  over  the 
royal  flags  was  “unsympathet¬ 
ic  and  incomprehensible",  ft 
continued:  "A  principal  func¬ 
tion  of  the  modern  monarchy 


Mourners' pause  to  examine  the  growing  floral  tributes  on  the  lawns  of  Westminster  Abbey,  many  of  which  carried  heartfelt  messages 


lies  in  u  symbolism  of  whose 
potency'  the  late  Princess  was 
the  supreme  exponent.  What  is 
die  nation  to  make  of  silence 
and  absence  at  a  time  of  vocal 
and  visible  lamentation?" 

There  were  many  more  in 
the  same  vein.  The  Daily  Mail 
argued  that  reigning  houses 
rose  and  fell  on  their  ability  to 
symbolise  the  deepest  reelings 
of  the  people  they  served,  and 


A  solitary  candlelit  vigil  outside  the  abbey 


warned  that  “the  nation's  sor¬ 
row  could  turn  to  anger". 

Stuart  Higgins,  the  Editor  of 
T7ie  Sun.  working  in  his  sixth- 
floor  office  in  the  News  Inter¬ 
national  building  in  Wapping, 
penned  his  most  virulent  at¬ 
tack  on  the  Queen.  In  a  front¬ 
page  editorial  he  demanded: 
"Where  is  the  Queen  when  the 
country  needs  her?  She  is  550 
miles  from  London,  rhe  focal 
po'mtof  the  nation’s  grief.-The 
empty  flagpole  at  the  Palace 
was  an  “insult  to  Di’s  memo¬ 
ry".  More  than  40,000  Sun 
readers  rang  a  special  hotline 
to  demand  a  public  show  from 
the  Royal  Family. 

All  newspaper  editors  had 
been  invito!  to  rhe  funeral. 
Earl  Spencer  telephoned  the 
editors  of  all  six  tabloids 
personally,  with  Mr  Higgins 
high  on  his  list,  to  ask  them 
not  to  attend.  Although  some 
had  already  accepted  invita¬ 
tions  from  Buckingham  Pal¬ 
ace,  they  agreed,  reluctantly, 
to  stay  away. 

By  Thursday  lunchtime,  the 
final  vigil  for  the  Princess  was 
under  way,  60  hours  before 
the  nation  united  for  the 
funeral.  People  with  umbrel¬ 
las,  sleeping  bags  and  suit¬ 
cases  fall  of  mounting  dothes 
started  to  reserve  places  on  the 
pavements  outside  Westmin¬ 
ster  Abbey.  What  had  begun 


as  a  mere  handful  of  bouquets 
placed  carefully  at  the  gates  of 
Kensington  Palace,  in  the 
hours  after  the  Princess’s 
death,  was  transformed  into  a 
sea  of  flowers  5ft  high,  spread¬ 
ing  out  70ft.  Children  had  left 
their  favourite  teddy  bears. 

Buckingham  Palace  finally 
spunded  the  retreat.  It  was  the 
end  game  of  the  tragedy.  In  a 
momentous  day,  Thursday 
saw  protocol  and  precedent 
dramatically  overturned  to 
meet  the  mood  of  the  people. 
In  a  whirlwind  of  activity,  all 
the  changes  demanded  by 
public  opinion  unfolded  by  the 
hour.  In  a  victoiy  for  the  Prime 
Minister  and  the  Prince  of 
Wales  against  the  Windsor 
tradition,  the  Queen  bowed  to 
public  pressure  and  an¬ 
nounced  that  she  would  break 
with  precedent  and  return 
early  to  London  and  broadcast 
to  the  nation  on  Friday  night. 
The  sense  of  a  country  united 
in  loss  was  strengthened  by 
the  move. 

For  the  first  time,  as  soon  as 
the  Queen  set  off  for  the 
funeral,  the  Royal  Standard 
above  Buckingham  Palace 
would  be  replaced  by  a  Union 
Flag  flying  at  half-mast.  De¬ 
spite  strong  opposition  from 
some  of  the  Queen's  closest 
advisers,  Elton  John  was 
asked  to  sing  at  the  abbey.  The 


service  would  mix  pop  with 
liturgy.  The  Queen  also 
changed  her  original  plans  to 
travel  overnight  on  the  royal 
train  to  arrive  in  London  this 
morning. 

On  Thursday  evening  the 
Royal  Family  emerged  from 
the  seclusion  of  Balmoral  to 
attend  a  special  church  ser¬ 
vice.  They  paused  outside  the 
castle  gates  for  five  minutes 
while  the  Queen,  the  Prince  of 
Wales,  the  Duke  of  Edin¬ 
burgh,  the  two  young  Princes 
and  Peter  Phillips,  the  son  of 
the  Princess  Royal,  stood 
among  the  lilies,  chrysanthe¬ 
mums.  sunflowers,  carnations 
and  roses  which  bore  witness 
10  the  scale  Df  national  grief. 
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J  he  Queen  wore  black. 
The  Duke  and  Prince 
of  Wales  wore  kilfs, 

while  the  Princes.  Wil¬ 
liam  and  Hairy  were  in  suits. 
Prince  Harry  dung  to  his 
father’s  hand  as  he  leaned  to 
read  a  card.  It  said  of  his 
mother:  "We  will  always  re¬ 
member  you.  You  were  a  ray 
of  sunshine." 

Prince  William,  who  seemed 
ill  at  ease  at  first,  pofofttl  out 
carets  to  his  father  and  the 
Queen,  ft  was  a  touching 
display  of  closeness  which, 
with  their  agreement,  was  in 
full  public  view.  A  Palace 


official  maintained  the  line 
that  the  appearance  was  not  in 
response  to  public  criticism. 
"This  is  a  family  going  to 
church  for  private  prayers." 

At  Kensington  Palace  the 
people  who  had  come  to 
grieve,  who  christened  them¬ 
selves  “Diana’s  Army",  were 
exultant. 

When  those  with  radios 
passed  on  the  news  that  the 
Queen  was  to  address  the 
nation,  applause  rippled  along 
the  ribbon  of  people  stretching 
outside  the  walls  of  St  James's 
Palace.  And  when  Prince 
Edward  and  the  Duke  of  York 
went  to  St  James's  Palace  to 
pay  their  respects  to  the  Prin¬ 
cess  on  Thursday,  they  were 
mobbed  by  the  crowds. 

The  RoyaJ  Family,  which 
had  so  often  appeared  to  be 
stumbling  in  the  wake  of 
events  and  never  quite  catch¬ 
ing  them  up  during  a  week  of 
unparalleled  national  sadness, 
was  now  fully  in  line  with  the 
public  mood. 

Bui  as  the  country  unites  for 
the  funeral  today,  the  activity 
of  the  past  48  hours  suggested 
the  first  glimpse  of  a  monar¬ 
chy  which  was  at  last  learning 
the  lesson  of  the  Princess’s  life: 
that  they  should  be  responsive 
and  spontaneous  —  and  not 
afraid  to  show  that  they,  too. 
have  hearts. 
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The  day  tears 

broke  down 
the  barriers 

Anthony  Howard  compares  Diana’s 
funeral  today  to  that  of  the  Kennedys 

Women  wept  silently  on  There  was  a  good  deal  of  con 
the  pavements  while  sion  and  anger.  The  young  staff 
strong  men  broke  down  from  Robert  Kennedy's  Sen: 


Women  wept  silently  on 
the  pavements  while 
strong  men  broke  down 
in  the  side  streets."  That  phrase  — 
describing  the  scenes  in  London  at 
Queen  Victoria's  funeral  —  used  to 
give  great  delight  to  the  senior 
history  master  at  Westminster 
when  1  was  a  schoolboy  there.  It 
somehow  seemed  to  him  (he  had 
been  bom  only  some  20  years  after 
Victoria  died)  to  sum  up  the  entire 
code  of  conduct  that  was  expected 
of  people  in  die  Victorian  era. 

Now.  of  course,  we  live  in  a 
wholly  different  world,  whose  mot¬ 
to  would  seem  to  be  "Let  it  all  hang 
out".  When  did  the  new  fashion  for 
the  manifestation  of  raw  emotion 
start?  If  I  had  to  locate  a  point  of 
origin,  it  would  be  the  two  Kennedy 
funerals  —  one  (the  President’s)  in 
November  |Qti3.  and  the  other 
(Senator  Robert  Kennedy's)  in  June 
1968. 

1  was  not  in  Washington  For  the 
first  —  though,  as  f  remember  it. 
the  whole  world  thought  (for  tele¬ 
vision  was  then  prenv’much  of  an 
international  novelty)  that  it  had  a 
ringside  sent  for  it!  Who.  having 
once  seen  it.  can  ever  obliterate 
from  memory  that  sliot  of  the  three- 
year-old  John-John  suturing  his 
father's  coffin?  If  the  sight  of  the 
black  riderless  charger  had  failed 
ro  bring  a  tear  to  the  eye.  then  that 
final  glimpse  of  the  youngest  next 
generarion  male  Kennedy  paying 
his  own  infant's  tribute  outside 

Washington's  St  Mar-  _ 

thew’s  Cathedral  did  it 
instead.  It  was  typical  Atl 

perhaps  that  afterwards 
there  should  have  been  SciXO 
an  extraordinary  milling 
reception  hosted  by  Jac-  Hit 
queline  Kennedy  in  the 
While  House  —  an  occa-  to 

sion  thar  was  actually  , 

(and  almost  unbeliev-  Uph( 

ably)  combined  with  the  _  . 

young  John-John's  third  OI  ret 

birthday  party.  ____ 

The  Irish  are.  of 
course,  well  known  for  liking  a 
sentimental  wake;  it  is  the  Anglo- 
Saxons.  brought  up  on  the  brave 
north-easter,  who  are  meant  to  be 
upholders  of  reticence  and  reserve. 
But  that  barrier  did  not  first  come 
down  in  London  this  week:  if 
cracked  in  America  finally  and 
irreversibly  the  day  almost  30  yea  rs 
ago  that  they  brought  Robert 
Kennedy's  coffin  down  on  the  train 
to  Washington  after  the  Requiem 
Mass  in  St  Patrick’s  Cathedral  on 
Fifth  Avenue. 

Railway  carriages  are  probably 
better  places  for  releasing  emotion 
than  motor  cars  —  and  it  was  the 
WASPS  (Averell  Harriman,  Doug¬ 
las  Dillon,  even  Lord  Harlech)  just 
as  much  as  the  Paddies  (Joe 
G  argon,  Ken  O'Donnell.  Larry 
O'Brien)  —  who  let  it  all  out  on  that 
blazing  hot  June  day  as  the  funeral 
train  made  its  interminable  jour¬ 
ney  (killing  two  or  three  people  an 
the  way)  from  P>enn  Station  in  New 
York  to  Washington's  Union  Sta¬ 
tion.  just  a  stone's  throw  from  die 
Capitol. 

The  last  part  of  the  funeral  —  the 
interment  at  Arlington  National 
Cemetery  (the  equivalent  of  what 
will  happen  rather  more  privately 
on  an  island  on  a  (aJke  in  Althorp 
Park  this  afternoon)  —  was  frankly 
not  a  great  success.  It  was  also, 
incidentally,  a  source  of  some 
embarrassment  to  at  least  one 
celebrated  British  journalist  who. 
in  order  to  contend  with  the  five- 
hour  time  gap  between  London  and 
Washington,  had  risked  writing  his 
awn  piece  of  lyrical  prose  in 
advance.  In  ir  he  described  in 
precise  terms  how  “the  sunlight 
had  danced  upon  the  coffin”  Alas, 
for  his  reputation:  so  long  had  the 
train  journey  taken  —  it  lasted 
more  titan  eight  hours  —  that  it  was 
already  pitch  dark  by  the  rime  the 
mourners  got  to  the  grave  site  next 
door  to  the  eternal  flame  marking 
President  Kennedy's  burial  place. 
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Cardinal  Basil  Hume  pays  a  final  tribute  to  a  Princess  as  frail  as  any  of  us.Jjutdeeplyj — _ 


■  *•-***>; 
?  •  ? ,  -.4* 


ntly  on  There  was  a  good  deal  of  confu- 
while  sion  and  anger.  The  young  staffers 
ledown  from  Robert  Kennedy's  Senate 

irase  —  office  did  not  mix  too  easily  with  the 
ndon  at  representatives  of  the  Special 
used  to  Forces  who  an  earlier  generarion 
senior  from  JFK's  Camelut  had  insisted 
minster  should  attend.  By  the  end.  despite 
here.  It  the  twinkling  candles,  there  was  an 
(he  had  element  of  blundering  around  and 
irs  after  even  the  pall  bearers  did  not  seem 
e  entire  ro  be  certain  where  the  coffin 
xpected  should  be  placed, 
na.  Bur  by  then,  of  course,  everyone 

'e  in  a  was  exhausted,  with  the  exhaustion 
isemot-  that  only  grief  and  bereavement 
ill  hang  can  bring.  If  D-Day  in  1944  has 
It  ion  for  understandably  gone  down  in  hist- 
imorion  ory  as  "the  longest  day",  this  was 
point  of  perhaps  the  runner-up. 

Kennedy  By  the  rime  the  Kennedy  family 
?nt’s)  in  made  its  way  down  the  hillside  of 
r  other  Mount  Vernon  (on  their  way  back 
in  June  to  another  Irish  wake  at  the 
Kennedy  home  at  Hickory  Hill)  ir 
For  the  was  already  past  11  o'clock  at  night 
nber  it.  —  and  St  Patrick's  doors  in  New 
for  tele-  York  had  opened  at  Sam  that 
h  of  an  morning. 

t  had  a  The  Requiem  Mass  —  and  who 
having  should  be  entitled  to  attend  it— had 
iliterate  posed  many  of  the  same  problems 
e  three-  as  today's  service  in  Westminster 
ng  his  Abbey.  The  Kennedy  task  force  of 
of  the  young  men  especially  established 
1  failed  to  arrange  it  had  had  only  48  hours 
en  that  ■  to  do  so  —  the  funeral  was  on 
st  next  Saturday.  June  8.  and  Bobby 
paving  Kennedy's  death  had  been  an- 
outside  nounced  only  in  the  small  hours  of 
_  the  morning  of  Thurs¬ 
day.  June  6.  But.  in  fact 
Anglo-  the  Kennedy  staffers  had 

known  of  his  true  condi- 
Saxons  are  non  well  before  rhat. 

They  realised  that  there 
meant  was  no  chance  of  his 

surviving  once  he  had 
to  be  been  shot,  in  the  pantiy 
off  the  ballroom  of  the 
Upholders  Ambassador  Hotel  in 

.  Los  Angeles  around  mid- 

OI  reticence  night  on  Tuesday.  June 

4.  But  they  had  not  been 
"  able  to  go  into  action, 

king  a  even  to  begin  negotiations  with 

Anglo-  Arlington  National  Cemetery,  until 
:  brave  the  news  was  official  on  the 
it  to  be  Thursday  morning. 

■eserve.  They  achieved  a  remarkable  feat 
it  come  of  logistics  mixed  at  moments  with 
eek:  it  the  chance  to  get  their  own  back  — 
ly  and  or,  at  least  in  the  famous  Kennedy 
0  years  phrase,  “to  get  even".  Bobby  Ken- 
Robert  nedy’s  was  essentially  a  political 
ie  train  funeral;  and.  as  with  Lord  Spencer 
equiem  and  the  tabloid  editors,  there  were 
Jral  on  scores  to  be  settled,  and  grudges  to 
be  paid  off.  Curiously.  St  Patrick’s 
■obably  Cathedral,  New  York,  could  hold 
motion  even  more  people.  2300,  than  the 
vas  the  1,900  who  will  fill  Westminster 
Doug-  Abbey  this  morning;  but,  despite 
ch)jusr  the  vast  throng,  no  ticket  of 
:s  (Joe  admission  to  any  Kennedy  gather- 
Larry  ing  had  ever  been  more  eagerly 
on  that  coveted.  The  last  Kennedy  "ad- 
funeral  vance  men"  had.  of  course,  no 
le  jour-  option  but  to  admit  the  former 
ople  an  candidate’s  arch-enemy,  President 
in  New  Lyndon  Johnson,  but  they  were  at 
on  Sta-  least  able  to  draw  the  line  at 
om  the  Governor  George  Wallace,  despite 
his  having  been  a  rival  contender  in 
ij  —  the  that  summer's  primaries, 
lationai  Given  that  it  was  essentially  the 
>f  what  last  event  of  a  presidential  cam- 
rivatelv  paign.  the  1968  Kennedy  funeral 
\lthorp  might,  understandably',  be  per- 
frankly  ceived  as  having  very  little  in 
is  also,  common  with  the  service  that  is 
some  taking  place  in  the  Abbey  today, 
st  one  But,  besides  the  torrent  of  emotion 
n  who,  that  each  let  loose  across  the  length 
ie  five-  and  breadth  of  a  nation,  there  is 
Ion  and  perhaps  one  further  comparison, 
ting  his  Almost  three  decades  ago  in  New 

ose  in  York  in  delivering  the  eulogy  for 
bed  in  his  brother,  Senaror  Edward  Ken- 
unlight  nedy  declared:  "Today  I  pick  up  a 
".  Alas,  fallen  banner.”  It  would  be  surpris¬ 
ed  the  ing  if  that  line  —  or  at  least 
lasted  something  very  like  it — does  not  go 
it  it  was  round  in  the  head  of  young  Prince 
ime  the  William  this  morning.  For  dynas- 
ite  next  ties  are  about  destinies  —  and  in 
larking  royal  ones,  there  is  never  any 
place.  escape. 


The  mother  of  Diana,  Princess  of 
Wales,  is  a  Roman  Catholic.  Last 
night  in  Westminster  Cathedral, 
Cardinal  Basil  Hume,  Arch¬ 
bishop  of  Westminster  and  the 
head  of  the  Roman  Catholic 
Church  in  England  and  Wales, 
preached  this  homily  at  a  Re¬ 
quiem  Mass  offered  for  the 
repose  of  the  soul  of  Diana, 
Princess  of  Wales. 

Death,  where  is  your  victory? 

Death,  where  is  your  sting? 

Saint  Paul  was  in  defiant 
mood  when  he  wrote  those 
words  in  his  letter  to  the 
Corinthians. 

No,  death,  you  cannot  defeat 
us.  One  day  you  will  visit  each 
one  of  us,  we  know.  Not  one  of  us 
can  escape  from  you.  We  recoil 
from  you.  for  we  see  in  you  an 
enemy,  the  ruthless  destroyer  of 
life,  the  foe  who  shows  no  mercy. 
But  no.  death,  victory  will  not  be 
yours,  for  we  believe  that  Christ 
rose  from  die  dead  in  order  to 
open  up1  for  us  a  gateway  to 
another  place  where  union  with 
God  locks  us  for  ever  into  that 
endless  "now”  of  ecstatic  love.  We 
were  made  for  that.  No,  death  is 
not  the  end  but  a  new  beginning. 

Diana,  you  are  now  on  your 
way  to  the  vision  of  God,  to  a 
happiness  this  world  cannot  give. 


On  her  way  to  a 
vision  of  God 


where  true  peace  is  to  be  found. 
Tell  us:  did  you.  early  on  Sunday 
morning,  suddenly  find  yourself 
in  the  presence  of  God,  realising 
then,  as  we  all  must,  that  none  of 
us  is  worthy  to  be  in  that 
Presence,  face  to  face,  until  ready 
to  be  so? 

Our  Catholic  faith  tells  us  that 
our  prayers  can  help  the  dead  to 
be  prepared  for  union  with  God. 
We  shall  pray  that  the  last  part  of 
the  journey  tor  you,  Diana,  will 
be  swift  and  easy. 

I  know  that  you  will  not  mind 
my  saying  that  you  were  like  the 
rest  of  us,  frail,  imperfect  flawed, 
but  we  loved  you  still.  It  is  thus 
also  with  God  Himself.  He  loves 
us  very  much.  He  now  embraces 
you  in  death.  He  will  most  surely 
judge  you  mercifully.  The 
maimed,  the  sick,  the  young,  the 
old,  were  of  much  concern  to  you. 
you  will  have  discovered  that  in 
serving  these,  you  were  in  fact 


serving  Him,  even  if  you  had  not 
realised  it  at  the  time.  We  have 
the  Lord’s  authority  for  that. 

When  Lord  did  we  see  you  hungry 
and  feed  you. 

or  thirsty  and  give  you  to  drink, 
saw  you  a  stranger . . . 

homeless,  injured,  sick,  margin¬ 
alised  . . . 

As  often  os  you  did  this  to  the  least 
of  these. 

my  brothers  and  sisters, 
the  Lord  said, 
you  did  (I  to  me, 

records  St  Matthew’. 

There  will  be  many  greeting  you 
now  with  gratitude  and  joy,  those 
who  have  gone  before  you  and 
whom  you  helped  so  generously. 
For  us  it  is  different  We  remain 
behind  to  weep  and  to  mourn.  It  is 
right  that  we  should  do  so.  A  sense 
of  loss  and  bereavement  has  been 
strong,  the  initial  shock  with  us 


still.  We  had  to  do  something.  lay 
flowers  at  different  places,  queue 
for  several  hours  to  sign  our 
names,  the  scale  of  this  quite 
surprising  and  impressive.  We 
expressed"  something  deep  within 
us  through  such  actions.  They  were 
an  unconscious  prayer  to  God. 
almost,  as  well  as  a  lovely  tribute  to 
you.  Diana. 

Bur  for  those  of  us  wbo 
remain  there  is  more.  We 
are  being  called  by  this  sad 
death  to  reflect  on  many  things. 
The  sudden  awfulness  of  her  death 
has  been  a  brutal  awakening  to  our 
own  mortality,  to  a  fragility  of  all 
our  human  joys  and  sorrows.  We 
are  being  called  to  acknowledge 
that  it  is  not  here  in  this  world  that 
our  ultimate  happiness  is  to  be 
found.  Maybe  the  events  of  this  last 
week  have  already  awakened  with¬ 
in  us.  or  may  yet  do  so,  that 
religious  instinct  which  leads  us  to 


seek  the  true  meaning  and  purpose 
of  our  lives.  Maybe  God  »  knork- 
ingatour  doors  at  th.sr.me  seeking 
!o  be  admitted  into  our  minds  and 

ht?ls  Sa  nation  w’e  must  discover 
what  it  is  to  be  charitoble.  We  must 
all  become  more  sensitive  rothe 
needs  of  each  other,  more  tolerant 
of  each  other's  faults,  less  cynical 
about  motives,  less  anxious  to  cut 
others  down  to  size.  more 
standing  of  their  acnons  and  of 
iheir  difficulties  as  well.  We  should 
also  reflect  on  the  way  we  treat 
those  prominent  in  public  life,  haw 
much  privacy  we  give  them.  < what 
respect  we  accord  them.  There  is 
much  For  us  to  consider.  When 
these  days  of  sorrow  and  mourning 
are  over.  life  will  become  normal 
again,  and  so  it  should.  But  the 
lessons  must  not  be  forgotten. 

Farewell,  then.  Diana. 

The  agonies  of  the  heart  ana 
anguish  or  ihe  mind 
were  often  your  companions  m; 
life. 

They  were  your  teachers,  too. 
for  from  them  vnu  learnt  under¬ 
standing.  compassion  and 
kindness. 

These  are  vour  finest  legacy  to  us. 
Thank  you  for  all  the  good  you  did. 
Thank  you  for  ihe  joy  >rai  gave  to 
many. 

Thank  vou  for  being  like  the  rest  of  us. 
tlawed'but  loveable,  and  above  all 
loved  by  God. 


At  peace  with  the  people 


Diana’s  final  resting  place  should  be 
somewhere  her  public  may  freely  visit 
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After  the  public  grief,  the 
resting  in  tranquillity. 
The  body  of  Diana  Prin¬ 
cess  of  Wales  moves  today 
from  its  last  and  most  sensational 
engagement  to  a  place  of  exquisite 
repose,  a  plot  of  land  in  an  English 
country  park.  From  one  last  blind¬ 
ing  flash  of  limelight  Diana  travels 
to  a  final  privacy.  On  an  island  in 
an  Althorp  lake  she  can,  in  Gray’S 
words,  “watch  the  glimmering 
landscape  fade . . .  and  shut  the 
gates  of  mercy  on  mankind". 

In  death,  me  English  return  to 
their  roots.  The  French  bury  their 
famous  in  pantheons,  the  Italians 
in  mausoleums.  The  English  go 
home.  They  seek  out  the  ancestral 
acres  and  bury  themselves  in  the 
earth  on  which  their  forefathers 
walked.  The  mighty  Cecils  lie  in  the 
church  at  Bishop’s  Hatfield,  where 
tenants  and  retainers  still  pray  in 
their  shadow.  The  Russelis  lie  not 
at  Woburn  but  near  the  old  house 
at  Chenies,  the  Manners  lie  in 
Bottesford,  the  Vernons  in  Tong. 
Most  of  these  families  sprang  from 
yeoman  stock.  With  die  dust  of 

yeomanry  they  _ 

seek  companion-  m 

ship  in  death.  I  * 

Twenty  genera-  %  y  4/h 

tions  of  Spencers  /  §/  g  g  j 
have  lain  in  the 
family  chapel  at  ¥  _ 

St  Mary’s  Great  I  D'y] 

Brington.  includ-  I  %/  f  g/j 

ing  Diana's  § 

father.  Yester- 
day's  decision 
that  her  tomb  should  be  seques¬ 
tered  in  the  private  estate,  accessi¬ 
ble  to  the  public  for  only  a  few 
weeks  a  year,  is  understandable 
but  sad.  1  hope  that  after  the  initial 
burst  of  grief  has  passed  the 
derision  might  be  reversed.  Diana 
was  a  famous  person  who  wel¬ 
comed  public  affection.  For  her 
family  to  claim  her  back,  as  if  for 
their  own,  seems  a  harsh  response 
to  this  affection. 

Few  English  churches  more  per¬ 
fectly  embody  “the  still  small  voice 
of  calm"  chan  Great  Brington.  Its 
13th-century  tower  of  warm,  honey- 
coloured  stone  rises  on  a  grassy 
knoll  outside  the  village.  Oak  and 
chestnut  shade  the  churchyard. 
The  undulating  fields  of  North¬ 
amptonshire  roil  towards  Althorp 
in  the  distance. 

Every  age  of  English  architecture 
has  touched  the  interior,  from  the 
Purbeck  Norman  font  to  the  carved 
poppy -heads  on  the  bench  ends.  On 
one  of  these,  and  on  an  old  brass, 
can  be  found  the  original  “stars  and 
stripes".  These  were  the  coat  of 
arms  of  the  local  Washington 
family,  friends  of  the  17th-century 


Simon 

Jenkins 


Spencers  and  ancestors  of  the 
founder  of  the  American  republic. 

Tucked  into  the  northeast  comer 
of  the  church  is  the  mortuary 
chapel  built  by  Sir  John  Spencer  in 
1514.  He  had  moved  to  Althorp 
from  Warwickshire  and  wished  to 
house  his  remains  and  those  of  his 
family  in  the  community  next  to  his 
new  home.  War  and  revolution 
have  smashed  most  such  shrines  to 
landlordism  elsewhere  in  Europe. 
They  survive  in  England,  testament 
to  political  stability  and  familial 
loyally  to  the  land,  but  testament 
also  to  the  bond  between  great 
families  and  their  local  communi¬ 
ties.  Spencers  are  present  in  this 
chapel  in  unbroken  line  across 
almost  five  centuries. 

In  this  the  Great  Brington  tombs 
are  probably  unique.  They  com¬ 
prise  a  galleiy  of  English  Renais¬ 
sance  sculpture  that  would  merit  a 
room  to  themselves  in  any  muse¬ 
um,  were  they  not  already  in  the 
vernacular  museum  Chat  is  an 
English  parish  church. 

Between  chancel  and  chapel 
stands  a  trio  of  monuments,  as  if 
_  Spencer's  eager¬ 
ness  to  boast  his 
wealth  was  strug- 
/]4y  gling  to  escape  the 

\J  g  g/  humility  of  his 

w  chosen  domain. 

He  died  in  1522 
i*  and  die  tomb  is 

.  (//§/%}  still  Gothic  in 

\3  style,  but  over  his 

—  head  is  a  tiny 

Renaissance  an¬ 
gel,  copied  from  the  tomb  of  Henry 
VII  at  Westminster. 

fn  the  adjacent  arches  are  two 
grandiose  monuments  by  the 
Dutch  sculptor  Jasper  HoUemans 
from  the  late  16th  century.  These 
are  magnificent  reliquaries,  full  of 
bombast  and  colour.  The  ladies' 
Elizabethan  costumes  are  extraor¬ 
dinary.  These  Spencers  were  on  the 
way  from  gentry  to  nobility.  They 
clearly  shopped  well. 

Behind  this  Tudor  palisade  is  the 
chapel  itself  with  monuments  of 
alabaster  and  marble  in  styles 
Renaissance,  Baroque,  Grecian 
and  Gothic  revival.  Walls,  ceilings 
and  windows  are  covered  in  more 
than  400  heraldic  emblems.  There 
are  Spencers  in  double  beds,  in 
temples,  before  obelisks.  There  is 
even  half  a  Spencer  rising  eerily 
from  an  urn,  resurrected  from 
cremation  on  the  Day  of  Judgment. 
Bible  in  hand.  At  the  turn  of  the 
present  century  Earl  Spencer  do¬ 
nated  a  crowning  glory,  a  set  of 
William  Morris  windows  which 
suffuse  chapel  and  chancel  with 
brilliant  colour. 

Yet  all  this  is  encompassed  in  a 


•  -  s 
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ill  in  aK&aftv 


Great  Brington  church  would  have  made  a  proper  memorial  for  its  most  celebrated  daughter 


chamber  the  size  of  a  family 
drawing  room.  So  crowded  did  the 
chapel  become  that  later  Spencers 
were  buried  in  a  vault  beneath  the 
chapel.  When  in  the  1950s  this 
began  to  decay  the  coffins  were 
exhumed  and  the  bodies  cremated 
and  reburied  as  ashes.  Diana's 
father  re^s  in  this  vaulL  Never 
have  Spencers  departed  the  place. 
The  link  of  family  and  church,  of 
house,  estate,  village  and  soil  has 
outlived  every  travail,  and  can 
surely  outlive  the  present  one, 
however  traumatic. 

The  tradition  of  family  burial  in 
church  was  not  without  dass  dist¬ 
inction.  Indeed,  within  the  feudal 
context,  it  was  a  public  assertion  of 
sovereignty  and  wealth.  The 
C-obhams  of  Kent  made  a  habit  of 
placing  their  effigies  plumb  in  the 
front  of  the  altar,  to  be  sure  to  rise 
facing  their  Maker  ahead  oF  lesser 
mortals  on  Resurrection  Day. 

Some  grandees,  such  as  the 
Beauchamp  at  Warwick,  were 
happy  to  lie  in  their  local  church, 
but  with  a  splendour  that  out¬ 
ranked  a  monarch.  Such  families 
worshipped  and  were  buried  along¬ 
side  their  neighbours.  But  the  “rich 
man  in  his  castle,  the  poor  man  at 
his  gate"  was  a  distinction  that 
continued  even  after  death. 

Yet  this  fusion  of  rich  and  poor 
within  the  boundaries  of  a  local 
church  gave  England's  rural  com¬ 


munities  a  cohesion  that  survived 
every  political  upheaval.  For  centu¬ 
ries,  landlord  and  tenant,  noble-' 
man  and  commoner  found  shelter 
in  the  ceremonials  of  life  under  the 
same  roof.  When  Thomas  Gray 
reflected  on  the  souls  in  Stoke  Poges 
churchyard,  he  was  overwhelmed 
by  the  egalitarianism  of  death.  He 
noted  "the  short  and  simple  annals 
of  the  poor",  written  on  every  stone. 
They  were  written  in  the  same 
place  of  worship  and  in  the  same 
clear  English  hand  as  the  annals  of 
the  rich.  Death  was  the  leveller. 


Yesterday's  decision  seems 
to  concede  that  all  this  is 
beyond  Great  Brington -s 
embrace.  On  the  evidence 
of  the  past  week,  the  church  seemed 
threatened  with  a  status  equal  to 
Walsingham  or  even  Lourdes.  But 
the  near-hysteria  of  this  week  will 
pass.  The  crowds  that  are  filling 
London  today  are  criming  to  an 
evenL  a  ceremony,  to  pay  their  last 
respects.  They  did  likewise  for 
Churchill.  Yet  Churchill  was  bur¬ 
ied  in  Bladon's  simple  country 
churchyard.  Parish  churches  house 
the  tombs  of  Shakespeare  and 
Wordsworth  wirhout  exploitation 
or  ruin.  At  Arlington,  the  Ameri¬ 
cans  contrive  a  simple  flame  at 
which  those  who  wish  to  remember 
President  Kennedy  can  watch  and 
pray.  These  things  can  be  handled. 


Tony  Bfeir  has  this  week 
taken  on  the  mantle  of 
Disraeli  and  Baldwin, 
two  very  dissimilar  predeces¬ 
sors.  His  active  role  in  the 
discussions  about  the  funeral 
of  Diana,  Princess  of  Wales,  is 
not.  as  some  critics  have  sug¬ 
gested,  an  interference  in  the 
affairs  of  the  Royal  Family,  a 
breach  with  precedent  to  gain 
political  advantage. 

Rather,  he  has  been  acting 
as  a  bridge  between  the  people 
and  the  Palace,  a  traditional, 
though  little  discussed,  role  of 
the  Prime  Minister.  Mr  Blair 
has  been  doing  his  duty  as  the 
monarches  leading  adviser,  a 
voice  of  the  people  in  these 
extraordinary’  circumstances. 

Since  the  mid-19th  century. 
Prime  Ministers  have  been 
active  behind  the  scenes  in 
advising  the  monarch  on  the 
public  mood,  on  everything 
from  marriages  to  funerals. 
This  is  shown" by  the  new  film 
Mrs  Brown,  with  Judi  Dench 
and  Billy  Connolly,  and 
Antony  Sher  as  Disraeli,  who 
uses  Brown's  influence  over 
the  Queen  for  his  own  ends. 
Bageliofs  famous  definition 


Peter  Riddell  finds  an  historical  precedent  for  a  Prime  Minister  advising  the  monarchy 

Under  Disraeli’s  mantle,  JiM 
T ony  Blair  lends  a  hand  C  ^  f 


Disraeli;  charmed  Victoria 


in  The  English  Constitution 
of  the  rights  of  the  monarch  — 
to  be  consulted,  to  advise  and 
to  warn  —  could  be  inverted. 
The  Prime  Minister  has  simi¬ 
lar  rights  and  successive  occu- 
panrs  of  10  Downing  Street 
have  used  them. 

The  first,  and  most  spectac¬ 
ular.  was  Disraeli  who,  in  an 
uncanny  but  much  longer 
drawn-out  parallel  with  the 


events  of  this  week,  helped  to 
break  down  the  isolation  of 
Queen  Victoria  after  the  death 
of  Albert  in  1861.  Her  with¬ 
drawal  from  public  life  in  the 
following  decade  led  to  wide¬ 
spread  criticism  and  the  only 
serious  flowering  of  republi¬ 
canism  since  the  era  of  Crom¬ 
well.  That  ended  in  1871  when 
the  Prince  of  Wales  nearly 
died  from  lyphoid.  producing 
an  outbreak  of  monarchist 
enthusiasm. 

In  his  second  premiership 
from  1874  until  1SS0,  Disraeli 
worked  to  secure  the  mon¬ 
arch's  later  prominence  as  a 
national  and.  indeed,  imperial 
focus  of  loyalty.  Lord  Blake,  a 
leading  constitutional  author¬ 
ity  who  lias  contributed  to  this 


week's  discussions,  has  writ¬ 
ten  vividly  in  his  Disraeli  how 
the  latter  charmed  the  Queen 
laying  on  flattery  “with  a 
trowel",  as  he  himself  ad¬ 
mitted.  Disraeli  described  her 
as  the  Faery,  in  “an  ironic 
romantic  allusion  to  Spenser's 
Faerie  Queene ". 

Lord  Blake  wrote  that  past 
historians  “underestimate  the 
degree  to  which  monarchs  ail 

down  history  have  from  time 
to  time  craved  for  someone 
who  would  cut  through  the 
formal,  grave,  hierarchical 
protocol  which  constitutes 
their  normally  necessary  de¬ 
fence  against  familiarity  or 
impertinence".  Disraeli  was 
able  to  “manage”  the  Queen- 
"Far  more  often  than  not," 


Lord  Blake  wrote,  “Disraeli 
persuaded  the  Queen  to  do 
what  he  wanted,  but  he  could 
never  be  sure  of  success." 

In  1876  Disraeli  persuaded 
“the  Queen  to  open  Parlia¬ 
ment  in  person,  although  he 
himself  narrowly  escaped  be¬ 
ing  trampled  underfoot  by  the 
rush  of  Members  to  see  the 
novel  spectacle".  This  trans¬ 
formation  was  underlined  by 
the  legislation  making  her 
Empress  of  India. 

A  later  example  was  Stanley 
Baldwin’s  role  in  the  Abdica¬ 
tion  crisis  of  1936.  As  Professor 
Vernon  Bogdanor  has  pointed 
out  in  his  The  Monarchy  and 
the  Constitution ,  Baldwin 
never  formally  advised  King 
Edward  VIII  to  abdicate.  “Bal¬ 


dwin  was  at  all  times  during 
the  Abdication  crisis  deier- 
mined,  first,  that  Mrs  Simpson 
could  never  become  Queen, 
and,  secondly,  that  the  ultimate 
decision  as  io  whether  the  King 
would  marry  Mrs  Simpson 
and  abdicate  or,  alternatively, 
renounce  her.  was  one  that 
must  be  taken  by  the  King  and 
not  by  his  ministers."  Nonethe¬ 
less,  Baldwin  clearly  manoeu¬ 
vred  to  ensure  that  the  King  did 
not  act  against  the  wishes  of  his 
ministers,  even  though  formal¬ 
ly  the  decision  was  die  King’s. 
]t  was  all  done  subtly,  mobil¬ 
ising  the  opinion  of  the  Church 
and  of  the  heads  of  government 
of  the  Dominions,  as  Australia, 
Canada.  New  Zealand  and 
South  Africa  were  then  known. 


Blair  a  leading  adviser 


The  release  of  Cabinet 
papers  under  the  30-year  rule 
has  shown  the  close  involve¬ 
ment  of  Sir  Winston  Churchill 
and  his  ministers  in  the  plan¬ 
ning  of  the  funeral  of  King 
George  VI  in  1952  and  in  .he 

Coronation  of  the  present 
Queen  in  the  following  year, 
and  the  disapproval  of  the 
veteran  Prime  Minister  of 
the  involvement  of  television 


The  exploitation  of  grief  is  best 
denied  in  a  simple  but  public 
modesty.  To  shut  the  tomb  away 
risks  encouraging  mystique  and 
Intrusion,  both  of  which  should 
surely  be  anathema  to  Diana's 
memory.  It  admits  a  sort  of  defeat. 
If  the  tomb  cannot  be  in  the  chapel 
then  it  could  surely  be  in  the 
churchyard  outside  the  chapel  wall: 
and  if  not  the  tomb  then  at  least  a 
memorial.  This  siting  would  permit 
public  access  without  subjecting 
the  interior  of  the  church  or  chapel 
to  wear  and  tear. 

The  Church  of  England  is  a  no- 
nonsense  institution  and  the  Spen¬ 
cers  a  sensible  family.  When  the 
media  has  departed  and  grief 
become  more  intimate.  Great 
Brington  church  could  surely  be¬ 
come  the  proper  and  dignified 
memorial  to  its  most  celebrated 
daughter.  By  moving  her  there,  the 
Spencers  would  be  more  than 
honouring  the  tradition  of  their 
family.  They’  would  be  acknowledg¬ 
ing  the  tradition  of  the  parish 
church  as  the  lasting  home  of  even 
the  most  famous  English  men  and 
women. 

Perhaps  another  day.  For  the 
moment  privacy  is  dearly  to  rake 
precedence.  A  park,  a  lake,  an 
island  and  a  patch  of  grass  offers 
Diana's  memory  the  most  fragile 
quality  in  nature's  gift,  tranquillity. 
May  she  rest  in  peace. 

cameras  in  both  events. 

More  recently,  John  Major 
was  closely  involved  in  advis¬ 
ing  both  the  Prince  of  Wales 
and  his  former  wife  during 
the  breakdown  of  their  mar¬ 
riage.  Colleagues  said  .he 
spent  a  large  amount  of  time 
in  discussions  with  both. 

Mr  Blair's  role  has  been  in 
that  tradition.  He  and  his 
advisers  in  Downing  Street 
have  been  closely  involved  in' 
discussions  over  the  handling 
of  the  funeral,  all  the  time 
aware  of  the  changing  public 
mood  this  week  shown  by  the 
vast,  silent  crowds  in  The 
Mall  and  around  Bucking¬ 
ham  Palace  and  St  James's 
Palace. 

Like  Disraeli  120  years  ago. 

Mr  Blair's  advisers  have 
sought,  and  to  judge  by  yester¬ 
day's  announcement,  succeed¬ 
ed  in  conveying  the  popular 
mood  to  the  often  closed  world 
oF  the  monarch's  court 
.  ^  fbe  head  of  the  democra¬ 
tic  part  or  the  constitution.  Mr 
Blair  has,  like  Disraeli,  been 
responsible  for  ensuring  pop- 
ular  support  for  the  pinnacie 
°f  the  hereditary  eJemenL 
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LETTERS  TO  THE  EDITOR 


FUNERAL  DAY 

A  time  to  pray  and  praise 


***  of  my  burXinS  hath  she  kept 
disc.  Today,  neriiarw  rP*r*r  Jh*s-  Fhr  the  poor  always  ye  have  with  you: 
Princess  of  Wales.*  Sat  *«“  ^  have  not  atoyT- 

may  recover  its  equilibrium  >?/hat  ?  itsdf?  There  has  been 

awoke  as  if  to  a  nightmSe  But  ft  S*!0**1.  prfix  for  ^  order  of  service- 

true;  and  it  got  worseA  P1*1  P*318*  B  warranted,  all  the  more  so 

Amfolded-  each  new  tivfa'nf  -aS*?  ^  because  there  were  many  pitfalls  to  be 
■-^the  country  into  deeper  de^?Ti!Un8ed  ^°lded-  This  is,  after  all,  no  longer  a  purely 
aff  i;11101311  Christian  country,  nor  did  Diana  belong 

began.  Spontaneously  but  s?^y  to  her  own  compatriots:  she  was  a  true 

atoofthewBrid.Soit  was  important  to  let 

S-ss-.SSSr'jssr  5»«r*ss« 

SS?aa  ssx  "d  "r^Ln- 

1,16  ?-*  is  punctuated  and  framed  by 

floWed  T  the  h“B“age  StTi U  «*  cSSm 

Srf“  BrfJS"1  'VO—y  ’niough  (he  words  derive  from 

That  riifeSnf  Thomas  Cranmer,  they  incorporate  more 

nnwprfnl  that  it  sorrow  was  so  ancient  ideas  that  precede  the  Reformation. 

summon  tip  fa  their  universality,  these  prayers  tran- 
5“®°™*  E*®"®**  S»»  the  dead  scend  aU  that  is  sectarian.  With  their  echoes 
,  ^^Tndsor.  AU  who  of  Old  Testament  and  New.  they  embrace 

#  Dfna  m  Me  now  the  whole  Judaeo-Christian  tradition.  When 

f  expected  some  gesture  of  compassion,  of  combined  with  the  glory  of  English  choral 
reconcuiation  beyond  the  grave.  For  a  brief  music,  they  will  convey  something  of  our 
moment  it  seemed  as  though  the  Royal  history  to  the  ends  of  the  earth.  A  gesture  to 
Family  were  deaf  to  these  well-intentioned,  if  Roman  Catholics  is  the  inclusion  of  the 
sometimes  irreverently  expressed,  entreaties  Libera  me  from  one  of  the  most  awe- 
.pwtiauaxfy  of  the  younger  generation,  inspiring  settings  of  the  requiem  mass, 
Instead  of  urging  the  Queen  to  use  the  Verdi’s.  Diana  loved  this  music;  we  can  only 
monarchy's  potent  symbolism  to  anticipate  guess  why.  The  medieval  verses  by  Thomas 
events,  some  courtiers  urged  a  purely  de  Celano  which  evoke  so  vividly  the  day  of 
reactive  policy.  Had  the  Queen  and  the  judgment,  dies  magna  et  amara  valde , 
Prince  of  Wales  hestitated  much  longer,  should  remind  us  that  no  human  judgment 
there  was  a  real  danger  that  public  sorrow  passed  on  theJ  Princess  can  ever  be  final, 
might  turn  to  resentment  or  wrath.  Fortu-  Central  to  the  ceremony  are  the  words  which 
nately  the  Sovereign  seems  for  once  to  have  remain  among  the  most  familiar  in  the 
deferred  to  her  heir.  Prince  Charles  may  English  language;  the  prayer  which  Jesus 
^  have  sensed  that  his  prospects  as  King  taught  us. 

depended  on  the  Royal  _  Such  hallowed  ritual  can 

Family  modifying  the  stoic  well  afford  to  be  inter¬ 
impassivity  which  had  spersed  with  informal  de¬ 

served  so  well  in  time  of  C  In  the  Weeks  to  meets,  even  if  they  are  not 


war. 

However  it  came  about, 
the  display  of  royal  glasnost 
over  the  past  three  days  has 
transformed  an  ominous 
mood  into  onerif  relief.  Last 
night’s  broadcast  by  the 
Queen  was  a  gracious  ges¬ 
ture  both  to  jier  'departed 
daughter-irtlaW  and  to  her 
subjects.  It  was  aU  the  more 
impressive  for  being  livd  a 


C  In  the  weeks  to 
come  it  will  be  clear 
whether  the  impact  of 
this  trauma  has  been 
to  weaken  the  mon¬ 
archy  or  whether  a 
new  bond  has  been 
forged- between  queen 
and  country.  Today 
the  nation  remem- 


precedent  which  the  Queen  a™  country,  luuay 
and  fatitt«monarchs would.  -  i-jhe  nation  remem- 
do  well  ft)  follow,  Tbereturn  -  -  - 

of  pridee  :  WtOiaxir  “andv  ;.bers.-uie  woman  for 

Prince n^toHstopqyafe  .«£nee  \?t_.  has 

leave offeeirinddterTri'fhe^-'—^0^6 ?  R 

chapdjRoyai  will  have  gathered  together  m 

softened!he  hardest  repub-  homage  ^  to  bid 

farewell  9 


The  service  is  punctuated  and  framed  by 
the  language  of  the  Book  of  Common 
Prayer.  Though  the  words  derive  from 
Thomas  Cranmer,  they  incorporate  more 
ancient  ideas  that  precede  the  Reformation, 
fn  their  universality,  these  prayers  tran¬ 
scend  aU  that  is  sectarian.  With  their  echoes 
of  Old  Testament  and  New.  they  embrace 
the  whole  Judaeo-Christian  tradition.  When 
combined  with  the  glory  of  English  choral 
music,  they  will  convey  something  of  our 
history  to  the  ends  of  the  earth.  A  gesture  to 
Roman  Catholics  is  the  inclusion  of  the 
Libera  me  from  one  of  the  most  awe¬ 
inspiring  settings  of  the  requiem  mass, 
Verdi’s.  Diana  loved  this  music;  we  can  only 
guess  why.  The  medieval  verses  by  Thomas 
de  Celano  which  evoke  so  vividly  the  day  of 
judj^nent,  dies  magna  et  amara  valde, 
should  remind  us  that  no  human  judgment 
passed  on  the J  Princess  can  ever  be  final. 
Central  to  the  ceremony  are  the  words  which 
remain  among  the  most  familiar  in  the 
English  language:  the  prayer  which  Jesus 
taught  us. 

_  Such  h  aU  owed  ritual  can 

well  afford  to  be  inter¬ 
spersed  with  informal  ele- 
weeks  to  meats,  even  if  they  are  not 
X  conventionally  religious. 

1  DC  cicax  Eiton  John's  song  Candle 

<  impact  of  «  ttie  Wind  is  appropriate, 

,  r  1 _ for  all  its  sentimentality 

lias  been  (which  some  may  think 
mnn-  mawkish},  both  because  the 
luc  uium  princess  would  have  liked 

whether  a  it,  and  because  die  improvi- 
Ha-c  Vwn  Satary  M*1®®  of  P°Pu,ar 

Liccu  music  allows  itto  be  rewrit- 

een  queen  ten  for  the  occasion.  There 

•  Jr  ,  is  a  place  in  any  funeral  for 

y.  Today  the  ephemeral  as  well  as 

the  eternal.  And  it  is  as  well 
iciiicm-  to  TGOcct  Aat  ^  ^ 

Milan  for  oldest-  religious  traditions  ! 
l  |t  _,  ^  are  young  in  the  sight  of 


lican  heart  The  Princes  and  ■ittMliage  d 
their  father -deserve  grad-  '-iisurei 

tude  for  choosing  to  share 
this  most  poignant  moment  ■ 

of  truth  with  their  fellow 
mourners  outside  St  James’s  Palace. 

Now  that  the  Royal  Family  is  reunited  in 
the  capital,  it  is  time  to  place  the  debate 
about  the  monarchy  temporarily  aside.  The 
House  of  Windsor  has  implicitly  acknowl¬ 
edged  the  rights  and  opinions  of  the  people 
in  a  matter  which  concerns  both  deeply.  In 
the  weeks  and  months  to  come  it  will  become 
dear  whether  the  impact  of  this  week's 
trauma  has  been  to  weaken  the  institution  of 
monarchy  or  whether  a  new  bond  has  been 
forged  between  Queen  and  oountry.  Today, 
though,  the  nation  will  wish  to  remember 
the  woman  for  whose  sake  it  has  gathered 
together  in  homage.  How  should  we  tad 
farewell  forever  to  her? 

iana  was  neither  saint  nor  martyr. 


gether  in  This  funeral  also  embod- 
j  ,  .  ies  a  robust  patriotism. 

La  to  DKt  expressed  variously  in  the 
all  «$  Englishness  of  “Nimrod” 

from  Elgar’s  Enigma  Vari¬ 
ations  and/ vow  to  thee,  my 
country,  the  Welshness  of 
Guide  me*  O  thou  great  Redeemer,  the 
Irishness  of  the  Air from  County  Derry,  and 
the  Britishness  of  the  National  Anthem. 
These  hymns  are  the  inheritance  of  every 
citizen  erf  the  United  Kingdom.  The  Princess 
was  a  patriot,  but  one  of  a  very  modem 
Stamp:  she  knew  how  to  make  immigrants 
from  every  ethnic  background,  and  especial¬ 
ly  their  children,  fed  that  they  belonged 
here;  that  flhey  too  were  British- It  was  in  this 
respect  that  her  charitable  work  and  that  of 
Prince  Charles  complemented  one  another 
best:  she,  like  him,  found  Muslims  anything 
but  alien.  Far  from  detracting  from  the  high 
seteaaoity  of  the  day,  this  patriotism  is 
another  means  of  binding  up  the  wounds  of 
a  traumatised  people.  Hymns  are  the  vocal 
expression  erf  our  nationhood,  and  when 
several  million  voices  sing  out  this  morning 
across  the  land,  it  will  be  the  audible  proof 
that  she  did  not  live  in  vain. 


Diana  was  neither  saint  nor  muriyt.  rn,""  ”  . — 

Rut  she  was  touched  by  a  kind  of  several  million  voices  smg  out  this  morning 

™m4s  vSr  that  divine  across  the. land,  it  will  be .the  audible  proof 

spark,  her  magnetism,  which  exceeded  that  that  she  did  not  live  in  vain. 

inexpUcabfe  Her'TSST  rjlhere  wjUiDevitably  bemudidiscus- 

SrarelSnsebirSe  shyness  and  vutaerabQi-  I  sion  of  die  propnjy  of  the  Spencer 

tv  which  never  left  her  —  was  a  vital  part  of  A  family’s  siting  the  RrincessS  grave  in 

her  anneal'  no  less  important  was  her  the  private  grounds  at  Al thorp.  Given  Earl 
^ST’lvSbSne  steded  hex  from  Spencer’s, 

cnaraoo .  ivua*u  mu?d  be.  about  the  press,  any  advice  offered  to  him 

SdSSsMJ  a  mTbeiSSr^nductive.  Yet  it  is  not  too 

to  te^uspidous  of  late  to  reconsider.  What  must  be  assumes  to 

ggLgftlig.  by  be  the  decision  of  a  bereaved  brother  will 

everytxxly.  Derau^  .  - .  soueht  inevitably  be  seen  as  premature,  not  merely 

many  sire  thought  of  asjogtes.  stesougn  ^ 

“rtSSSlS  to  sister.  How^r  embittered  he  is 


i^r  to  be  suspicious  of  late  to  reconsider,  wnat  must  oe  assumes  w 
ggLfEffiJS.  lUSri  by  be  the  decision  of  a  bereaved  brother  will 
everytxxly.  Derau^  .  - .  soueht  inevitably  be  seen  as  premature,  not  merely 

many  she  thought  of  ^  but  also  by  the  millions  who 

companionship  and  evOTtua^lowmrong  H(Wr  embittered  he  is 

outsiders.  Sheajso  by  bad  experiences  at  the  hands  of  paparaz- 

duri^andafte^marna^^^^dow^  gr  ^  ^^Unot  wish  to  compromise 

an  mner  S^Wack  dog  public  sympathy  for  his  family.  Access  to  the 

through  dark  times  when  ^  ^  m0St  modern  heroine  must  be 

snapped  al  her  neeis.  . .  1^  open.  Diana  belongs  to  aB. 

like  any  strong  sometimes  What  should  be  the  Princess’s  epitaph? 

powers  ave™ilS rftefto  One  of  our  earliest  royal  epitaphs  is  that  of 
seemed  to  rqect  attitude  ^  marriape,  Ethelburga,  Queen  of  the  West  Saxons,  who 
rdrt  whom  she  belonged  by  died  to  droaAD  617.  It  concludes:  “I 

she  was  no  less  angry  when  it  ,  travell’d,  here  I  lie;  liv’d  in  the  World,  that  10 

reject  her.  The  iron  in  her  soul  was.  •  ^  Worjd  now  die."  To  do  justice  to  Diana, 

never  corrosive.  As  the  ‘  fcr  ^  less  melancholy,  but  no  less  paradred- 

learnt  to  concentrate  on  hCTtme  ^  ^  degiac,  will  be  needed.  Diana  is  dear 

empathy,  not  only  wih  the  suffering  to  us  not  least  because  she  has  given  the 

but  also  with  individuals.  about  British  a  reason  to  believe  that  they  ran 

Much  has  been: «nd I  wB again  do  remarkable  togs  -  that  they 

have  something  unique  to  give  to  humanity, 
workers  should Politicians  can  occasionally  conv^r  tha 

right  too  to  she  should  sense  geivke  to  ^  world:  ChurchiB 

ofidl  by  the  rick.  ^  achieved  to  as  for  a  whife  did 

the  beggars-  SoomwD  ^  Margaret  Thatcher;  Tony  Blair  looks  hkdy 

that  all  the  expense  of  todjp m  to  But  there  is  a  plane  above 

the  countless  smns  spa&ms  thatof  politics,  a  spiritual  sphere  whaice  a 

flowers  to  her  tw  individual  can  inspire  a  nation.  Diana 

,  better  spent  on  g^|y  could  do  what  no  pohtiaan  could  do.  reach 

tf  that  would  have  b^  ^r^  out  to  the  underdogs,  to  those :  who 

'  she  would  have  toe  ft^Wr^groi0^and  show  them  that 

John  the  Evangri*st  tells  of  ‘  they  had  everything  to  gain.  When  even  a 

Martha  ™d  of  SZmt  Of  figure  _sud>  u  Mother  Teresa,  the  most 


When  Juua>  "r  ';nIfi  to  raise  alms  i«y  m  Lhaoa,  it  b  near  uim  i 

atone:  sushntofenineparablete. 


Shock,  hysteria  or 

people’s  yearning? 

From  Mr  Toby  Kempster . 

Sir,  The  level  of  shock  and  strength  of 
feeling  oyer  the  death  of  Diana,  Prin¬ 
cess  of  Wales,  has  clearly  taken  a 
great  many  people,  including  the 
media,  by  surprise.  However,  is  there 
not  a  .danger  in  the  media  taking  up 
the  public  mood  of  becoming  judg¬ 
mental  about  those  who  are  not 
openly  manifesting  a  sense  of  grief? 

Everyone  will  have  recognised  a 
tragic  loss  of  young  lives  in  wretched 
circumstances  on  Sunday  morning, 
but  we  do  not  all  feel  a  sense  of 
personal  loss  or  grief.  While  Diana’s 
death  is,  therefore,  quite  properly 
being  marked  by  a  public  funeral,  it 
would  be  unfortunate  if  to  be  seen  out 
and  about  on  Saturday  otherwise 
than  in  a  state  of  mourning  were  to 
lead  To  instant  condemnation. 

The  Somerfield  supermarket  chain, 
for  example,  has  been  forced  by  public 
pressure  to  close  its  stores  on  Satur¬ 
day  morning,  despite  the  fact  that  all 
profits  were  to  go  to  the  Red  Cross 
anti-landmines  charity.  Further,  there 
are  demands  that  the  Chief  Executive 
to  the  Scottish  Football  Association  re¬ 
sign  as  a  result  of  his  misjudging  or 
failing  to  mirror  the  pubUc  sense  of 
grief. 

Despite  the  legitimate  concerns 
over  media  intrusion  into  Diana’s  pri¬ 
vate  life  and  the  involvement  of  such 
intrusions  in  her  death,  have  we  not 
-already  seen  inappropriate  inquiries 
and  intrusions  being  made  into  what 
is  surely  a  very  private  and  difficult 
moment  for  the  Royal  Family?  It 
seetns  to  have  been  forgotten  that  they 
after  all  organised  the  public  funeral 
for  a  Saturday  morning  so  as  to  en¬ 
sure  that  as  many  people  as  possible 
could  witness  the  funeral  procession. 

For  a  nation  apparently  united  in 
grief  last  Sunday  it  is  sad  that  divi¬ 
sions  are  already  beginning  to  ap¬ 
pear,  in  what  is  in  danger  of  becoming 
a  witchhunt  of  those  not  publicly 
grieving. 

Yours  faithfully, 

TOBY  KEMPSTER, 

Old  Square  Chambers, 

Hanover  House. 

47  Com  Street  Bristol. 

September  5. 

from  the  Reverend  Peter  Town  Icy 

Sir.  Ministering  to  somebody’s  grief  is 
a  world  away  from  pandering  to  self- 
indulgence  and  hysteria. 

What  we  have  witnessed  this  week 
is  media-managed  mourning,  which 
has  hardly  been  altogether  healthy. 

At  no  point  have  we  been  en¬ 
couraged  to  stop  and  reflect  upon 
what  all  this  says  to  us  about  the 
spiriiual  yearning  and  poverty  of  our 
nation  as  a  whole.  This  is  the  issue 
that  needs  to  be  tackled  by  us  all. 

Yours, 

P.  K.  TOWNLEY, 

St  Mary-Ie-Tower  Vicarage. 

8  Fonnerreau  Road,  Ipswich.  Suffolk. 
September  5. 

From  MrB.  C.  Birkhead 

Sir.  It  is  hard  to  explain  how  indi¬ 
viduals  who  had  never  met  the  Prin¬ 
cess,  let  alone  had  a  chance  to  become 
acquainted  with  her  other  than 
through  the  imperfect  medium  of  the 
press,  can  experience  grief  on  a  sorte 
that  seems  to  equate  to  land  ostensibly 
exceed  in  some  cases!  that  of  losing  a 
member  of  one’s  own  dose  family. 

f  have  tried,  and  failed,  to  put  my¬ 
self,  for  example,  in  the  mind  of  some¬ 
one  who  will  wait  for  hours  in  a  queue 
to  sign  a  book  of  condolences,  when 
silent  prayer  will  effect  all  but  the 
visibility  of  the  expression.  1  also  won¬ 
der  at  the  near  martyrdom  of  tihe  Prin¬ 
cess  perpetrated  by  a  press  that  per¬ 
secuted  her  whilst  she  was  alive. 

There  is  perhaps  a  sense  in  which 
the  public  feels  it  ought  to  behave  in 
this  way,  and  many  are  fulfilling  this 
expectation.  There  may  also  be  some 
subconscious  expression  of  dis¬ 
approval  of  the  monarchy  in  such 
demonstrations.  Whatever  the  rea¬ 
sons,  1  doubt  that  they  constitute 
genuine  grief. 

As  far  as  the  press  are  concerned, 
guilt  must  surely  tinge  their  eulogies. 

There  is  something  unhealthy 
about  what  we  a  re  witnessing.  A  sense 
of  proportion  and  realism  has  been 
lost 

Yours, 

BRIAN  G.  BIRKHEAD, 

Osprey  House, 

Friary  Road,  Ascot  Berkshire. 
September  5, 

From  Mr  Kenneth  Stem 

Sir,  Much  of  the  reaction  to  the  death 
of  Diana,  Princess  of  Wales,  has  gone 
beyond  what  is  reasonable  to  the  point 
of  hysteria,  fuelled  by  a  press  which, 
after  a  couple  of  days,  has  returned  to 
its  habitual  irresponsibility. 

1  am  especially  appalled  by  toe 
media  attacks  on  the  Royal  Family. 
These  are  people  who  have  devoted 
'  lifetimes  to  the  service  of  the  nation 
and  of  countless  charities,  usually 
without  toe  glare  of  publicity  which 
the  late  Princess  seemed  to  invite. 
Why  should  they  appear  to  public  at 
this  rime  to  satisfy  toe  demands  of  toe 
insensitively  curious? 

1  hope  that  after  Saturday's  cere¬ 
monies  toe  nation  will  quickly  recover 
its  sense  of  balance. 

Yours  faithfully. 

KENNETH  STERN, 

555  Park  West,  Edgware  Road,  W2. 
September  4- 
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Call  for  Parliament  to  act  on  privacy 


From  Mr  Malcolm  Wicks,  MP  for 
Croydon  North  { Labour) 

Sir.  Foil  owing  the  Paris  tragedy  and 
public  revulsion  against  toe  media’s 
role,  the  fight  back  by  the  tabloids  and 
their  (temporarily  embarrassed)  apo¬ 
logists  is  well  under  way.  To  thwart 
the  introduction  or  privacy  laws  nu¬ 
merous  reasons  are  being  advanced 
in  favour  of  inaction. 

We  are  assured  that,  if  British  edi¬ 
tors  did  not  write  their  cheques  for 
these  photographs,  others  elsewhere, 
in  Europe  or  the  US,  would  do  so. 
Thus  Britain,  by  implication,  must 
conform  to  the  lowest  common  deno¬ 
minator  of  international  morality. 

It  has  also  been  suggested  that  it  is 
not  only  toe  media  mit  the  readers 
who  should  share  toe  blame,  for  it  is 
the  public  that  has  toe  appetite  for 
these  things:  so  what  is  an  ethical  tab¬ 
loid  editor  to  do?  Surely  this  nor  only 
negates  any  notion  of  individual  res¬ 
ponsibility.  let  alone  leadership,  but  is 
similar  to  arguing  that  public  execu¬ 
tions  should  never  have  been  banned 
because  there  was  always  a  crowd. 

Then  we  are  told  that  it  is,  in  any 
case,  technically  and  legally  impossi¬ 
ble  to  ban  this  material.  The  public  is 
asked  to  believe  tint  its  decent  in¬ 
stinct.  that  intrusive  photographs  of 
individuals  should  not  be  published. 


cannot  be  translated  into  law. 

If  all  these  arguments  fail,  1  suspect 
we  will  he  directed  from  lofty  heights 
to  believe  that  any  curtailment  of  the 
media  will  disturb  their  heroic  mis¬ 
sion  to  unearth  corruption  and  tyran¬ 
ny.  as  if  Parliament  is  not  capable  of 
legislating  for  both  a  freedom  of  infor¬ 
mation  Act  and  a  privacy  Acl 

Finally  toe  chestnui  erf  seif-regula¬ 
tion  will  be  dusted  down  and  paraded. 
The  Press  Complaints  Commission, 
which  1  would  describe  as  a  wholly 
owned  subsidiary  of  the  media,  may 
well  vie  for  the  tide  of  Britain’s  most 
supine  public  body,  occasionally  huf¬ 
fing  and  puffing,  but  wholly  discredi¬ 
ted' in  many  eyes. 

A  number  of  proprietors,  editors, 
columnists  and  paparazzi  themselves 
may  try  to  dominate  toe  public  debate 
in  defence  of  their  ftoanoal  interests. 
In  the  opposing  comer  will  be  public 
opinion  that  cries  out  for  a  greater  de¬ 
cency,  and  simply  cannot  stomach  the 
thought  of  photographers  clambering 
on  to  the  mangled  car  of  toe  dead  and 
dying. 

I  believe  that  Parliament  must 
listen  to  toe  people. 

Yours  sincerely. 

MALCOLM  WICKS. 

House  of  Commons. 

September  4. 


Intrusion  and  the  law  Fmm  MrPaul  Co™w 


From  Mr  S.  Cratwick.  QC 

Sir,  1  do  not  believe  that  a  law  of  pri¬ 
vacy  aimed  at  restraining  toe  activi¬ 
ties  of  the  paparazzi,  or  of  any  media 
employee,  would  not  be  effective.  To 
be  effective  it  must  be  directed  against 
toe  source  of  the  funds  which  makes 
unreasonable  intrusions  profitable:  in 
other  words,  the  publisher. 

Simon  Jenkins  (“No  law  could  have 
shielded  her".  September  1)  appears  to 
be  taking  the  view  that  if  perfection 
cannot  be  achieved  nothing  should  be 
done;  and  that  nothing  should  be  done 
if  it  cannot  be  effective  world  wide.  It 
is  true  that  many  members  of  toe  pub¬ 
lic  are  voyeurs.  But  many  of  us  are  not 
and  believe  that  such  as  Diana  should 
be  left  in  privacy  when  not  obviously, 
and  voluntarily,  "on  parade". 

He  writes  of  toe  difficulty  of  defin¬ 
ing  toe  criteria  by  which  to  distin¬ 
guish  publication  which  is  justified  by 
toe  public  position  of  toe  person  invol¬ 
ved  from  that  which  is  not  Merely  to 
state  the  requirement  in  those  words 
may  prove  sufficient  if,  as  with  libel, 
the  issue  is  left  to  a  jury.  As  an  issue  it 
is  no  less  capable  of  being  decided  by 
a  jury  than  "hatred,  ridicule  or  con¬ 
tempt".  The  risk  of  failure  should  not 
prevent  the  attempt  being  made. 

it  should  simply  be  provided  that 
an  action  will  tie  against  any  pub¬ 
lisher  who  publishes  in  breach  of  that 
requirement  and  the  jury  should  be 
given  power  to  award  unlimited 
damages.  As  with  defamation,  a  body 
of  case  (aw  would  be  built  up. 

If  the  publishers  fear  for  their  wal¬ 
lets  they  wiU  be  careful  what  they  pub¬ 
lish.  If -toe  paparazzi  have  no  market 
they  will  find  something  else  to  do.  In 
order  to  protect  those  who  cannot  af¬ 
ford  to  litigate  such  an  action  could  be 
made  one  supportable  by  legal  aid. 

Such  a  provision  would  not  directly 
inhibit  intrusive  activities  abroad,  but 
it  would  exclude  the  UK  market  and 
might  even  lead  to  the  development  of 
simitar  protection  of  privacy  else¬ 
where. 

Yours  faithfully. 

S.  GRATWICK, 

Greenmantie, 
fVkfiefd,  Sevenoaks.  Kent 
September  I. 


Sir,  Hard  cases  make  bad  law.  A  cli¬ 
che  but  true  nonetheless. 

The  outpouring  of  anti-media  feel¬ 
ing  in  the  wake  of  last  weekend's  trag¬ 
ic  events  in  Paris  is  as  inevitable  as  it 
is  understandable.  Let  us  not  pretend, 
however,  that  any  privacy  law  con¬ 
ceived  tn  toe  emotion-charged  after¬ 
math  of  Princess  Diana's  untimely 
death  could  be  anything  but  deeply 
flawed.  Beware  politicians,  and  oth¬ 
ers.  seeking  to  capitalise  on  a  nation's 
grief  with  posthumous  justification 
for  such  legislation.  Making  the 
People's  Princess  the  means  of  restric¬ 
ting  the  people's  right  to  know  would 
be  to  do  her  a  grave  injustice. 

Let  us  not  forget,  either,  the  tragic 
death  of  toe  companion  who  had 
brought  her  great  happiness  in  recent 
weeks,  Dodi  Fayed.  By  toe  cruellest 
irony  it  was  his  father  who  performed 
a  public  service  in  exposing  the  cor¬ 
ruption  and  venality  of  certain  politi¬ 
cians.  Draconian  privacy  laws  would 
almost  certainly  have  prevented  him, 
or  newspapers,  from  performing  that 
service  and  left  the  electorate  in  the 
dark. 

The  troth  is,  framing  privacy  laws 
that  properly  protect  prominent  fig¬ 
ures  and  ordinary  citizens  while  si¬ 
multaneously  protecting  genuine  in¬ 
vestigative  journalism  (whether  by 
broadsheet,  tabloid,  or  television) 
would  require  the  judgment  of  some¬ 
one  wiser  than  Solomon.  It  is  no  coin¬ 
cidence  that  Rrance.  with  toe  world’s 
toughest  privacy  laws,  has  spawned 
toe  most  ruthless  of  toe  paparazzi. 

In  toe  difficult  days  ahead,  there  is  a. 
great  deal  of  soul-searching  to  be  con¬ 
ducted  by  both  the  media  and  toe  pub¬ 
lic.  The  legacy  of  this  awful  week 
could  yet  prove  to  be  the  natural  evo¬ 
lution  of  a  system  of  checks  and  balan¬ 
ces  between  the  media  and  the  public 
at  large. 

A  far.  far  better  memorial  to  a 
much-loved  and  media-wise  Princess 
than  sending  for  the  legislators. 

Yours  faithfully. 

PAUL CONNEW 

(Deputy  Editor.  News  of  the  World,  1989-93; 
Deputy  Editor.  Daify  Mirror,  199395; 
Executive  Editor,  Sunday  Mirror.  1995-96). 
34  Dorset  Square.  NW1, 

September  2. 


Dignity  of  sorrow 

borne  in  silence 

From  Lady  Lowry,  QC 

Sir,  My  generation  remember  a  shy 
young  Princess  broadcasting  to  toe 
Commonwealth  on  her  twenty-first 
birthday,  promising  to  dedicate  her 
whole  life  to  her  people  and  asking  for 
their  help  to  fulfil  this  promise. 

Through  sorrow  and  joy  Her  Maj¬ 
esty  has  kept  that  promise.  At  this 
most  difficult  time  have  we  not  failed 
her  by  not  understanding  how  her 
generation  was  taught  to  bear  grief 
with  dignity  in  silence? 

Yours  faithfully. 

BARBARA  CALVERT. 

158  Ashley  Gardens. 

Thirleby  Road.  SW1. 

September  5. 


A  little  distance 

From  Mr  Bruce  A  ndrews 

Sir.  The  death  of  Princess  Diana  is 
profoundly  tragic  hut  toe  response  of 
toe  press,  and  through  the  press  the 
public,  is  overblown  and  ephemeral. 

It  is  sad  char  toe  Royal  Family 
should  succumb  to  pressure  with 
hasty  departures  from  tradition.  It  is 
the  essence  of  our  royalty  that  it 
should  be  a  little  distant,  a  little 
different  from  other  mortals.  Royal 
tradition  should  only  be  abandoned 
after  slow  and  careful  consideration. 

Yours  sincerely. 

BRUCE  ANDREWS, 

4  Watford  Close.  Guildford.  Surrey. 
September  5. 

From  Mr  C/irirtopfter  Blum 

Sir.  One  of  the  most  common  reasons 
given  for  toe  outpouring  of  national 
grief  over  the  death  of  Diana,  Princess 
of  Wales,  is  that  "we  feel  we  actually 
knew  her".  It  is  a  bitter  irony  that  the 
reason  that  many  of  us  feel  this  is  al¬ 
most  entirely  due  to  the  enormous 
amount  of  press  intrusion  into  every 
aspect  of  her  life. 

Yours  faithfully. 

CHRISTOPHER  BLUM. 

218  Ladbroke  Grove,  WIO, 


Floral  tribute 

From  Sister  Julian  Falkus.  OSB 

Sir,  Of  course  the  money  spent  on 
flowers  in  remembrance  of  Princess 
Diana  could  have  been  given  to  chari¬ 
ty.  as  Peter  Rushforth  suggests  (letter. 
September  3).  but  flowers  are  the  sign 
of  love.  1  refer  Mr  Rushforth  to  Mary 
of  Bethany,  who  poured  out  a  huge 
amount  of  priceless  ointment  over 
Christ  before  his  death.  She  was  to  be 
remembered  for  this  for  all  time  (John 
xii.  1-8).  The  scent  filled  the  entire 
house,  just  as  the  beauty  and  scent  of 
those  flowers  must  fill  the  air. 

There  will  always  be  charities  to 
support  but  only  this  chance  to  show 
such  a  tangible  sign  of  corporate  love. 

Yours  sincerely. 

JULIAN  FALKUS. 

St  Mary's  Abbey,  Stanbrook, 

Callow  End.  Worcestershire. 


Sunday  observance 

From  Mr  Rhodri  Howell 

Sir.  It  is  a  sad  reflection  on  our  society 
today  thar  so  many  high  street  shops 
will  be  dosing  for  Diana  on  Saturday, 
but  not  for  God  on  Sunday. 

Yours  faithfully, 

RHODRI  HOWELL, 

32  Northampton  Street.  Cambridge. 
roJ  JfJ06@  ft  ermes.  cotruac.  u  k 


Thoughts  on  a  solid  and  lasting  tribute  to  the  Princess 


From  Mr  A.  I.  C.  Black 

Sir,  The  Diana,  Princess  of  Wales 
Memorial  Fund  is  only  a  partial  solu¬ 
tion,  as  it  has  no  physical  presence  by 
which  people  may  remember  her. 

I  would  like  to  see  a  Garden  of 
Remembrance,  which  all  could  visit 
and  which  would  commemorate  toe 
good  causes  which  she  made  her  own. 

The  location  for  such  a  garden 
seems  ready  made:  Hyde  Park.  The 
area  of  toe  park  near  Speaker’s  Cor¬ 
ner  would  benefit  enormously  from  a 
feature  such  as  this. 

It  would  be  a  permanent  reminder, 
not  least  for  toe  Princes,  of  toe  affec¬ 
tion  that  their  mother  commanded 
from  toe  people. 

Yours  faithfully. 

A.  I-  C.  BLACK, 

18  Bridle  Road. 

Shirley,  Croydon,  Surrey. 

September  3. 

From  Sir  Hugh  Leggatt 

Sir.  May  I  suggest  that  the  Govern¬ 
ment  should  commission  a  statue  of 
Diana,  Princess  of  Wales,  on  the  ad¬ 
vice  of  the  National  Portrait  Gallery 
and  toe  Royal  Fine  Art  Commission. 

It  could  perhaps  be  erected  in  the 
Green  Park  and  subscriptions  should 
be  limited  to  ElOper  person. 

Yours  faithfully, 

HUGH  LEGGATT, 

21  Rue  du  Lac, 

CH-1800,  Vevey,  Switzerland. 
September  3. 

From  Mr  Patrick  Grattan 

Sir,  These  last  few  days,  with  The 
Mall  and  Constitution  HUI  dosed,  it 
has  been  a  magnificent  sight  to  see 
thousands  of  people  on  foot  enjoying 
the  united  space  of  St  James's  l%rk. 
The  Mall  and  Green  Park. 


Perhaps  it  would  be  a  fitting  res¬ 
ponse  to  make  them,  with  Birdcage 
Walk  and  Horse  Guards  Road,  per¬ 
manently  closed  to  traffic,  At  a  stroke 
it  would  create  as  fine  a  large  central 
open  space  as  any  in  the  world,  sur¬ 
rounded  by  great  buddings,  to  the 
benefit  of  London.  Londoners  and 
visitors. 

Yours  sincerely, 

PATRICK  GRATTAN. 

12  Woodstock  Road,  W4. 

September  3. 

From  Mr  John  B.  D.  Armstrong 

Sir,  The  Diana,  Princess  of  Wales 
Memorial  Fund  could  be  used  to  com¬ 
mission  a  replacement  for  toe  Royal 
Yacht  Britannia,  to  be  named  The 
Princess  Diana. 

The  Princess  has  been  described  by 
many  as  toe  United  Kingdom's  great¬ 
est  asset  What  better  way  to  perpetu¬ 
ate  her  memory  than  a  magnificent 
vessel  dedicated  to  her  visiting  all 
parts  of  toe  kingdom  and.  in  time,  toe 
world. 

It  would  also  be  fitting  for  Prince 
William  eventually  to  visit  his  subjects 
in  a  vessel  bearing  his  mother’s  name. 

Yours  sincerely. 

JOHN  B.  D.  ARMSTRONG. 
Rockhaven, 

7  Brampton  Road,  Bangor,  Co  Down. 
Septembers 

From  Mr  John  Wilbraham 

Sir.  If  toe  Victoria  Cross  can  be 
awarded  posthumously  for  valour, 
why  cant  toe  Order  of  Merit  be 
awarded  posthumously? 

Yours  sincerely, 

JOHN  WILBRAHAM. 

West  Cottingwfth  Hall. 

Thorganby.  North  Yorkshire. 
September  4. 


From  Mrs  Ann  Harris 

Sir.  Why  not  rename  Kensington 
Gardens  the  Princess  of  Wales  Gar¬ 
dens?  Pterhaps  tins  would  also  be  an 
appropriate  setting  for  a  statue. 

Yours  faithfully, 

ANN  HARRIS. 

Blue  Waters.  The  Glebe. 

Studland.  Swanage,  Dorset. 
September  4. 

From  Mr  George  Hartshorn 

Sir,  Forget  toe  plastic  Millenium 
Dome,  and  use  the  £750  million  to 
fond  a  Diana  Spencer  Memorial  Hos¬ 
pice  Trust  whose  first  action  could  be 
to  buy  toe  uninhabited  Altoorp  House 
and  convert  it  into  toe  world’s  finest 
hospice  —  the  first  of  several  around 
the  UK. 

Such  a  tribute  would  be  a  fitting 
start  to  a  new  caring  centuiy.  and  we 
could  at  least  finish  toe  old  one  with 
hope. 

Regards, 

P.  G.  HARTSHORN. 

Appledown.  Church  Hill, 

Bad  by.  Daventry,  Northamptonshire. 
hartshom@radstone.co.uk 

From  Mr  Russell  TWfrfc 

Sir,  Perhaps  an  appropriate  way  to  re¬ 
cognise  the  international  impact  of 
Diana,  Princess  of  Wales,  would  be  to 
rename  London’s  Heathrow  Airport 
after  her. 

There  are  many  precedents  for 
naming  airports  after  outstanding  in¬ 
dividuals  in  her  beloved  America,  in¬ 
cluding  Kennedy  and  Dulles,  as  well 
as  Charles  de  Gaulle  in  the  city  where 
she  died. 

Yours  etc, 

RUSSELL  TWISK. 

The  Old  Bam,  £ast,Harting, 

Nr  PetCTsfield, -Hampshire. 
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SOCIAL  NEWS 


BEN  CURDS 


Lincolnshire 

lieutenancy 


The  following  have  been  appointed 
Deputy  lieutenants  for  Lincoln¬ 
shire; 

Mr  D.K.  Baiter.  Lady  Benton 
Jones;  Lady  Bruce-Gaxtlyrie;  Mr 
RJ.  Epton:  Mr  J.F.  Fane;  Mr  FA. 
Flear.  Major-General  R.EJ. 
Gerrard-Wright;  Mrs  V.M. 
Petnfer,  Mrs.  Z.M  Scotey.  Mr 
AAF.  Terry,  Brigadier  EJ.W. 
Waiter. 


Legal  appointments 


Mr  Lawrence  Antony  Collins,  QC. 
and  Mr  Arthur  Leslie  Marriott, 
QC  have  been  authorised  by  die 
Lord  ChanodJor  to  sit  as  Deputy 
high  Court  Judges  with  immediate 
effect.  They  are  the  first  solicitors 
to  be  so  authorised. 


Dinner 


Etigiisit-SpraUdug  Union 
Sir  Richard  Eyre;  Director  of  the 
Royal  National  Theatre,  was  the 
guest  of  honour  and  speaker  at  the 
opening  dinner  of  the  English 
Speaking  Union's  1997  Cultural 
Seminar  held  last  night  "ar  Dart¬ 
mouth  House.  Ba.ro  ness 
Brigstocke,  chairman,  presided. 


Appointments 


The  Rev  Michael H.  T&yfor,  Direc¬ 
tor  of  Christian  Aid,  to  tie  Prest 
dent  of  the  SeUy  Oak  Colleges  in 
Birmingham  from.  January  1. 1988. 
Mr  Christopher  Brawn.  Head¬ 
master  of  Norwich  School,  has 
become  Chairman  of  die  Choir 
Schools*  Association,  in  succession 
to  Mr  John  Baxter,  Headmaster  of 
Wells  Cathedral  School.. 


School  news 


Epsom  College 

The  Michaelmas  Term  begins  on 
Sunday.  September  7.  with  660 
pupils  at  the  College.  We  welcome 
the  second  year  or  girls  starting  at 
13,  as  the  College  moves  to  full  co¬ 
education.  Mr  Michael  Horrocks- 
Taylor  takes  over  as  Housemaster 
of  Carr  House  on  die  retirement  of 
Mr  Eric  Huxter.  and  Mr  Graeme 
Lodge  as  Housemaster  of 
Crawfurd  House,  on  the  retire¬ 
ment  of  Mr  Keith  Douglas.  The 
new  statue  of  St  Lute  will  be 
dedicated  by  the  Bishop  of  Win¬ 
chester  on  Saturday.  November 
29.  The  Head  of  School  for  die 
term  will  be  Giles  Tongue. 
HeathfieJd  SchooL 
Ascot 

Term  begins  today  at  Heath  field 
with  Zoe  Firm  in  as  Head  Girl  and 
Viktoria  Lewis  as  Deputy  Head 
Girl.  Major  Academic  Scholar¬ 
ships  for  VIdi  Form  *A*  Level 
studies  have  been  awarded  to 
Venetia  We  I  by  and  Francesca 
Yarde  Buffer.  The  VI  th  Form  Art 
Scholar  is  Marumi  Nakamura.  A 
VIdi  Form  Science  Exhibition  has 
been  awarded  to  Zoe  Frnmin  and  a 
VIdi  Form  Modem  Languages 
Exhibition  to  Emily  Sandys.  An 
Academic  Exhibition  on  entry  to 
Form  f  has  been  awarded  to  Emily 
PBteraon-Morgan  (Garden  House. 
London)  and  an  Art  Scholarship  to 
Natapa  Sriyuksiri  (Godstowe 
School.  Buckinghamshire).  Assess¬ 
ment  Day  for  September  1998 
entrants  will  take  place  an  Sat¬ 
urday.  October  IS.  Further  details 
may  be  obtained  from  the  Reg¬ 
istrar  (01344  882955).  Enquiries  for 
entry  to  the  Sixth  Form  in  Septem¬ 
ber  1998  should  also  be  made  to  the 
Registrar.  There  will  be  perfor¬ 
mances  in  school  of  Lark  Rise  on 
November  19,  20.  21  and  22,  ar 
7.45pm.  St  Nicholas*  Staffs  will  be 
held  in  die  Sports  Hall  on  Sat¬ 
urday.  November  29.  from  130pm. 
Parents,  Ok)  Girls  and  friends  of 
the  school  are  very  welcome  to 
attend. 


King’s,  Bruton 

Term  starts  at  King’s  School  an 
Monday.  September  8.  Daniel 
Brinen  {All  Hallows  School)  is 
Head  of  School  Mr  J.  Roebuck  is 
Housemaster  of  New  House.  Mrs 
Maty  Tyndall  will  officially  open 
Arion.  the  new  Junior  Girls 
House;  at  -2.00pm  on  Friday. 
October  3.  An  Open  Day  wiff  be 
hdd  cm  Saturday.  October  4.  The 

Bishop  Bath  and  Wells  will  take 

the  Confirmation  Service  on -Sat¬ 
urday,  November  15.  Term  ends 
with  the  Card  Service  on  Friday, 
December  12.  ’ 

Terra  Nova  School 
Terra  Nova  celebrates  the  100th 
Anniversary  of  .its  foundation  in 
September  1997.  Regular 'events 
throughout  die  academic  year  will 
mark  the  Centenary  which  will 
terminate  with  a  Ball  to  be  held  at 
the  school  on  Friday,  July  10, 1998. 
Any  old  Terra  Novans.  parents, 
friends  or  associates  who  would 
Hke  a  programme  of  events  are 
invited  to  contact  The  Headmaster. 
Robin  Lewis  at  Terra  Nova  SchooL 
JodreO  Bank,  Holmes'  Chapel 
Cheshire.  CW4  8BT.  TeL  01477 
571251,  Hue  01477  571644  Email; 
tenanovaflargoneLoo.uk 
Whitgift  School 

Michael  mas  Terra  began  on 
September  3  and  ends  on  Decem¬ 
ber  12.  Mr  Michael  Gibbons  joins 
the  staff  as  Second  Master.  Jona¬ 
than  Wordsworth  is  the  Captain  of 
School  Open  Moping  for 
prospective  parents  is  on  Sat¬ 
urday.  October  II,  from  laQOam  to 
1230pm.  The  London  Mozart  Play¬ 
ers.  Whitgift  Associate  Musicians, 
will  hold  a  Masterclass  for  Brass 
on  September  23.  Julian  Bream 
will  be  performing  in  Big  School 
on  Saturday.  November  8,  gt  7.30pm 
(tickets  available  from  die.  School 
Office).  Guys  8  Dolls  will  be 
perfonned  on  December  4 45.  For 
details  of  Arts  Evems  please  tele¬ 
phone  0181 688  9221 
Whitgift  School  is  a  registered 
charity  (No  312612). 


Anniversaries 


TODAY 

BIRTHS:  Marie- Joseph,  Marquis 
de  Lafayette,  statesman  and  sol¬ 
dier,  Chavagnac.  France,  1757: 
John  Dalton,  chemist  and  physi¬ 
cist.  Engies field.  Cumbria,  1766; 
Sir  Walford  Davies,  composer, 
Oswestry,  Shropshire.  1869;  John 
James  Madeod,  physiologist,  pio¬ 
neer  of  insulin.  Nobel  laureate 
1923.  New  Cluriie.  Tayside,  1876; 
Sir  Edward  Appleton,  physicist, 
Nobel  laureate  1947,  Bradford, 
1891 


DEATHS:  Jean  Baptiste  Colbert, 
statesman,  Paris,  1683;  George 
Alexander  Stevens,  dramatist  and 
song  writer.  BaJdodc,  Hertford¬ 
shire.  1784:  King  James  II.  reigned 
1685-88,  St  Germains,  France,  1701: 
Arthur  Rackham.  illustrator, 
Surrey.  1939;  Gertrude  Lawrence, 
actress,  New  York,  1952;  Hendrik 
Verwoerd,  President  of  South  Af¬ 
rica  195866.  assassinated.  Cape 
Town,  1966. 

The  Great  Fire  of  London  was 
finally  extinguished,  1666; 

The  first  British  telephone  ex¬ 
change  opened  in  Lombard  Street. 
London.  1879. 

The  kingdom  of  Swaziland  in 
Southern  Africa  gained  its  in¬ 
dependence,  1968. 


TOMORROW 

BIRTHS:  Queen  Elizabeth  f, 
reigned  1558-1603,  Greenwich  Pal¬ 
ace.  1533:  Samuel  Wilberibroe, 
Bishop  of  Winchester  1869-73, 
Clapham.  1805:  WJDiam  Butter¬ 
field,  architect,  London.  1814:  Sir 
Henry  CampbeU-Banhennan. 
Prime  Minister  19C&08.  Glasgow, 
1836:  Dame  Edith  SttwnJ.  poet, 
Scarborough,  1887; -Simon  Mariks, 
Baron  Marks  of  Broughton,  retail 
trade  leader. '  Leeds.  1888:  Laura 
Ashley,  designer.  Merthyr  Tydfil 
1925;  Buddy  Holly,  singer  and 
songwriter,'  Lubbock.  Texas,  1936. 
DEATHS;  Catherine  Parr,  sixth 
wife  of  King  Henry  VW,  Sudeley 
Castle.  Gloucestershire:  1548;  Wil¬ 
liam  Holman  Hunk  painter,  mem¬ 
ber  of  the  -  pre-Raphaelite 
Brotherhood.  London,  1910;  C.B. 
Fry.  sportsman.  London,  1956. 

The  Russians  were  defeated  by 
Napoleon's  forces  at  die  Battle  of 
Borodino,  1812. 

Grace  Darling  and  her  father 
rescued  survivors  of  the  steamer 
Forfarshire  off  the  Fame  Islands, 
1838. 


Church  services  are  cm  the 
Faith  page  in  the  Weekend 
section  (Page  16) 
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possible,  as  part  of  the  museum’s  Great  Court  project  to  be  comr 
has  a  diameter  of  140ft,  larger  than  St  Paul's 


Pelert,  Rome 


Looted  Kabul  treasures 
will  be  returned 


By  Norman  Hammond,  archaeology  correspondent 


UNIQUE  antiquities  from  the 
looted  Kabul  museum  in  Af¬ 
ghanistan  have  been  recov¬ 
ered  by  a  cultural  organi¬ 
sation  in  neighbouring 
Pakistan.  They  will  be  re¬ 
turned  to  Kabul  when  stability 
returns  and  the  museum  is 
rebuilt 

Among  the  objects  recov¬ 
ered  are' six  classical  plaster 
medallions,  part  of  the  legacy 
of  Alexander  the  Great  in 
Central  Asia,  and  stone  seals 
documenting  trade  4,000 
years  ago.  They  have  been 
acquired  by  the  Society  for  the 
Preservation  of  Afghanistan’s 
Cultural  Heritage  (SPACH), 
set  up  by  Nancy  Dupree,  an 
archaeologists  who  spent 
many  years  in  Kabul. 

"Kabul  Museum  used  to 
have  about  50  plaster  medal¬ 
lions.  taken  from  the  central 
discs  of  classical  Greek  silver 
salvers.  They  were  part  of  the 
Begiam  Treasure,  found  in 
1939  at  die  summer  capital  of 
King  Kanishka,  a  Kushan 
monarch  of  the  2nd  century 
AD.”  Ms  Dupree  said. 
Begram  is  35  miles  north  of 
Kabul,  and  its  air  base  bas 
been  the  scene  of  bitter 
fighting. 


“Many  of  the  Hellenistic 
and  early  Roman  originals  of 
these  plaster  replicas  have 
never  been  found:  the  plasters 
were  made  in  the  1st  century 
AD  as  a  way  of  replicating 
Mediterranean  silverware  in 
Central  Asia.”  said  Ms 
Dupree,  adding  that  they  had 
been  recovered  “after  several 
months  of  hard  bargming”. 

The  Pakistani  city  of  Pesha¬ 
war,  at  the  south  end  of  the 
Khyber  Pass,  is  the  centre  of 
the  trade  in  archaeological 
objects  smuggled  out  of  Af¬ 
ghanistan.  Among  the  other 
objects  recovered  were  two 
stone  seals,  originally  excavat¬ 
ed  at  Shortugai  on  die  Oxus 
(Amu-Darya)  river  cm  the 
borders  of  die  former  Soviet 
Union. 

The  Shortugai  seal  pro¬ 
vides  rare  material  evidence  of 
trade  between  northern  Af¬ 
ghanistan  and  the  Harappan 
civilisation.”  Ms  Dupree  said. 

Both  genuine  and  forged 
Bactrian  documents,  the  for¬ 
mer  looted  from  ancient  sites 
in  northern  Afghanistan,  have 
appeared  on  die  London  an¬ 
tiquities  market,  according  to 
Professor  Nicholas  Sims-Wil- 
liams  of  London  University. 


Weekend  birthdays 


TODAY: 

The  Right  Rev  John  Bickerswth. 
former  Bishop  of  Bath  and  Wells, 
76;  Mr  B.G.  Booth.  Vice-Chan¬ 
cellor,  University  of  Central  Lan¬ 
cashire.  55;  Mr  Sherban 
Cantacurino,  former  secretary, 
Royal  Fine  Art  Commission,  69; 
Sir  Derman  Christopherson,  FRS, 
former  Vice-Chancellor.  Durham 
University,  82. 

Mr  Tim  Henman,  tennis  player. 
23:  Sir  Andrew  Hugh  Smith, 
former  chairman.  London  Slock 
Exchange.  66;  Sir  John  Johnson, 
former  chairman.  Countryside 
Commission  and  former  diplomat. 
67;  Mr  Roger  Knight,  secretary. 
MCC  SI;  Sir  Colin  McColL 
former  diplomat,  65;  Mr  George 
Mann,  former  chairman,  TCCB, 
80.  Miss  Monica  Mason,  balle¬ 
rina,  56.  Lord  O'Hagan.  52:  Sir 
Peter  Pain,  former  High  Coart 
judge.  84;  Sir  James  Stubblefield. 
FRS,  geologist.  96;  Mr  J.R.C. 
Young,  farmer  rugby  player  and 
former  chief  executive  Securities 
and  Investments  Board.  60. 


Roger  Law,  satirist  and 
puppeteer,  is  56  today 


chief  executive,  European  Parlia¬ 
mentary  Labour  Party.  4&  Lord 
Jenkm  of  Roding,  71;  Mr  Elia 
Kazan,  author,  producer  and 
director,  88:  Mr  Justice  Ian  Ken¬ 
nedy,  67. 


TOMORROW: 

Mr  John  Baxter,  Head  Master. 
Weds  Cathedral  SchooL  58;  Major 
Sir  William  Wrixon-Becher,  82; 
Professor  Malcolm  Bradbury,  nov¬ 
elist,  65;  Lord  Charteris  of 
Amis  field.  84;  Mr  Kevin  Curran, 
cricketer,  38;  Mr  J.  Paul  Getty,  II. 
KBE.  philanthropist,  65;  Mr  Peter 
GilL  stage  director.  58;  Mr  Chris¬ 
topher  Green,  former  chief  exec¬ 
utive.  English  Heritage,  54;  Miss 
M.G.  Hampshire,  former  Prin- 
dpaL  Cheltenham  Ladies’  College. 
79;  Miss  Dianne  Hayter,  former. 


The  Marquess  of  Londonderry.  60: 
Sir  Douglas  Lovelock,  former 
chairman,  HM  Board  of  Customs 
and  Excise.  74;  Professor  Sir  Brian 
Pippard,  FRS.  physicist.  77;  Mr 
Gordon  Richards,  racehorse 
trainer.  67;  Mr  Michael  Robbins, 
former  president  Society  of  Anti¬ 
quaries  of  London.  82;  Sir  Neil 
Shields,  former  chairman.  Com¬ 
mission  for  the  New  Towns,  78: 
Judge  A.  Simmons.  61;  Mr  Andrew 
Stone,  joint  managing  director. 
Marks  &  Spencer.  55;  Air  Marshal 
Sir  John  Whitley.  92;  Mr  Bruce 
Yanfley.  cricketer,  50. 


Church 


news 


Appointments 

The  Rev  Christine  Challenger, 
Chaplain  (part-time  NSM).  South 
Tees  Community  and  Mental 
Health  NHS  Trust  (York):  to  be 
Vicar  of  Middlesbrough.  St  Chad 
(same  diocese). 

The  Rev  Valerie  Clarke.  Assistant 
Curate.  Sherbum-in-Ehnet  (York): 
to  be  Assistant  Curate  within  the 
Brayton  Team  Ministry,  with  spe¬ 
cial  responsibility  for  Thorpe  Wil¬ 
loughby  (same  diocese). 

The  Rev  Brian  Chave,  Bishop  s 
Staff  Officer  and  Diocesan 
Communications  Officer  (Her¬ 
eford):  to  be  also  Non -Residentiary 
Canon  and  Prebendary  de  More- 
ton  Magna  of  Hereford  Cathedral. 
The  Rev  Colin  Cheeseman,  Chap¬ 
lain,  HM  Prison,  Wealston  (York); 
to  be  Priest-in-Charge.  Tockwith 
and  Bilton  with  Bickerton  (same 
diocese). 

The  Rev  Richard  Clarkson,  Assis¬ 
tant  Curate.  Sunnyside  with 
Bourne  End  (St  Albans);  to  be  also 
Rural  Dean  of  Berkhamsted  (same 
diocese). 

The  Rev  John  Clamper,  Team 
Rector.  East  Darlington  Team 
(Durham);  to  be  Vicar,  Fenham,  Sr 
James  and  St  Basil,  (Newcastle). 
The  Rev  Robin  Davit],  Assistant 
Curate  (NSM).  Crayke  w 
Brandsby  and  Yearsley  (York);  to 
be  half-time  stipendiary  Priest-in- 
Charge  of  the  benefice  (same 
diocese). 

The  Rev  Paul  Griffiths,  Priest-in- 
Charge  of  Tollerton,  St  Peter. 
Chaplain  to  the  Botes  Company 
and  Chaplain  to  Central  Television 
(Southwell);  to  be  also  Diocesan 
Adviser  on  Industrial  Society 
(same  diocese). 

The  Rev  Richard  Hayes.  Senior 
Curate.  Downend,  Christ  Church 
(Bristol);  to  be  Vicar,  Gravesend,  St 
Mary  (Rochester). 

The  Rev  William  Hedley,  Vicar, 
Norton  (York);  u>  be  Curate. 
Newbum  with  special  respon¬ 
sibility  for  Throddey  (Newcastle). 
Canon  Paul  Jofason.  Vicar. 
Seoham  w  Seaham  Harbour  (Dur¬ 
ham):  to  be  Vicar.  Pimlico,  St 
Saviour's  (London). 

The  Rev  Nicholas  Jones,  Curate, 
Cambridge.  Holy  Trinity  (Ely);  to 
be  Group  Vicar,  Fulboum  w  Great 
Wilbraham  and  Six  Mile  Bottom 
and  also  Chaplain.  St  Bede  s 
SchooL  Cambridge  (same  diocese) 
The  Rev  Dian  Leppington,  Indus¬ 
trial  Chaplain  (Ripon);  to  be  Chap¬ 
lain,  University  of  Teesside  (York) 
The  Rev  David  Ritchie,  Team 
Vicar.  Becontree  West  Team  Min¬ 
istry  I  Chelmsford):  to  be  Team 
Rector  of  the  Becontree  West  Team 
Ministry  (same  diocese). 

The  Rev  Dr  John  Put,  Priest-in- 
Charge.  Harston  w  Hauxton  (Ely); 
to  be  also  Priest  in  Charge  of 
Newton  (same  diocese). 

The  Rev  Dr  Ronald  Saunders, 
Chaplain,  Morden  College. 
Blackheath,  London  (Southwark); 
to  be  Master  Of .  Wyggeston’S 
Hospital.  Leicester  (Leicester). 

The  Rev  William  Scott,  Vicar.  St 
Mary  s.  Bourne  Street  (London):  to 
be  also  Priest-in-Charge,  Pimlico, 
St  Barnabas  (same  diocese). 

The  Rev  David  Shepherd,  Vicar. 
Leasowe  (Chester);  to  be  Vicar, 
Oxhey  St  Matthew  (St  Albans) 

The  Rev  Gillian  South,  Curate, 
Morpeth  (Newcastle);  to  be  Vicar, 
Amble  (same  diocese). 


Forthcoming 


t 


marriages 


Mr  J.M.  Banks 

and  Mias  S  J.  Bryan  _ 

between  Jeremy,  elder  naftt 

Revd  Canon  and  Mrs 
Banks,  of  !«»«; Segue, 
daughter  of  Captain  and  Mrs  Peter 
Bryan,  of  Walberton.  West  Sussex. 

Dr  A.C.W.  Duncan 

and  Miss  E.F.  WooBer  _ 

The  engagement  is  announced  ■ 
between  Alexander,  youngest  son 
□f  Mr  and  Mrs  Alan  Duncan,  of 
Beckenham.  Kent,  and  Eleanor  - 
elder  daughter  of  Mr  David 
WooUer  and  the  late  Mrs  Eleanor 
Woofler.  of  Bingley.  Yorkshire.  , 
Mr  I-  Snell 

and  Miss  S.  EWerkm  .  . 

The  engagement  is  armomced^ 
between  Ivan,  elder  son  of  Mr  and 
Mrs  Francis  Snell,  of  Haylmg ; 
Island,  and  Sue.  daughter  of  die. 
late  Mr  Ian  Elderidn  and  of  Mrs 
Pam  Elderidn.  of  Kings  Langley.  - 


Mr  AJ.  Strong  _ * 

and  Miss  L.M.  de  Couny-Irdand  • 
The  engagement  is  announced., 
between  Antony,  younger  sot  op 
Mr  and  Mrs  R.A.  Strong,  or- 
Steyning.  West  Sussex,  and; 
Louisa,  daughter  of  Captain  and* 
Mrs  H.G.  de  Ovrcy-lreland,  o£ 
Eastleach,  Gloucestershire. 


Marriage 


Judge  P.N.R  Clarit  > 

and  Judge  J.  Davies  -*  : 

The  marriage  took  place  on*1* 
September  5,  between  Paul  Clark  ^ 
and  Jackie  Davies,  at  Kirkby 
Overblow,  North  Yorkshire. 


Latest  wills 


Erty  Moss:,  of  Wimbledon,  London 
left  estate  valued  at  E2J44.494" 
net 


Anne  AtfaekL  of  London  NW4.  left, 
estate  valued  ai  El. 762,668  neL 
She  left  £5.000  to  Hammerson 
House  tor  the  Eldertr.  Bishops-. 
Avenue.  London  N2,  and  Cl.OOO 
each  to  Jewish  Blind  and  Physically. 
Handicapped  Society.  Nightingale. 
House  tor  Aged  Jews.  MIND,  British , 
Empire  Cancer  Campaign.  Jewish 
Board  of  Deputies.  Leo  Baecto 
College.  Jewfsh  Philanthropic 
Assocfadon  for  Israel  and  ih& 
Middle  East  and  the  Anglo  Jewish . 
Association. 


& 

Her*-; 

W' 


Douglas  Critchky,  of  London 
SW19,  left  estate  valued  at 
£1.724326  neL 

He  left  shares  In  his  residuary  estate 
to  such  charity  or  charities  as . 
decided  by  his  executors. 

Jeanne  Clementine  Dickinson  of 
Bath.  Somerset  left  estate  valued 
at  El  .088380  neL 

Among  her  bequests  she  left  £2.000  - 
to  the  PDSA.  and  £500  to  the- 
Donkey  Sanctuary.  Sid  mouth,  and 
to  St  John's  Roman  Catholic 
Church.  South  Parade.  Bath-  She 
also  lefts ban.^  In  her  residuary' 
estate  to  the  RSPCA.  Bath  branch, 
and  the  imperial  Cancer  Research 
Fund. 


Alan  Laurence  Gibwn.  of  London 
NW1I,  left  estate  valued  ar 
£1.104.289  no. 

He  left  £5 POO  to  St  Maries  Church, . 
Hamilton  Terrace,  NWS.  and  £2500 
to  the  National  Society  for  Cancer- 
Relief  and  Age  coheem.  - 


Anthony  Philip  Hopkins,  ofr. 
London  NWS,  left  estate  value  al- 
£1.086,436  neL 


David  Kesler-Dodgsou,  of- 
Ogmore.  Brigend.  left  estate  val-,. 
uod  at  £1,077,385  net 


Bob  Hoskins  and  Cathy  Tyson  in  Mona  Lisa 


Neil  Jordan  prefers  shooting 
a  film  to  receiving  awards 

IN  AMERICA  Nefl  Jordan^  new  film,  Mona 
Lisa,  is  doing  business  as  if  it  is  the  only  movie 
in  town.  At  the  Cannes  Rim  Festival  it  collared 
the  Best  Actor  award  for  its  star  Bob  Hoskins. 
Without  the  deliberate  and  desperate  hype 
which  has  surrounded'  the  release  of  some 
recent  movies,  it  has  'generated  a  buzz  of 
universal  approval. 

Yet  die  film's  success  seems  to  have  taken 
everyone  by  surprise:  not  least  Hoskins,  who 
was  tending  his  London  garden  when  he  was 
urgently  summoned  to  Cannes,  flown  out  in  a 
private  jet  and  received  his  prize  with  soil  still 
Lodged  undo-  his  fingernails. 

Writer  and  director  Jordan,  at  least,  is  no 
stranger  to  accolades.  He  won  the  Guardian 
Fiction  Prize  in  1979  with  his  first  collection  of 
stories.  Night  in  Tunisia,  and  in  1982  his  first 
feature  film.  AngeL  made  him  the  Evening 
Standard’s  Most  Promising  Newcomer. 

This  is  a  business  where  you  have  to  have 
some  measure  of  success  because  otherwise 
people  wont  give  you  rnaney."  he  says.  “Bui 
fame  is  a  bad  thing.  It  turns  you  into  an  idiot," 
So  he  shuns,  as  far  as  possible:  the  commercial 
side  of  the  business,  where  he  is  least 
comfortable.  "The  best  part  is  just  working  — 


ON  THIS  DAY 


September  6, 1986 


Neil  Jordan’s  film  Mona  Lisa  earned 
Bob  Hoskins  the  Best  Actor  award  at 
Cannes  Film  Festival  and  brought  Us 
creator  high  praise.  Anna  Kythreotis 
interviewed  him. 


shooting  the  film.  I  don't  fed  alive  unless  I'm 
working." 

Jordan  has  the  anxious  look  of  someone  with 
an  imminent  dental  appointment:  it  added  an 
expression  of  vulnerability  to  the  large, 
generous  features  of  his  boyish  face.  His  voice 
is  soft,  his  accent  lyrical  and  he  has  a  habit  of 
having  sentences  unfinished. 

He  is  reticent  about  himself.  "I  was  bom  in 
Sligo.  1  was  broughr  up  in  Dublin.  I  live  in 
Bray  now.  I  got  into  movies  by  accident  —  most 
people  da"  He  is  36.  Involved  in  Irish  politic 
and  culture  (he  founded  the  Irish  Writers  Co¬ 
operative  in  1974).  he  has  made  an  effort  to  stay 
in  Ireland,  though  now  thinks  it  might  be  more 


practical  to  move  to  London  or  New  York. 

His  first  venture  into  cinema  was  as  creative 
consultant  to  John  Boorman  on  Excalibur.  He 
made  a  documentary  about  it  and  on  the 
strength  of  that  Channel  4  and  the  British  Film 
Institute  financed  Angel,  a  cogent  black  thriller 
set  against  the  contemporary  Irish  tragedy.  He 
went  on  to  make  The  Company  of  Wolves,  from 
the  story  by  Angela  Carter,  and  after  two  films 
was  acclaimed  as  just  about  the  most  talented 
and  imaginative  young  director  working  in  the 
British  cinema.  “I  was  always  obsessed  by 
movies  teit  I  .thought  they  were  made  by 
corporations  or  gods,  not  human  beings.  I 
never  thought  I  would  make  them." 

Mona  Lisa  (the  title  comes  from  an  ok)  Nat 
King  Cole  number,  used  as  the  theme  song), 
originated  from  Jordan's  desire  to  make  a  love 
story  about  an  extreme  situation.  "I  hadn't  seen 
one  that  moved  me  for  a  long,  long  time  — 
probably  not  since  Last  Tango  in  Paris.” 

Set  m  a  brilliantly  evoked,  almost  surreal 
(BuAuelian?)  London  of  plush  holds,  strip 
joints  and  streetwalkers,  the  film  charts  the 
friendship  between  the  squat  ex-con  (Hoskins) 
and  the  “tall,  thin,  black  tart”  (Cathy  TVson)  he 
is  employed  to  drive. 

It  is  an  actors'  showpiece,  and  has  served  to 
give  Jordan,  especially  in  the  United  States,  the 
reputation  of  an  actor's  director  . . . 
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BMDS:  0171  680  6880 
PRIVATE:  0171  481  4000 


PERSONAL  COLUMN 


TRADE:  0171  481  1982 
FAX:  0171  481  9313 


Tast  me.  Lord,  and  trj 
putting  my  heart  and  Bdnd 


to  the  proof;  for  poor  con¬ 
stant  love  is  before  my  eyes 
and  I  Un  byoa  fatthfnl- 


BIRTHS 


OBI.- On  August  29th  to  Sarah 
(nk  Wagon)  and  RtehaidL  a 
thntgtifr.  Sophie  ttefteoco. 


GOLDEN 

ANNIVERSARIES 


CAJN:HEYCOCK  On 

September  6th,  1947,  it  St 
David'*  Church.  Handy, 

Carmarthenshire,  Captain 

Dawson  Hiller  (Kon)  to 
Margaret  Anna.  Present 
nrtrtrner  Lt_  CoL  U  Mrs  DJL 
Rata.  26A  Western  Avenge, 
IrukiOBM  Park,  Poole, 


CAJtTWIBMmAY  -  On  6th 
September  1947  at  St 
Mary's,  BoteoH.  Klclmzd  Fas 
Cartwright  to  Kosamary 
Magdalen  Bray.  Present 
address  5  Old  Viearage 
Close,  Ida,  Exeter. 


DEATHS 


BRIER  LEY  -  Nick.  Beloved 
husband  of  wnu  and  father 

Of  WrUh^  JnKwny  anri  BOSSp 

nrach  hnred  by  Imilty  and 
many  frisnds,  suddenly  «* 
hone  on  Monday  September 
1st  1997.  Fimexal  Service  on 
Tuesday  September  9th  at  St 

George*  Church.  Thrtpiow  at 
12  noon.  No  dowers  hot 
donations  to  National 


sent  to  B.  Starnes  hwnl 

Directors,  -46  Moorfleld 

Road.  Diuford.  Cntab*.  Tak 
OmS  833443. 


DEATHS 


BEAU  FORT-JO  NEK  -  B 

Wcbul  DaUantalp  *f"" 


Uxfld  for  that  which  he 

bettered  tn.  we  loved  him. 


CHANCE  -  On  Wednesday 
September  3nl  pescafaBy  fat 

hospital,  Derek,  greatly 

loved  father  of  See,  GOlr  and 

Ray. 


Funeral  at  St  Unry’s, 

Fontington  at  3pm  on 

Thursday  September  11th. 

No  dowers  please,  bnt 
dcnstkms  if  rtsrtwd  to  The 


EASraRBOOK  -  ~~ liTnnhsi 
Laurence  Frank  on 
September  1st  1997, 
»adflsnlr.»t  home  In  Tdmlcy 

St-  Martin  aged.  59 

Foetal  service  at 

St-  Martha  Chase*, 

on  Wednesday  Sei 

lOtb  at  11.30am.  Family 

to  the  Golf  Fovmdatfcnb  — t 

be  sent  to  Farthing, 

smatomn  A  asetinprsa}. 

nSm-  ^ 


FRANKUN-OnSch: 

peocefoUy  in  ha 


with  can 

Franklin 


•r  Inge  Both 
of  Droves*. 


wife  of  Brian  and  much 


Brltta  and  sister  -at  mu. 

Funeral  ar  12  nooa  on 

Ttauahr  lift  September  et 

Xollestons  Church, 

_ ■  to  ns. 

ShexpoUL  ‘ 

HOOAR1H-  _  _ 

7A  yean  at  Asktr-Fira. 
Cuflran,  Dnmbartoushite 
on  thg  4th  Sepfibec  1997. 
Service  at  Cardxoss 
Crematorlnm  m  Iftflk 
September  at  1.30pm  and 
afterwards  at  Mulzhota, 


iCMacfeayJof 

North  Wootton,  Shepton 

linilst,  Somereet.  foemady 

4thw^5dm^SJ3S 

Sven  (Johny,  devoted  motr 


loved 


L  gtandiBothet. 

1  Rstez's  Cfantoh, 

North|isj  Wootton,  ^ 

only,  dou^M^or  The 

Friends  Bntletgh  Hospital 

.  may  b*  sent  to  WJ.  Trotman 


Somerset.  Teh  (01749} 


SEYMOUR -Ursula Diana  Duke 

Sad*  Dake- Woolley)  of 

tandlalce.  Ox  on.  Passed 
awoy  saddenly  bnt 
peacofuUy  in  the  JJL  IX 
HoepUal,  Oxford  on  3rd 

SopMaAer  1997.  Beloved 

mother  ef  Ddhavn. 

Devoted  grandmother  of 

Daahtal  and  sister  to  lout 


•O  take  place  at  St  Mary 
Magdalen  Church, 


nr  Septe 
-lOth  1997  at.ZjaOpm. 
Woweca  to  the  chinch  please 

-or  demwlmw  If  dashed  for 

Bo  be!  Moose  Hospice  c/o 

Grees  fcOx.  Z1  EUgfi  Street. 

EVnaham.  Oxon  QX8  IKE. 


-  Jeasthan  aba}  died 
in  Sydney,  Australia,  on 
■Mtaimi  Septesaber  ls^aged 
S3.  Boa  of  the  late  Bev.  John 
WSkaS  ■*«>*  y—  hnshswtl  of 
jennl  and  father  of  Edwlna. 

Memorial  Service  at  Holy 

Triatty  Catosch.  Heref  oid.  on 

Bonday  September  14th  at 

dps*.  Enquiries  .to  Barley 

Brothers,  telt  (01432} 
272446. 


WILSON  ■  Sgu.  Ldr.  John 

Canon  Wilson  MBE  (retired} 

on  2nd  September  suddenly 

hot  peacefollyat  his  home 

In  Urdham,  west  Sum 

aged  80.  Dear  husband  i 

fothar  of  Clan,  John,  Bodney, 

Jane  and  Drew.  Funeral 

Service  at  Chichester 
Crematorium,  Tuesday 
September  9  th.  Family 

flowers  only  please,  hut 

^ffPBtfiwMi  if  dotted  to  tto 

RAF  Benevolent  Fond. 


INMEMORIAM  — 
PRIVATE 


BELL  -  Philip:  bom  on  6th 

September  1977;  killed 

mgk^rith  ttoev  other 

Sokhna,  llorpt.  on  4th 

May  1986.  May  Oufr  aoals 


may  tbe  campaign  of  the  Mta 

Diana  Prinresv  of  Wales  to 
ridthe  world  of  _  all 

be  eventually  successful. 


’ETnS 


ANNOUNCEMENTS 


POMKTH  WAY  SCHOOL  la  th*  I 

tog  nadMea  of  Said 

‘  OX81  8*7 


BIRTHDAYS 


>  1917.  A  happy  90Ut 
MttMav  turn  »H  to  ftatttr. 


SERVICES 


sag"* 


WANTED 


TICKETS  FOR  SALE 


cm,  Sonny,  en 

Upen.cmdmt, 


FOR  SALE 


MUSICAL 

INSTRUMENTS 


GIFTS 


12  Ccreertosc  Aom, 

£1300,  13  Csmstiaas  A  _ 

toriu  naflft  38  Ptseslu 

CIO 80,  24  Csnrtlaac  t  3E 

Prvvviac  OtfiO.  Carfl  ami  aw 

■*g»  lac.  La  Nnt,  VUmm 

TtUmvif.  St  Md naTm,  Cm 

•rr.  CL  Tel  01481  43082.  CCa 
Fax  01431  44013 


GIFTS 


A  MBIMMIB 

1997  h  .  ..  

0900  be  nhsL  Rmndjea 
ettaos  avefl  WJa  OlVlt*- 
412841  Sum  7  dsvs. 


FLATSHARE 


MMHBt  wjnWtj 

ar  aa  iu>  a  dHB 

Thl:  Oiai  397  1444 


Wl  Hijhk  Oak  Loft  tammy 

«PV  Oft,  «■  mniUn. 


ANNOUNCEMENTS 


THE  HOUSE 


laoMrCbeZa. 
Regent's  Path 
London  NW1 


GARDEN  OPEN 

12  noon  to  6  pm 
Sun,  7th  September 
Adult*  £2450 


Wivbf  iMwlRfityii 


m  IktCWtM  Jt1M5 

■IIM* 

TIC  AMfV  IQflEVIlLEUT  RMB 


DHTTK  41  QUESTS  GML 
LOWOHSWrSHR 


ANNOUNCEMENTS 


TRUSTEE  ACTS 


TRUSTEE  ACTS 


THE^BfeTIMES 


•once  la  kandbpv  gftvaM  poxrant 


Please  note  the  office  is  closed 
today,  and  will  re-open  tomorrow 
from  10.00am  to  4.00pm 


1V2S  kUju  am  ttmon  tmtey  ■ 

s gaga 


OriCE  Is  hernby  givvc  MW 

gam  intmSlSianBBr 
hi  the  iStatb  of  any  eft M; 

4bm^‘ 


ANNOUNCE  IT  THROUGH 


THBflMbTCMES 


IHESCNDmiMES 


CLASSIFIED 

0  1  7  1  4  8  1  4  0  0  0 


COURT  &  SOCIAL 

ROBTBCOM1NC  MABHMW8  AND  MARRIAGES 


Fiema  send  Cwat  Psge  anapmotmtea  ty  pottfCn  la 
■  Mm  J.  Ntonm.  Omit  A  Serial  Adveriistns,  Tbs  Ttaa 
90  Bax  MlVbfUa  Stmt;  Loudw£l9XS. 

Ttfc  0171 7S2  7347.  Fas  *171 782  7725 


Fla—  iadtadc  in  all  cgntupnadeacc: 
adymgcofckfacroeeofdtcpnacscoiKcnmdorapsrca. 
xhytfnr  sad  home  Kfeptwoc  Dwsabcrmd  addsesL  ■ 


AdvenboHstti  far  Me  Cun  hge  man  be  raeshvd  two 
ucvfcini  dagps  prior  to  fHt&atioa  md  am  accepted  xetjccc  to 


AntirlidRf  BMC  Isnus  per  tat  toe  VAT. 


SSmS  I  wbjbi  vnESi? 


•bom  BSOOO)  Dr  of  the  above 

tencuea  to  apply  SB 
J«*s  Wilted  fc  Co  SoUefims  ef 


CUhliee  taSTrSltaiL  -11-2 


LEGAL,  PUBUC, 
CXM’ANY 
&PARUAMEOTARY 
NOHCES 


itaVQs,TBOnAa  BtoOLT  or  £2 


TO  FLAGS  MOTBCESTOR  THIS 

_ sactMw 

pleas*  rauranm 


_  01714804878 
FAXi  9171 4*1  7313 


*Mmniei*Mti»  - 
>Dtwailmad|kMMh| 

"brivedbygJOpm  wtlhp 


m: 

VWrw.  t*l5  '  % 


■  A 


.4 
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PAUL  RUDOLPH 


PaulRodolph,  American 

-  •  *  architect,  died  on  August 

.  J.-  8  aged  78.  He  was  bora 

-  on  October  10, 1918. 

PAUL  RUDOLPH  belonged 
to  a  group  of  East  Coast 
architects  who  emerged  from 

-  the  Graduate  School  of  De- 
sign  at  Harvard  in  the  mid- 
1940s,  when  it  was  under  the 
direction  of  Walter  Gropius, 
founder  of  the  Bauhaus  in 
Germany.  like  his  fellow  stu- 

j dents  —  the  most  important  of 
V  whom  were  I.  M.  Pei,  Philip 
Johnson  and  Edward  Barnes 
—  Rudolph  was  a  modem 
architect  in  the  functional 
tradition,  a  formalist  who 
sought  a  strong  structural 
framework  to  contain  dram¬ 
atic  internal  spaces. 

.  There  were  no  frills  to  his 
architecture,  nothing  fussy:  he 
wanted  buildings  that  derived 
-■  •:  their  character  from  the  big 

‘  scale  of  his  country,  and  which 
were  pure  pleasure  to  use. 
Detail  was  reduced  to  a  mini¬ 
mum,  concrete  and  glass  were 
favourite  materials,  contrasts 
in  solids  and  voids  were 
vigorously  exploited.  So  strik¬ 
ing  was  his  work  that  for  a 
time  after  he  began  practising 
■  as  an  architect  he  was  hailed 

as  a  future  leader  of  the 
Modem  movement  •  •  ■  ■ 

Paul  Marvin  Rudolph  was 
•  bom  in  Elkton.  Kentucky,  the 
son  of  a  Methodist  minister. 
After  a  sketchy  education, 
travelling  from  place  to  place 
with  his  father,  he  studied 
architecture  for  six  years. 


starting  at  Athens  College, 
Alabama,  in  1934.  before 
going  on  to  the  Alabama 
Polytechnic  Institute.  Prom 
there,  in  19*10,  he  did  a  year  of 
professional  practice  in  an 
architectural  firm  in  Birming¬ 
ham.  Alabama,  and  then  en¬ 
tered  the  Harvard  School  of 
,  Design  in  1941.  His  education 
there  was  interrupted  by  the 
war  and  three  years  in  the 
Navy,  so  he  did  not  finally 
graduate  until  1947. 

He  went  immediately  into 
partnership  with  Ralph  Twit¬ 
ched.  whose  practice  was  in 
Sarasota,  Florida.  Five  years 
later,  however,  Rudolph 
opened  his  own  office  there, 
and  soon  had  so  many 
commissions  —  for  houses, 
Rjverview  High  School  in 
Sarasota,  the  Jewett  Arts  Cen¬ 
ter  in  Wellesley.  Massachu¬ 
setts  —  that  there  were 
branches  of  his  practice  right 
down  the  East  Coast 

His  gifts  for  innovation 
were  displayed  at  the  outset  in 
his  Florida  buildings,  especial¬ 
ly  in  tile  structural  sphere.  So 
rapidly  did  he  make  a  name 
for  himself  that  he  became,  in 
1958,  chairman  of  Yale  Univer¬ 
sity^  department  of  architec¬ 
ture,  remaining  there  until 
1965,  Although  he  was  an 
excellent  teacher,  he  later  told 
a  friend  that  the  job  was  “eight 
completely  wasted  years". 

His  reputation  had  peaked. 
He  was  sought  after  by  the 
media  and  by  publishers,  and 
wrote  innumerable  articles. 
On  becoming  chairman,  he 


was  commissioned  ro  design 
Yale's  new  Art  and  Architec¬ 
ture  Building,  a  magnificent 
work  that  was  finished  in  1964 
and  which  established  him 
beyond  doubt  as  an  architect 
of  great  distinction.  This  led  to 
a  second  important  project  for 
the  university.  But  this,  the 
married  students’  dormitory, 
brought  Rudolph  up  against 
problems  of  urban  planning 
for  the  first  time;  in  the  event, 
he  produced  a  miniature  idea 
for  a  town,  so  fascinating  that 
a  further  wave  of  commissions 
followed. 

It  was,  however,  a  bad  time 
to  be  the  architect  of  the 
moment.  With  the  swing 
against  modern  architecture 
—  beginning,  perhaps,  amid 
the  hippy  radicalism  of  the 
Sixties  and  culminating  in  the 
ascendancy  of  the  Post- 
Modernists  led  by  Peter 
Eisenman  and  Michael 
Graves  —  his  reputation  suf¬ 
fered  a  downturn.  A  massive, 
multipurpose.  60-storey  struc¬ 
ture  which  he  had  been  invited 
to  design  overlooking  the 
Hudson  on  Manhattan’s  West 
Side  came  to  nothing,  as  did 
several  other  important 
projects  he  was  offered. 
Although  he  continued  to  do  a 
good  deal  of  work  in  America 
and,  more  particularly,  in  the 
Far  East,  he  appeared  to  have 
fallen  from  favour,  and  his 
name  went  into  eclipse.  His 
Arts  Building  at  Yale  was 
gutted  by  fire  during  the 
student  unrest  of  1969. 

He  was  unmarried. 


Jeffrey  Bernard,  the 
journalist,  humorous 
writer  and  eponymous 
hero  of  a  West  End  hit, 
died  on  September  4  aged 
65.  He  was  born 
on  May  27, 1932- 

Jeffrey  Bernard  is  not 
writing  this  week,"  says 
the  current  Spectator 
ominously.  And  there 
will  be  no  more  instalments  of 
the  rale  of  his  life  and  legen¬ 
dary  unwellness  —  the  largely 
self-inflicted  complaints  that 
made  him  famous  well  beyond 
his  Soho  prowling  ground, 
Bernard's  love  of  racing  led 
him  to  describe  himself  as 
“sired  by  a  scenic  designer  by 
a  theatrical  impresario  out  of 
an  actress.  My  dam  was  an 
opera  singer  who  was  by  an 
itinerant  pork  butcher  out  of  a 
gypsy."  His  father  was  the 
architect  Oliver  Bernard,  de¬ 
signer  of  the  1930s  Lyons  Cor¬ 
ner  Houses  and  the  entrance 
to  the  Strand  Palace  HoteL 
His  son.  who  had  washed  up 
in  those  Comer  Houses,  la¬ 
mented  that  the  Strand  Palace 
entrance  "is  so  brilliant  it  is 
now  in  the  Victoria  and  Albert 
Museum.  In  any  other  country 
it  would  still  be  outside  the 
Strand  Palace." 

After  prep  school,  he  went 
on  to  the  Nautical  College  at 
Pangboume.  which  he  dis¬ 
liked,  despite  showing  pro¬ 
mise  as  a  swing  bowler  and 
discovering  three  of  his  life¬ 
long  passions:  smoking, 
drinking  and  gambling. 

When  he  was  14  he  first 
visited  Soho  with  one  of  his 
older  brothers  and  added 
heterosexual  sex  to  his  obses¬ 
sions.  His  flamboyant  good 
looks  assured  him  of  small 
handouts  from  homosexuals. 
His  gift  for  friendships,  some¬ 
times  stormy  and  short-lived, 
further  augmented  his  precar¬ 
ious  income.  In  one  of  several 
obituaries  he  wrote  for  himself 
he  records  “a  short,  undistin¬ 
guished  spell  in  the  Army 
from  which  he  was  given  a 
medical  discharge  with  his 
pay-book  marked  'mental  sta¬ 
bility  nil'." 

He  returned  to  Soho  and 
married  his  first  wife,  Anna,  in 
1951.  They  separated  a  few 
weeks  later,  and  she  died  in 
1957.  Later  marriages,  to  Jadd. 
Jill  and  Susan,  were  also 
dissolved.  He  was  at  various 
times  a  navvy,  a  coalminer,  a 
dishwasher,  a  target  in  a  fair¬ 
ground  boxing  booth  and  an 
assistant  film  editor.  He  took 
other  jobs,  including  a  spell  as 
a  stagehand  at  the  Old  Vic, 
Covent  Garden  and  other 
theatres,  including  the  Apollo 
where  his  life  was  later  cele¬ 
brated.  He  spent  a  short 
period  acting  for  Joan 


JEFFREY  BERNARD 


Littlewood  at  Stratford  East. 

He  regarded  Soho  as  his 
university,  and  it  was  to 
become  his  principal  source  of 
material.  He  was  introduced 
to  journalism  by  the  Canadian 
writer  and  poet  Elizabeth 
Smart,  who  presented  him  to  - 
the  editor  of  the  1960s  maga¬ 
zine  Queen.  Originally  he 
wrote  about  racing  from  a 
fresh,  witty  and  iconoclastic 
point  of  view.  He  went  on  to 
contribute  idiosyncratic  turf 
notes  to  Private  Eye  and  to  be  a 
staff  member  of  The  Sporting 
life.  He  was  sacked  from  that 
paper  when  he  arrived  drunk 
and  incapable  of  making  the 
after-dinner  speech  which  had 
been  arranged  at  its  instiga¬ 
tion.  He  attributed  his  collapse 
to  nerves. 

Soho  and  its  rich  cast  — 
“poets,  painters,  prostitutes, 
bookies’  runners,  bohemians, 
bums,  philosophers,  crooks, 
cranks,  Dylan  Thomas.  Fran¬ 
cis  Bacon,  Lucian  FVeud.  John 
Minton,  Frank  Norman,  No 
Nickers  Joyce.  Sid  the  Swim¬ 
mer,  Iron  Foot  Jack,  Nina 
Hamnett,  Muriel  Belcher"  — 
provided  him  with  his  cast 
His  most  famous  haunt  was 
the  bar  of  the  Coach  and  Hor¬ 
ses,  where  Norman  Balon  — 
“tiie  rudest  landlord  in  Lon¬ 
don”  —  became  one  of  his  reg¬ 
ular  targets.  His  attendance 


there  inspired  a  series  of  "Jeff 
Bin  in?"  cartoons  by  Heath, 
and  he  was  later  pointed  out  as 
a  tourist  attraction. 

He  was  also  a  regular  at  The 
French  Pub,  L'Epicure,  Blan- 
chi's.  tiie  Colony  Club  and 
latterly  the  Groucho.  Here, 
and  on  various  racecourses,  he 
gathered  and  distilled  sordid 
tales  of  excess  with  a  puritan 
restraint  of  style  which  won 
approval  from  writers  such  as 
Graham  Greene,  John  Os¬ 
borne  and  Keith  Waterhouse. 
He  had  a  sharp  eye  for 
absurdity  and  pretension,  and 
no  hesitation  in  exposing 
them.  His  theme  was  the  woes 
of  urban  life.  Two  excursions 
to  the  country  (Suffolk  in  1966 
and  Berkshire  in  1978}  proved 
disastrous. 

The  iniquities  of  bookmak¬ 
ers,  the  dedining  standards  of 
barmaids,  the  deterioration  of 
old  Soho  and  its  invasion  by 
denim-suited  advertising  exec¬ 
utives  and  producers  of  tele¬ 
vision  commercials  —  above 
ail  the  guile  of  women  and  the 
miseries -of  drink,  two  subjects 
on  which  he  was  an  acknowl¬ 
edged  expert — were  constant¬ 
ly  featured  in  his  "Low  Life” 
column,  which  The  Spectator 
balanced  against  the  "High 
Life”  observations  of  Taki 
(Peter  Theodoracopulos).  In 
1982  their  joint  work  was 


published  under  the  title  High 
life.  Low  Life. 

Bernard  also  produced  sev¬ 
eral  compilations  of  his  own. 
He  was  said  to  have  been 
commissioned  more  than  once 
to  write  an  autobiography,  but 
none  appeared.  Graham  Lord 
published  a  biography.  Just 
The  One,  in  1992. 

Bernard  had  three  brushes 
with'  the  law,  most  notably  in 
1986.  when  in  a  Spectator  arti¬ 
cle  he  drew  gleeful  attention  to 
an  illegal  book  he  was  running 
for  friends  at  the  Coach  and 
Horses.  The  police  moved  in 
and  he  was  fined  £250. 

'  His  apotheosis  came  in  1989, 
in  the  form-  of  an  entertain¬ 
ment  derived  by  Keith  Water- 
house  from  his  life  and 
writings.  Jeffrey  Bernard  is 
Unwell  —  a  title  based  on  the 
apology  printed  in  The  Specta- 
torwhenever  his  copy  failed  to 
arrive  —  found  an  ideal  inter¬ 
preter  in  Peter  O  Toole,  whose 
towering  comic  performance 
was  a  revelation.  OToole  him¬ 
self  had  not  been  a  stranger  to 
excess,  and  he  had  shared 
some  women  and  many  expe¬ 
riences  with  h is  subject. 

Tom  Conti,  James  Bolam 
and  Dennis  Waterman  all 
subsequently  played  the  role. 
Bernard's  delight  in  this  tri¬ 
umph  was  not  unmixed  as  the 
Inland  Revenue  read  the  re¬ 


views  and  dosed  in.  Then  the 
lease  on  his  Covenr  Garden 
flat,  in  easy  walking  distance 
of  the  Coach  and  Horses, 
expired.  He  moved  to  Maida 
Vale,  and  his  dispa  (dies  began 
to  suggest  a  quieter  lifestyle. 
Six  weeks  before  a  successful 
revival  of  the  play,  the  Sunday 
Mirror  published  Bernard’s 
enthusiastic  account  of  a  per¬ 
formance  he  claimed  to  have 
witnessed.  Only  afterwards 
was  it  pointed  out  that  he  had 
recorded  a  drunken  dream. 

His  dependence  on  hospi¬ 
tals  was  now  constant.  The 
body  thar  he  had  ravaged  over 
the  years,  and  the  diabetes 
which  plagued  and  wasted 
him  to  his  final  skeletal  ap¬ 
pearance,  took  their  toll. 

One  leg  was  amputated, 
and  the  other  was  threatened. 
His  Spectator  column  began 
to  be  filled  with  his  battles 
with  doctors,  nurses  and  visi¬ 
tors.  and  with  the  home-helps 
who  looked  after  him  in  the 
new  high-rise  flat  he  had 
moved  to  In  Soho,  in  which  he 
was  forced  to  spend  most  of 
his  time.  He  could  now  make 
sorties  to  his  old  watering 
holes  only  when  someone 
offered  to  push  his  wheelchair. 
The  devotion  of  his  most 
regular  help.  Vera,  was  warm¬ 
ly  and  amusingly  reported. 

in  1996  he  published  a  third 
collection  of  essays.  Reach  for 
the  Ground:  The  Downhill 
Struggle,  and  featured  in  a 
Channel  4  documentary  about 
•his  predicament,  intercut  with 
scenes  from  an  amateur  pro¬ 
duction  of  the  play. 

He  now  made  efforts  to 
curb  his  drinking  and  to  belie 
the  suggestion  that  his  column 
was  "a  suicide  note  in  weekly 
instalments”.  He  also  placed 
an  advertisement  in  the  per¬ 
sonal  columns  of  The  Specta¬ 
tor:  “Alcoholic  diabetic 
amputee  seeks  sympathy 

f*#*  " 

In  July  1996  an  American 
magazine  commissioned  Ber¬ 
nard  ro  write  a  travel  piece 
about  Marrakesh,  and  he  flew 
out  with  a  nurse.  After  he  fell 
til  on  arrival,  they  left  for 
home.  He  was  taken  off  the 
plane  at  Casablanca  and 
placed  in  intensive  care. 

In  the  year  of  his  greatest 
celebrity,  it  was  Bernard's 
habit  to  drop  into  the  bar  of  the 
Apollo  Theatre  for  a  couple  of 
large  vodkas  with  soda  during 
the  run  of  play.  Finding  him 
asleep  over  his  drink  one 
night,  a  relief  house  manager 
ordered  his  expulsion.  “You 
can't  do  that,"  said  the  bar¬ 
maid,  "That's  Jeffrey  Ber¬ 
nard."  “Nonsense,"  replied  the 
manager,  "Jeffrey  Bernard's  a 
character  up  on  the  stage.” 

He  is  survived  by  a  daugh¬ 
ter  from  his  third  marriage. 


JENNY  JEGER 


Jenny  Jeger,  political 
lobbyist,  died  from  cancer 
on  August  29  aged  45. 

She  was  born  on 
January  19, 1952. 

JENNY  JEGER  helped  ro 
pioneer  a  new  form  of  political 
lobbying  as  a  founder  of  the 
lobbyists'  firm  GJW.  A  loyal 
Labour  Party  supporter  all  her 
life,  she  had  been  an  aide  to 
James  Callaghan;  GJW’s  oth¬ 
er  two  founders  were  Wtif 
Weeks,  an  aide  to  Ted  Heath, 
and  Andrew  Gifford,  an  aide 
to  David  Steel. 

While  other  lobbyists  were 
mostly  outsiders  frying  to 
break  into  the  inner  circle  of 
politics,  the  GJW  partners 
were  insiders  whose  value  to 
those  seeking  parliamentary 
information  was  obvious. 
They  were  young,  they  were 
enthusiastic,  and  they  were 
successful.  Seven  years  after 
the  organisation's  formation 
they  sold  out  to  a  company 
headed  by  Frank  Lowe  and  Sir 
Tim  Bell  in  a  multimillion 
pound  deal. 

Jeger  was  bom  into  the 
Labour  movement.  Her  father 
and  uncle  were  MPs,  and  her 
aunt  by  marriage,  a  former 
MP.  is  now  in  the  Upper 
House  as  Baroness  Jeger. 

Jenny  Jeger’s  own  intro¬ 
duction  to  politics  came  dur¬ 


ing  the  1950s  when  she  was 
pushed  in  a  pram  round  her 
father’s  constituency  at  Goole. 
He  had  sat  previously  for 
Winchester,  which  he  won  in 
1945  by  more  than  3,000. 
overturning  a  Conservative 
majority  of  more  than  12,000 
—  almost  as  sensational  a 
result  as  the  defeat  of 
Michael  Portillo  at  Southgate 
in  1997. 

Realising,  however,  that 
Winchester  was  always  likely 
to  return  to  its  Tory  loyalties, 
Jeger  wisely  left  for  the  Labour 
haven  of  Goole  in  1950. 

He  had  been  Mayor  of 
Shoreditch  and  his  wife  had 
been  an  active  Fabian.  His 
brother.  Dr  Santo  Jeger,  was 
MP  for  Ho! bom  and  St  Pan- 
eras  South  until  he  died  in 
1953.  when  his  widow,  Lena 
Jeger.  won  the  subsequent  by- 
election.  Jenny  Jeger’s  death 
means  that  Lady  Jeger  be¬ 
comes  the  last  of  this  famous 
Labour  dynasty. 

Jennifer  Anne  Jeger  was 
educated  at  the  Lycee  flran- 
?aise  and  Putney  High  School. 
She  did  not  go  to  Oxbridge, 
but,  loyal  to  her  father's  old 
constituency,  read  politics  at 
Hull.  She  was  at  home  in  the 
worlds  of  both  politics  and 
business.  Her  father,  who  left 
school  at  12,  became  a  rich 
man  and  she  inherited  his 


business  instincts.  After  work¬ 
ing  in  No  10  during  James 
Callaghan’S  three  years  there 
she  proselytised  for  Labour  in 
the  City.  She  was  a  founder 
member  of  the  £1,000  Club, 
established  to  raise  money  for 
her  party,  and  she  helped  to 
found  its  Industry  Forum. 

When  John  Smith  was  Sha¬ 
dow  Chancellor,  she  worked 
prominendy  in  his  campaign 
to  persuade  financial  leaders 
that  a  new  Labour  govern¬ 
ment  would  not  be  intrinsical¬ 
ly  hostile  to  business  interests. 

She  led  a  very  active  social, 
life.  She  loved  opera,  theatre 
and  the  cinema.  Her  friends 
were  many — enough  to  justify 
hiring  Brighton  Pavilion  for 
her  40th  birthday  party. 

After  she  ceased  to  be  an 
active  member  of  GJW  —  she 
remained  a  consultant  when 
the  organisation  was  sold  — 
she  was  a  ceaseless  campaig¬ 
ner  for  various  charities.  She 
was  of  particular  value  to  the 
Carers'  National  Association, 
to  which  latterly  she  devoted 
all  her  political  and  financial 
skills. 

She  was  also  prominent  in 
the  Alzheimer’s  Disease  Soci¬ 
ety  and  the  Contact  a  Family 
Organisation.  She  never  mar¬ 
ried.  but  is  survived  by  her 
partner  for  many  years,  David 
Bean. 


$  - 

Leslie  Frewin,  publicist 
and  publisher, 

died  oa  August  27  aged 
80.  He  was  born  on 
AugustS.  1917. 


JREW1N  always  had 
is  q'es.  and  his  life  as 
icist  writer  and  pub- 
sured  that  he  was 
t  the  centre  of  the 
he  enjoyed.  His  he- 
1  heroines  ranged 
greats  to  Sim  stars 
iters,  and  he  himself 
land  of  hero  through 
for  charities  such  as 
i  Taverners  and  the 

fts.  ’  .. 

age  of  19  he  ran  ms 
clubs,  while  writing 
3r  Hew  Musical  £> 
le  Hot  Jazz.  Then, 
army  service,  he 
itedress  Ballads,  the 


LESLIE  FREWIN 


first  of  his  32  books,  and  went 
to  Gainsborough  Film  Studios 
as  a  trainee.  There  he  met  his 
lifelong  friend,  the  actor  James 
Mason,  as  well  as  Barnes 
Wallis  who  had  conceived  the 


bouncing  bomb.  Fre  win's 
knack-  for  friendship  was  to 
endear  him  to  such  diverse 
personalities  as  John  Huston, 
Judy  Gariand  and  Noel  Cow¬ 
ard!  David  Niven  called  him 
“Frew  Frew". 

in  due  course,  he  became 
head  of  publicity  for  Elstree 
Studios,  which  were  part  of 
the  Associated  British  Picture 
Corporation.  In  the  course  of 
his  work  there  he  had  a  mink 
bikini  designed  for  Diana 
Dors  to  wear  ar  the  Cannes 
Film  Festival.  The  photogra¬ 
phers  clicked  and  the  moral¬ 
ists  ducked  —  which  was  the 
point  of  this  mildly  surreal 
exercise. 

Besides  the  game  00  people- 
promotion,  he  was  devoted  to 
the  sometimes  more  serious 
sport  of  cricket,  about  which 
he  wrote  several  books.  He 


was  for  three  years  chairman 
of  the  original  Lord^s  Tav^ 
emers.  and  through  these 
books  he  raised  thousands  of 
pounds  for  underprivileged 
children.  One  of  his  proudest 
boasts  was  that  he  had  bowled 
Denis  Compton,  though 
Compton  said  it  was  only 
because  both  had  drunk  too 
much  beer  —  “and  I  could  no 
more  see  the  ball  than  Leslie 
could  see  the  wicket". 

Alfred  Hirchcock  intro¬ 
duced  him  to  Marlene 
Dietrich,  about  whom  Frewin 
wrote  Blonde  Venus,  a  book 
which  was  reprinted  many 
times.  She  was  typical  of  tire 
stars  he  adored.  Rather  more 
unaccountably,  he  saw  him¬ 
self  as  a  star  too.  When  he  be¬ 
gan  his  own  publishing  com¬ 
pany.  he  had  his  photograph 
printed  all  over  the  from  of  the 


ca  taiogue.  Thar  was  parr  of  an 
extravagant  style  which  in¬ 
cluded  gorgeous  shirts,  an 
MCC  tie  and  a  kindly  flam¬ 
boyance  of  manner. 

He  was  always  aware, 
though,  that  there  were  others 
who  did  not  have  his  uplift  of 
spirit,  and  for  a  time  he  was 
chairman  of  the  Samaritans, 
which  Jie  said  be  found  both 
rewarding  and  humbling. 

His  publishing  venture  was 
as  ebullient  as  his  personality, 
and  included  The  Wit  of  Peter 
Ustinov  (with  whom  he  had 
joined  the  Royal  Fusiliers)  and 
coffee-table  books  about  the 
Royal  Family.  They  epito¬ 
mised  his  star-struck  ap¬ 
proach  to  life. 

Leslie  Frewin  is  survived  by 
his  wife,  Susan,  whom  he 
married  in  1979,  his  two  sons 
and  his  stepdaughter. 


MILESTONES 


Diana,  Princess  of 
Wales  died  on  August  3) 
aged  36.  Sbe  was  born 
on  July  1, 1961. 

After  a  rather  isolated  child¬ 
hood,  Lady  Diana  Spencer 
met  the  Prince  of  Wales  in 
1977.  They  were  married  on 
July  29,  1981.  in  St  Paul's 
Cathedral,  amid  unprece¬ 
dented  press  interest,  which 
was  not  to  abate  for  the  rest 
of  her  life.  The  shy  20-year- 
old  soon  learnt  the  tricks  of 
the  royal  trade,  and  she 
began  to  outshine  her  hus¬ 
band.  She  became  patron  of 
a  great  many  charities,  ind 
was  notable  for  her  warm 
concern  for  individuals,  par¬ 
ticularly  the  disadvantaged 
and  the  sick.  Her  sons  Prince 
William  and  Prince  Harry 
were  bom  in  1982  and  1984. 

Strains  in  her  marriage 
began  to  show  in  the  late 
1980s,  and  the  Prince  and 
Princess  separated  in  1992 
and  divorced  last  year.  In  a 
break  with  all  precedent,  she 
gave  a  extremely  candid 
television  interview  about 
their  difficulties.  The  Prin¬ 
cess  continued  to  attract 
worldwide  publicity  every 
day  of  her  life,  not  least  when 
she  was  seen  with  several 
male  companions.  The  latest 
of  these,  Dodi  Fayed,  was 
with  her  when  she  died. 

Obituary  published  on 
September  I. 

Dodi  Fayed,  a  director 
of  Hamids,  died  on  Aug¬ 
ust  31  aged  42.  He  was 
born  on  April  J5. 1955- 

Dodi  Fayed,  son  of  the 
businessman  Mohamed  Al 


Fayed,  was  more  playboy 
than  entrepreneur,  although 
as  a  multimillionaire  he 
dabbled  in  film  production. 
He  was  known  mainly  for 
dating  famous  and  beautiful 
women,  including  Brooke 
Shields.  Britt  Ekland,  Marie 
Helvin,  Koo  Stark  and  Prin¬ 
cess  Stephanie  of  Monaco. 
This  summer  he  began  an 
association  with  a  figure 
more  glamorous  than  any  of 
them,  Diana.  Princess  of 
Wales,  and  took  her  on  a 
succession  of  Mediterranean 
holidays.  He  was  accused  by 
an  American  model.  Kelly 
Fisher,  of  breaking  an  en¬ 
gagement,  but  the  romance 
with  the  Princess  had  be¬ 
come  a  newspaper  obses¬ 
sion.  It  was  while  trying  to 
escape  the  paparazzi,  being 
driven  at  great  speed 
through  the  Paris  night,  that 
they  met  their  deaths. 

Obituary  published  on 
September  2. 

Sir  Rudolf  Bing.  KBE, 
former  General  Manager 
of  New  York's 
Metropolitan  Opera,  died 
in  New  York,  on 
September  2  aged  95.  He 
was  born  in  Vienna  on 
January 9, 1902. 

Bing’s  early  life  was  much 
influenced  by  Carl  Ebert 
who  gave  him  a  job  in  1928  at 
the  opera  in  Darmstadt, 
and,  as  the  Nazi  era  dawned, 
brought  him  to  GJynde- 
bourne.  During  the  war 
Bing  worked  in  Peter  Jones 
in  Sloane  Square.  He 
claimed  that  soothing  hys¬ 
terical  ladies  under  the 
hairdryer  gave  him  much 


valued  experience  for  later 
dealings  with  sopranos. 
When  the  war  was  over,  he 
became  director  of  the  new 
Edinburgh  Festival  until 
1949.  He  then  moved  to  the 
New  York  for  “5,000  Nights 
at  the  Opera"  —  his  22-year 
reign  at  the  Met.  in  the 
grandest  style.  His  first  wife 
died  in  1983.  and  in  1987  he 
was  married  to  Carroll  Lee 
Douglass,  who  was  nearly 
•10  years  his  junior.  After 
much  humiliating  publicity, 
the  marriage  was  annulled 
when  it  was  judged  thar  Bing 
had  been  suffering  from 
advanced  senility  when  he 
entered  into  it. 

Obinmty  published  on 
September  4, 


Gilbert  Janies  Keflaod, 
CBE,  QPM,  former 
Assistant  Commissioner 
(Crime)  at  New 
Scotland  Yard,  died  on 
August  30  aged  73.  He  was 
born  on  March  17. 1924. 

At  one  stage  in  his  career, 
Jim  Kell  and  had  operational 
control  of  every  territorial 
detective  in  London.  He  was 
responsible  for  major  pro¬ 
cedural  improvements  at 
New  Scotland  Yard  in  the 
1970s.  His  personal  virtues 
and  spotless  integrity  en¬ 
abled  him  not  only  to  bring 
to  justice  many  repellent 
criminals,  but  to  reform 
some  of  the  most  potentially 
compromising  of  police  op¬ 
erations,  and  to  investigate 
and  prosecute  corruption 
when  he  found  it  within  the 
service. 

Obituaty  published  on 
Septembers. 
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THE  TIMES  TODAY 


SATURDAY  SEPTEMBER  6  1997 


Young  Princes  move  nation  to  tears 

H  Prince  William  and  Prince  Henry  moved  the  nation  to  tears 
yesterday  as  they  returned  to  their  mother’s  London  home  to  see 
for  themselves  the  scale  of  public  grief  over  her  death.  About 
10,000  people  were  waiting  outside  Kensington  Palace  —Page  1 

Princess’s  final  words  ‘passed  on9 

■  The  Princess’s  final  words  and  requests  were  conveyed  to 

Mohammed  Al  Fayed  and  have  been  passed  on  to  “the 
appropriate  person**.  Mr  Al  Fayed  was  approached  by  someone 
who  had  helped  the  Princess  during  her  final  hours,  and  knew 
her  final  words,  his  spokesman  said _ Page  1 

Millions  of  mourners  pour  into  capital 

■  One  of  the  biggest  mass  movements  of  people  in  Britain  this 

century  was  under  way  as  millions  descended  an  the  capital  for 
the  funeral.  Police  expect  a  crowd  of  three  million _ Page  1 

Princess  had  rapport  with  Blair 

■  The  New  Yorker  reveals  that  in  an  interview  in  June  the 
Princess  was  enthusiastic  about  the  election  of  Tony  Blair.  She 
also  praised  the  Duke  of  York  as  “the  best  of  the  bunch”Page  8 

Island  will  be  final  resting  place 

■  The  Princess  will  be  buried  on  an  island  surrounded  by  an 

ornamental  lake,  100  yards  from  the  ancestral  family  home  at 
Althorp,  rather  than  in  the  Spencer  family  chapel.  The  decision 
was  made  because  of  fears  that  interment  at  the  chapel  in  Great 
Brington  would  have  overwhelmed  the  Northamptonshire 
village  with  visitors  for  years  to  come _ Page  6 

Song  tipped  to  raise  millions  for  charity 

■  Elton  John's  new  version  of  Candle  In  The  Wind  is  expected 
to  become  the  biggest-selling  single  in  history,  raising  millions  of 
pounds  for  charity,  when  it  is  released  later  this  month.  Page  4 

CPS  is  'not  working’  Blow  for  Israel 


CPS  is  'not  working* 

A  senior  judge  appointed  by  the 
Government  to  review  the  Crown 
Prosecution  Service  has  admitted 
that  first  soundings  show  the  sys¬ 
tem  is  not  working - Page  28 

Saturn  mission  delay 

The  last  great  space  mission  of  the 
20th  century  —  the  launch  of  Cas¬ 
sini,  a  trip  to  Sarum  by  a  space¬ 
craft  tiie  size  of  a  single-decker  bus 
—  has  been  threatened  by  a  faulty 
air-conditioning  unit Page  28 


Israel  faced  urgent  calls  for  the 
formation  of  a  emergency  govern¬ 
ment  after  suffering  a  military 
blow  in  Lebanon  when  12  of  its 
commandos  were  tolled...  Page  26 

Russia’s  lost  bombs’ 

In  a  shocking  revelation,  Alek¬ 
sandr  Lebed,  Russia's  former  sec¬ 
urity  chief,  said  more  than  100 
nuclear  “suitcase"  bombs  were  un¬ 
accounted  for.  Moscow  denied  the 
claim - Page  27 


O 


Early  arrivals,  who  have  been  camping  outside  Westminster  Abbey  for  today’s  funeral  service  of  the  Princess,  have  a  hot  drink 


Funeral  Day.  Spontaneously, 
but  as  if  bidden  by  an  unseen 
hand,  people  roused  them¬ 
selves  from  collective  despon¬ 
dency  and  took  their  private 
grief  onto  the  srreets  of 
London.  Every  place  associat¬ 
ed  with  the  lady  they  loved 
became  a  shrine.  The  great 
flood  of  emotion  which 
swelled  up  and  flowed  into 
every  comer  of  the  kingdom 
eventually  reached  the  gates 
of  Balmoral - Page  21 


Concern  over  scale  of  public 
grief _ _ _ Page  21 


Simon  Jenkins:  A  park,  a 
lake,  an  island  and  a  patch  of 
grass  offers  Diana's  memory 

tranquillity - - Page  20 

Anthony  Howard:  There  are 
comparisons  with  the  1968 
Kennedy  funeral  and  today’s 

Abbey  service - Page  20 

Basil  Hume:  Diana,  tell  us: 
did  you,  early  on  Sunday 
morning,  find  yourself  in  the 
presence  of  God? —  Page  20 

Jeffrey  Bernard,  journalist 
and  humorist;  Paul  Ru¬ 
dolph.  architect;  Jenny 
Jeger.  lobbyist - Page  23 


:  -  BUSBfESS 

Job  cuts:  Tran  sea  the  former 
British  Gas  supply  arm,  is  to 
lay  off  2J500  employees  in  an 
efficiency  drive — .—Page  29 
Software:  Misys.  of  Britain, 
has  agreed  to  buy  Medic,  a 
big  player  in  the  US  health¬ 
care  computing  market  for 
£582  million _ _ — Page  29 

Fund  managers:  Schraders 
has  overtaken  the  Prudential 
to  became  Britain's  largest 
fund  manager Page  29 

Burbenys:  Great  Universal 
Stores  has  recruited  one  of 
America's  best-known  retail¬ 
ers  to  run  Burbenys’  luxury 
goods  business - Page  29 


SPOUT  '  .  •  \ 

Tennis:  Jonas  Bjorkman  rep¬ 
resents  a  formidable  obstacle 
between  Greg  Rusedski  and 
a  place  in  the  final  of  the  US 
Open - Page  48 

Cricket  Warwickshire  are 
favourites  for  the  Natwest 
Trophy  in  tomorrow's  final 
against  Essex _ _ Page  45 

Rugby  union;  The  challenge 
for  British  clubs  in  the 
Heineken  Cup  is  to  prevent  a 
hat-trick  of  successes  by 
French  clubs _ Page  41 

Football:  Paul  Gascoigne  has 
emerged  as  a  surprise  candi¬ 
date  to  captain  England 
against  Moldova _ Page  46 
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Ahead  of  the  pack: 

Rover’s  Free  lander  makes 
its  rivals  look  twee,  writes 
Kevin  Eason  Pages  L  3 
Javelin  champion:  A  teen¬ 
age  restorer's  rare  find  of  a 

British  saloon - Page  2 

Farmer  Giles:  Agricultur¬ 
al  vehicles  should  be  selec¬ 
tively  banned  from  roads 

at  harvest  time - Page  2 

Skyffne:  Nissan's  flagship 
musclecar  is  bound  to  go 

fast _ — : - Page5 

Carmait:  Your  guide  to 
what’s  new  and  what*s 
used  on  the  fore¬ 
courts _ Page  7 


Icon  for  our  times:  A  trib¬ 
ute  to  the  Princess:  from 
biliowing-skirted  nanny  to 
khaki-dad  anti-landmine 
campaigner 

Weekend 

Hie  MRfordK  Echoes  frtan 
the  past - .—  Page  1. 


Mother  Nature:  Lessons  bf 
the  Great  Storm  —.Page  3 
Shopping:  Dressed  up  for; 
a  good  night . ...Page 5 

10 15 

Fall  girt  Miriam  H6nesS-: 

in  autumn  gear Page  6 ■ 

Black  holes:  Scientists  re¬ 
main  baffled — —.Page  8 


Holland:  Doubled  up  at 

the  Dutch - Page  4 

Books:  — . . -  Pages  9-14 

What's  on:  —..Pages  15-22 
TV  Guide; _ Pages  23*1 


THE  TIMES  CROSSWORD  NO  20,578 

A  £20  book  token  will  be  awarded  to  the  senders  of  the  first  five  correct 
solutions  opened  next  Thursday.  Entries  should  be  addressed  to:  The 
Times.  Saturday  Crossword  Competition,  PO  Box  486.  Virginia  Street, 
London  El  9DD.  The  names  of  the  winners  and  the  solution  will  be 
published  next  Saturday. 
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ACROSS 

1  Captain’s  bate  noire,  oddly 
enough  (4,4). 

5  Statement  of  authority  young¬ 
ster  rejected?  Rubbish  (6). 

8  Every  run  at  the  Oval  covered  by 
this  cricketer  (3-7). 

9  Containing  humour  hard  to 
follow  (4). 

10  By  the  sound  of  it,  choose  a  silly  * 

Australian  policy  for  train  route 
(10.4).  .  . 

11  Oriental  article  mdoded  in  China 
issue  (7). 

13  In  all  directions,  as  far  as  one  can 
see  (7). 

IS  Attraction  of  a  heavenly  body 
producing  no  frivolity  CO- 

18  Runner  bringing  news  back  to 
dilapidated  aty  area  (43)- 

21  A  case  of  trouble  brewing  in  the 
Colonies!?  (633k 

22  Capital  from  bank  I  eventually 
took  out  (4). 

23  Line  of  houses  mostly  having, 
over  die  top,  a  sort  of  tile  (53). 

24  Call  for  quiet  from  hothead  in 
game  (6). 

25  Wrong,  indeed  -  so  unjust  (3-5). 
Solution  to  Puzzle  No  20372 
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DOWN 

1  Cooked  dish  that  sounds  both 
proper  and  good  (4-3). 

2  One  going  over  the  top  in  battle 
(9). 

3  Small  scene  I  love  in  play  (7). 

4  Counsel’S  opening  on  one  occa¬ 
sion,  having  accepted  one's  brief 

CD- 

5  Criminal  activity  involving  ob¬ 
scene  publication?  (5.4). 

6  This  country  {ml  up  with  delay 
by  one  foreigner  (7). 

7  Old-fashioned  style  of  redcoat’s 
manoeuvre  (3.4). 

12  Act  of  revenge  as  result  of  change 
of  heart?  (333). 

14  Spoke  at  length,  with  new  leader 
making  us  free  from  tax  (4-5). 

16  Refuse  to  attack  verbally  (7). 

17  Corresponding  person  has  al¬ 
most  duplicated  travel  document 
(3-1-3). 

18  Broadcast  a  S trine  soap,  in  part 

(7)- 

19  Effects  achieved  by  one  politician 
with  legislation  (7). 

20  Erratic  course  on  part  of  hospital 

(7)- _ 

Solution  to  Puzzle  No  20377 
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Europe  Country  by  Country  0334401  88S 
European  fool  rota  0334  401884 

French  Msanap  0134  401  887 

Seaport  brfut  iriukni  0338  401  882 

DtaeibndFMr  0314  401  404 

Le  Shuttle  0334401  843 

pM|  Car  reports  by  fax 
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LOWEST 

ThundM  Ktghea  day  lamp:  Heme  Bay,  Kant. 
22C  (72R:  lowest  day  mac  Loch  Qascamoch. 
Hphiand.  13C  (55F|;  highest  rainfall:  Loch 
psscamocfi,  HigMantl.  0  65n;  hMwatsunsMna: 
Islaof  Men.  112nr 
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□  General:  southern  and  eastern  Eng¬ 
land  should  have  a  Fine  morning  with 
some  sunshine,  but  it  will  become  cloudy 
during  the  aflemoon  with  the  chance  of  a 
few  spots  of  ra in  by  dusk,  although  the 
extreme  south-east  may  stay  bright. 
Wales,  northern  and  western  England  will 
have  sunny  speds  and  showers  at  First, 
with  more  rain  taler.  Northern  Ireland  and 
Scotland  may  start  dry  but  showers  will 
spread  from  the  north -wesL 

□  London,  S  E  England:  Early  mist 
then  (me  with  good  sunny  spells,  but  it 
will  turn  increasingly  cloudy  from  the 
north-west  later.  A  moderate  west  wind. 
Max  19-22C  (06-72F). 

□  E  Anglia,  Central  S  England,  E 
Mlcflands,  E  England,  W  Midlands, 
Channel  Isles,  S  W  England:  Any  early 
mist  patches  will  dear  to  leave  a  dry 
morning  with  good  sunny  spells.  How¬ 
ever,  doud  wiH  gram  later  in  the  afternoon 
with  a  threat  of  rain  by  evening.  A 
moderate  west  wind.  Max  19-21 C  (66- 
70F). 


□  Wales,  N  W  England,  Lake  Diet, 
loM:  Sunshine  and  showers,  then  dry  for 
before  mote  rain  later  Moderate  south¬ 
west  wind.  Max  17-20C  (63-68F). 

□  Cent  N,NE  England:  Sunny  spells  in 
morning,  but  showery  rain  in  afternoon. 
Moderate  south-west  wind.  Max  17-19C 
(63-66F). 

□  Borders,  Edinburgh  &  Dundee, 
Aberdeen,  Moray  Firth,  N  E  Scotland: 

Bright  start  but  a  wet  and  windy 
afternoon.  Fresh  west  wind.  Max  16-18C 
(61-64F). 

□  S  W,  N  W  Scotland,  Glasgow,  Cent 
Highlands,  Argyll:  Cod  and  doudy 
start,  then  ram  from  the  north-wesL  Fresh 
to  strong  west  wind.  Max  15-1 7C  (59- 
63F). 

□  Orkney,  Shetland:  bright  spells,  than 
showery  rain.  Fresh  west  wind  Max  14- 
16C  (57-431 F). 

□  N  Ireland:  showers  spreading  from 
north-west  to  leave  a  blustery,  showery 
day  everywhere.  Fresh  west  wind.  Max 
16-18C  (61-64F) 


ARpimD^ITAlN 


34hre*o6pm:b=brigM:  c-doud;  d^dttate;  ds^dusl  storm:  du^dut  I 
r^refri;  Bti ^shower  sl^slaet;  snxBnow;  B-surc  1- 


g-gaio;  h-bof: 


Sun 

Rdn 

Max 

Sun  Rasi 

Max 

hra 

m 

c 

F 

hrs  In 

C 

F 

AUmJmki 

72 

0.01 

18 

64 

5 

Me-ofwlght 

10.1 

025 

19 

66 

5 

An^oaoy 

X 

□26 

18 

84 

S 

Jersey 

70 

002 

20 

68 

S 

Aspanta 

Avramore 

9.9 

0.04 

17 

63 

sb 

Leeds 

85 

o.m 

19 

66 

9 

3.7 

063 

15 

56 

sh 

Lenrick 

8.4 

0  07 

15 

59 

3 

gate! 

108 

0.01 

18 

64 

an 

Leuchan 

82 

0.15 

19 

66 

S 

B&iringhain 

0  7 

031 

20 

68 

3 

UUehmptn 

8.4 

a  19 

21 

70 

3 

BognorR 

9.3 

0.16 

21 

70 

5 

London 

68 

ooe 

22 

72 

S 

Boumwmth 

10.5 

0.17 

20 

68 

3 

Lowestoft 

66 

009 

22 

72 

S 

Bristol 

82 

005 

19 

68 

S 

Manchester 

83 

005 

19 

66 

5 

Buxton 

90 

023 

17 

63 

3 

Margate 

Mlnehsad 

60 

001 

21 

70 

o 

Cards 

8.7 

0.06 

19 

66 

3 

95 

0.01 

21 

70 

s 

Ctadon 

75 

0.14 

21 

70 

T 

Morecambo 

B9 

004 

19 

68 

s 

CtoetfKxpes 

95 

21 

70 

5 

Newcastle 

9.7 

002 

19 

66 

3 

Cohvyn  Bay 

93 

801 

20 

68 

E 

Oxford 

94 

006 

20 

68 

% 

Cromer 

83 

0.06 

21 

70 

E 

Penzance 

X 

0  01 

20 

68 

s 

Dunbar 

95 

0.09 

19 

66 

5 

Poole 

74 

026 

22 

72 

£ 

EasSXMjme 

81 

003 

20 

68 

s 

RosB-o-wye 

Scarboro 

8.4 

0.02 

20 

68 

Etfinbutgh 

93 

001 

19 

66 

5 

98 

001 

19 

66 

S 

Eakdalemulr 

47 

056 

16 

61 

sh 

Shrewsbury 

83 

015 

19 

68 

s 

Exmouth 

80 

0.13 

20 

68 

s 

Skegness 

10  6 

0.10 

21 

70 

s 

FaknouBi 

91 

19 

66 

5  . 

Southend 

80 

005 

21 

70 

a 

FtehguanJ 

105 

005 

18 

64 

sh 

Southport 

83 

0.35 

18 

64 

a 

FoSwMOne 

70 

003 

22 

72 

s 

Southsea 

91 

0.15 

21 

70 

Glasgow 

X 

Swanege 

10  1 

026 

19 

66 

9 

Guernsey 

H36Xk.ro 

Heme  Bay 

108 

7  p 

67 

001 

002 

002 

21  • 
22 
22 

70 

72 

72 

s 

5 

Tolgranouth 

Tenby 

Time 

98 

101 

70 

o  oo 

UQ-4 

s2ut 

20 

18 

IB 

68 

64 

61 

5 

3 

1 

Hove 

X 

010 

20 

68 

5 

Torquay 

97 

Oil 

20 

68 

5 

Hunstanton 

95 

007 

21 

70 

5 

Wests -mare 

93 

0.04 

21 

70 

bte-ol-man 

112 

19 

66 

3 

Weymouth 

10  0 

0  15 

19 

66 

3 

«77 
30 

AJax'Ola  29 

Altfara  27 

Amardm  23 
27 
17 
35 
31 
31 
26 
28 
24 
19 
24 
22 
zr 

23 
27 
32 
X 
10 
20 
21 


.-r  -.  -.w  • 


>1  5  Corfu  30  86  s 

JS  s  Cphagn  21  70  t 

M  s  Du  bln  14  57  f 

II  f  Dubrovnik  26  79  a 

ri  f  Faro  29  84  s 

H  8  Harare*  32  90  s 

S3  d  Frankfurt  24  75  1 

fi  S  Funchal  24  75  s 

38  c  Geneva  23  73  f 

HI  Gibraltar  25  77s 

19  s  HetaWd  18  64  s 

32  s  Hong  K  29  84  r 

IS  a  kinsbraii  26  TV  9 

36 1  Istanbul  22  72  I 

ra  r  Jeddah  35  95  s 

rz  a  Jo*  bum  X 

91  s  LAngefe  29  84  s 

ra  s  L  Palmas  26  79  s 

II  f  Lfl  Tquet  20  68  I 

30  s  Lisbon  28  82  s 

Locarno  26  79  s 

>0 «  Luxambg  20  68  I 

» s  Luxor  36  97  9 

FOc  Madrid  29  84  s 

Temperatures  al  midday  local 


Malta 

Mefc'me 

Mexico  C 

Miami 

MBan 

Montreal 

Moscow 

Munich 

N  Delhi 

N  York 


FttodaJ 
I  Riyadh 
hne  on  Thursday. 


8  46  c  Stress  rg 

22  72c  Sydney 

33  91  s  Tangier 

19  66  s  Tel  Aviv 

26  79  9  Tanorfto 

29  84  s  Tokyo 

27  81  s  Toronto 

16  61  r  Tunis 

25  771  Valencia 
27  81  a  VancVer 

17  63  I  Venice 

25  77  I  Vienna 

10  50  I  Warsaw 

29  84  s  Wasti'km 

34  93  1  WeTogton 

41106  s  Zurich 

X  •  not  available 


warm  front 

Cefldfront 
>  Occluded  front  -* 


i _ x'v  l016  ; ‘jit •, • 

Changes  to  chalfipni  noon:  high  E  drifts  east  with  BtOe  change  in  central  pressure;  low  W 
moves  north  and  fills;  low  T  moves  qucWy  northeast  towards  Iceland  and  deepens  slightly 


St 


,  T-  • 

mmm  ,® 


v.-  ,J.-. .o.-  ■  ,  .  ^  •e-.-x.'/*-’ ■ ■-  li,--’-,  -  ■ 


MODB1AJE  -L^  '  — ■  ' 


» 


^5= 

arba 


service)  to  Barbados  on  any  Saturday  from  1  November 
tifl  11  April  •  fourteen  nights  at  die  luxurious  Accra 
Beach  Hotel  •  Highland  First  to  Gatwick  from  £1,299 

DC- 10  to  Barbados  on  23  December  •  fourteen  nights  at 
Sam  Lord’s  •  New  Year’s  Dinner  •  Gatwick  return  £1,999 

Concorde  to  Barbados  on  30  December  •  seven  nights  at 
Hilton  •  New  Year’s  Dinner  •  DC-10  to  Gatwick  £2,999 

DC-10  to  Barbados  on  23  December  •  eight  nights  at  Sam 
Lord's  •  inaugural  Concorde  to  Havana  •  two  nights  with 
tours  •  New  Year's  Dinner  •  return  to  Gatwick  £1,999 


HUS  H  L/ULUD 


Fly  by  757  to  Ivalo  for  the  day  •  meet  Father  Christmas 
•  luncheon  •  snowmobile  and  reindeer  sleigh  rides 
•  Arctic  Circle  crossing  ceremony  •  shopping  •  depart  from 
Gatwick,  Heathrow,  Luton,  Manchester  or  Stansted  on 
7,13.14.19,22,23  or  25  December  •  757  return  from  £299 

Concorde  supersonic  to  Ivalo  on  14  Dec  •  all  activities 
plus  husky  dogs  sleigh  ride  •  757  to  Heathrow  £1,299 

NEW  YORK,  NEW  YORK 

BA  747  to  New  York  on  any  day  •  four  nights  at  the 
Hilton  One.  Sat)  •  BA  Concorde  to  Heathrow  £2,599 

ORIANA&  ORIENT-EXPRESS 

Four  night  Oriana  cruise  on  5  October  from  Southampton 
to  Tenerife  via  Madeira  •  Concorde  to  Heathrow  £1,399 

Orient-Express  to  Southampton  on  15  October  •  two  night 
Orana  cruise  to  Zeebrugge  via  Cherbourg  •  tour  Bruges 
and  Brussels  •  Concorde  supersonic  to  Heathrow  £999 

Conconte  supersonic  to  Tenerife  on  6  Now  •  seven  night 
Onana  cruise  to  Sou&ampton  via  Gran  Canaria,  Lanzarote 
and  Casablanca  •  Orient-Express  to  Victoria  £1,999 

For  our  full  colour  brochure,  please  telephone: 

0181-992  4477 

or  to  rite  to  I 

Jt  SUPERLATIVE  TRAVEL  kS 

VMM  43,  Woodhunst  Road,  London.  W3  6SS  1.-?=^ 


I 


.IS 


Oil 


R  F. 


'j 


THE 


TIMES 


W  1 


SATURDAY  SEPTEMBER  6 1997 


STARTING  IN  THE  WEEKEND  SECTION  TODAY 


A  new  weekend 
cartoon  strip  by 


i! 


CROSSWORD 


EVERY 

WEEKEND 


a:-v 

.  _  ‘  -O' 


0  is 

wSn 


Call  for  emergency  government 

Guerrillas  kill 
12  in  bungled 
Israeli  attack 
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By  Christopher  Walker  in  Jerusalem 
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ISRAEL  yesterday  faced  ur¬ 
gent  calls  for  the  formation  of 
a  national  emergency  govern¬ 
ment  after  suffering  a  military 
blow  in  Lebanon  when  12  of  its 
servicemen  were  killed  only 
hours  after  Islamic  suicide 
bombers  killed  four  people  in 
Jerusalem  and  wounded  near¬ 
ly  200. 

Most  of  those  killed  in 
Lebanon  were  members  of  an 
elite  marine  commando  unit 
dispatched  on  a  secret  mission 
presumed  to  involve  the  assas¬ 
sination  or  kidnapping  of  a 
senior  Muslim  militant.  The 
death  toll  was  the  worst  suf¬ 
fered  by  Israel  since  the  end  of 
the  Lebanon  war'iaunched  in 
I9S2. 

Eli  Goldschmidt,  a  Labour 
Knesset  member,  was  the  first 
to  demand  a  political  realign¬ 
ment  bringing  together  the- 
Labour  Opposition  and  die 
right-wing  Government  .of 
Bmyamin.  Netanyahu,  who 
attempted  to  dispel  the  mood 
of  national  shock  by  vowing  to 
defeat  “terrorists’*,  whan  he 
said  were  attacking  Israel  an 
two  fronts.  He  will  face  a 
special  session  of  the  recalled 
120-sear  Knesset  next  Tuesday 
to  debate  the  crisis. 

After  an  emergency  session 
of  the  security  Cabinet.  Israel 


announced  yesterday  that  in 
toe  wake  of  the  triple  Jerusa¬ 
lem  suicide  bombing,  it  will 
“act  against  the  terrorist  org- 
anisanons  and  their  infra¬ 
structure  to  ensure  the 
security  of  its  citizens  and  their 
right  to  self-defence**. 

No  details  were  given  of 
what  specific  action  is 
planned,  but  Israeli  security 
sources  said  that  the  military 
strikes  were  expected  inside 
areas  controlled  by  the  Pales¬ 
tinian  Authority,  where  want¬ 
ed  Islamic  terrorists  were 
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deemed  still  to  be  at  large.  The 
four-point  rommunique  from 
the  emergency  session  also 
confirmed  that  Israel  would 
not  be  carrying  out  the  second 
scheduled  withdrawal  of  its 
troops  from  further  areas-  of 
the  West  Bank,  as  demanded 
by  die  Palestinians  for  Sep¬ 
tember?. 

"Israel  cannot  continue  on  a 
path  which  would  gram  the 
Palestinian  Authority  addi¬ 
tional  territory  while"  the  PA 
fails  to  fulfil  all  its  obligations, 
primarily  its  commitment  to 
fight  terrorism  in  the  territo- 


Boat  Race  crews  hot  up 
rivalry  on  the  Amazon 


By  David  Charter,  education  correspondent 


THE  young  blades  of  Oxford 
and  Cambridge  are  to  resume 
their  historic  rivaliy  in  pira¬ 
nha-infested  waters  later  this 
month  when  they  restage  the 
Boat  Race  on  the  Amazon. 

The  two  crews,  including 
many  who  last  crossed  oars  on 
the  Thames  in  March,  leave 
for  Brazil  next  week  to 
acclimatise  to  the  tropical 
Amazonas  region,  where  tem¬ 
peratures  exceed  30C  (86F). 
Various  hazards1  await  the 
rights  on  the  world’s  largest 
river,  including  crocodiles, 
leeches,  malaria  and  sudden 
rapids.  They  have  been  reas¬ 
sured  that  the  piranhas  and 
crocodiles  usually  avoid  fast¬ 
flowing  water. 

Cambridge  has  already  con¬ 
tacted  the  authorities  to  find 
out  the  best  "station*',  or  side 
of  the  river,  to  row  on.  In  the 
annual  Boat  Race,  the  choice 
between  Surrey  and  Middle¬ 
sex  stations  can  be  crucial 
depending  on  conditions. 

However,  on  a  river  five 
mites  wide  in  places,  they  were 
told  the  lane  chosen  did  not 
make  too  much  difference, 
even  with  the  additional  com¬ 
petition  from  a  Brazilian  nat¬ 


ional  crew.  Some  of  the  heal 
may  be  taken  out  of  the  fierce 
competition  between  the  two 
teams  by  the  sheer  length  of 
the  course.  At  seven  and  a  half 
miles,  it  is  twice  as  long  as  five 
Putney  to  Mortlake  duel. 
However,  as  there  is  no  land¬ 
ing  stage  nearer  to  the  starting 
poult  in  the  town  of  Manaus, 
the  crews  will  disappear  from 
view  for  five  miles  while  they 
row  through  uninhabited 
rainforest. 

Simon  Hart,  third  secretary 
(chancery)  at  the  British  Em¬ 
bassy  in  Brasilia,  said:  "The 
start  and  finish  will  be  very 
public  events  and  I  think  that, 
in  between,  there  may  well  be 
a  gentleman's  agreement 
about  how  they  stage  it, 
because  they  cannot  go  hell  for 
leather  for  the  whole  12km." 

He  said  the  race,  scheduled 
for  September  21,  was  rhe 
team  child  of  Britain*  Am¬ 
bassador  to  Brazil.  Keith  Has¬ 
kell.  It  has  been  funded  by  the 
Amazonas  authorities  as  part 
,  of  a  "British  month"  preceding 
the  state  visit  to  Britain  in 
December  of  President  Car¬ 
doso  of  Brazil.  The  Cultura 
Inglesa  in  Manaus  is  joining 
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the  spirit  of  the  month  with  an 
exhibition  of  British  teapots. 

One  of  Oxford's  Amazon 
crew,  Paul  Berger,  24,  who 
rowed  in  the  19%  Boat  Race, 
said: "We  have  not  really  been 
told  too  much  abour  condi¬ 
tions.  I  know  there  will  be  a  lot 
of  safety  launches  with  us.  But 
when  you  hear  we  are  going 
through  over  10.000m  of  jun¬ 
gle,  it  makes  you  wonder  now 
far  into  the  depths  of  the 
Amazon  you  are." 

Mr  Berger  has  had  inocula¬ 
tions  against  hepatitis,  ty¬ 
phoid  and  yellow  fever  and  is 
caking  Larium,  the  strongest 
protection  against  malaria. 
He  expects  competition  to  be 
fierce,  despite  the  length  of  the 
course.  “When  it  comes  to 
rowing,  you  never  want  to 
lose.  It  is  the  beginning  of  the 
season  so  then?  will  probably' 
be  great  rivalry." 

Exotic  locations  have  been 
used  before  for  reruns  of  the 
Boat  Race  at  the  start  of  the 
rowing  season.  It  has  been 
staged  in  Paris,  Tokyo  and  on 
the  Nile  at  Luxor,  and  twice  in 
1993  in  Brazil,  on  the  Rodrigo 
de  Freitas  lake  and  the  Bay  of 
Victoria  at  Espirito  Santo. 
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ries  under  its  control."  the 
communique  said. 

Political  commentators  said 
that  the  hard-line  response 
adopted  by  the  Government 
would  further  increase  the. 
already  severe  diplomatic 
problems  faring  Madeleine 
Ailbright,  the  US  Secretary  of 
Stare,  when  she  begins  her 
crucial  first  peace  mission  to 
the  Middle  East  next  week. 

News  of  the  Lebanon  deba¬ 
cle  caTne  as  Israeli  radio 
stations  were  solemnly  read¬ 
ing  lists  of  times  of  funerals  of 
Thursday's  triple  suicide  at¬ 
tack  Inevitably  the  two  trage¬ 
dies  became  intertwine! 
increasing  public  calls  for 
revenge  against  the  Arabs  in 
both  the  occupied  territories 
and  in  Lebanon. 

The  deepening  crisis  was 
underlined  by  an  Israeli  Army 
announcement  (hat  one  of  its 
soldiers  was  missing,  pre¬ 
sumed  dead  in  the  Lebanon 
firefight  which  raged  for  aver 
three  hours.  The  Israeli  Gov¬ 
ernment  said  that  it  held  the 
Lebanese  Government  re¬ 
sponsible  for  the  body’s  safe 
return.  A  Hezbollah  spokes¬ 
man  in  Lebanon  said  they* 
were  not  holding  any  Israelis. 

Added  urgency  has  been 
given  to  next  week's  peace- 
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Lebanese  troops  inspect  the  scene  of  the  fighting  at  tnsariyeh  where  12  Israeli  soldiers  were  killed  in  clashes  with  guerrillas  yesterday 


making  mission  by  Ms 
Albright  In  the  current  cli¬ 
mate  her  task  has  been 
described  by  one  Israeli  com¬ 
mentator  as  “mission  nearly 
impossible". 

The  gravity  of  the  situation 
was  underlined  by  separate 
statements  issued  by  Mr 
Netanyahu  —  who  spent 
much  of  the  day  closeted  with 
his  security  Cabinet  —  and 
Ehud  Barak,  the  Labour  lead¬ 
er.  who  urged  the  country  to 


“unite  behind  the  Israeli  De¬ 
fence  Force  and  its  fighters". 

As  the  public  thirst  for 
revenge  grew.  Jerusalem’s 
police  chief  yesterday  issued  a 
stem  warning  to  Jewish  ex¬ 
tremists  not  to  take  the  law 
into  their  own  hands.  He  said 
that  a  number  of  incidents  had 
occurred  and  two  Jewish  mili¬ 
tants  had  been  arrested. 

Mr  Netanyahu,  facing  the 
biggest  security  crisis  of  his 
career,  said  that  yesterday  was 


“a  day  of  profound  agony  and 
of  multiple  grief  for  the  Israeli 
people".  He  hinted  strongly  at 
Israeli  retaliation,  but  did  not 
spell  out  what  form  this  would 
fake. 

"The  state  of  Israel  is  con¬ 
fronted  on  two  fronts  with  a 
bitter  and  difficult  struggle 
with  lowly  terrorists  whose 
intention  is  to  destroy  the  state 
of  Israel  and  murder  its  citi¬ 
zens."  he  said.  "I  say  clearly: 
these  murderers  will  not  anni¬ 


hilate  Israel.”  Israeli  security 
sources  predicted  that  a  wide 
range  of  measures  could  be 
taken  including  raids  into 
Palestmian-controlled  areas 
and  more  intensive  air  strikes 
in  Lebanon,  including  hits  at 
terrorist  strongholds  in  the 
capital  Beirut.  The  Lebanese 
Government,  fearing  the 
worst,  appealed  for  French 
diplomatic  intervention  to  pre¬ 
vent  further  escalation. 

Lebanese  sources  said  that  a 
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US  scientists  modify 
cow  virus  to  kill  cells 
infected  with  HIV 

By  Nigel  Hawxes,  science  editor 


woman  and  a  young  girl  were 
also  killed  in  the  fierce  dashes 
at  Insariyeh  in  which  six 
Lebanese  civilians  were 
wounded. 

South  Lebanon  is  the  last 
active  Arab-Israeli  war  front 
and  was  one  of  the  subjects 
which  Ms  Albright,  who  will 
visit  far  the  first  time  since 
being  appointed  seven  months 
ago,  was  expected  to  deal  with 
during  her  now  vital  peace 
mission. 
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Bernard;  “irreplaceable" 
chronicler  of  life  in  Soho 

Jeffrey  Bernard 
is  dead  after 
refusing  dialysis 

JEFFREY  BERNARD,  the  journal¬ 
ist  and  boa  nwar  who  wrote  of  his 
colourful  life  in  seedy  Soho  bars,  has 
died  aged  65,  it  was  announced 
yesterday  (Peter  Foster  writes). 

The  author  of  The  Spectator's  Low 
Life  column  succumbed  Late  on 
Thursday  to  one  of  the  illnesses  for 
which  he  was  renowned.  His  death 
came  days  after  he  refused  further 
kidney  dialysis.  Frank  Johnson,  Edi¬ 
tor  of  The  Spectator,  said  the  Soho 
habitat  was  irreplaceable.  “There 
will  be  no  more  Low  Life.” 

Obituary,  page  23 


AMERICAN  scientists  have  set  a  thief 
to  catch  a  thief  by  using  a  modified 
virus  that  usually  infects  cows  to  kill 
cells  infected  with  the  Aids  virus.  They 
have  shown  that  it  works  in  test  tubes, 
but  have  yet  to  begin  animal  trials. 
Aids  experts  are  nevertheless  enthusi¬ 
astic  about  the  new  treatment’s  poten¬ 
tial.  so  long  as  it  is  shown  to  be  safe. 

Dr  John  Rose,  a  Yale  University 
virologist,  and  colleagues  report  in 
Cel l  that  they  used  a  modified  version 
of  vesicular  stomatitis  virus  (VSV), 
which  causes  a  mouth  infection  in 
cattle.  They  altered  it  so  that  it  homed 
in  on  HIV-infected  cells,  quickly  killing 
them. 

The  modifications  to  VSV  were 
based  on  discoveries  abour  how  HIV 
infects  cells  made  at  the  University  of 
Pennsylvania  by  Dr  Robert  Dorns.  He 
found  that  the  virus  first  binds  to  a 
receptor  called  CD4  on  the  surface  of 
white  blood  cells  and  then  to  a  second 
surface  receptor,  the  chemokine 
receptor. 

Only  after  this  "double  handshake" 
does  HIV  enter  the  cells.  Then  pieces  of 
the  virus  make  their  way  to  the  surface 
of  the  infected  cell  and  stick  out,  like  a 
flag  of  victory. 

Dr  Rose  suspected  that,  if  his  team 


gave  VSV  the  genes  responsible  for 
making  the  two  receptors,  the  virus 
would  home  in  on  cells  with  the  tiny 
HIV  flags  sticking  out  of  them.  The 
flags  would  then  bind  to  the  receptors, 
enabling  the  VSV  to  kill  the  infected 
cells,  leaving  the  rest  untouched. 

In  cultures,  that  in  fact  is  what 
happens.  “VSV  is  so  fast,"  Dr  Rose  told 
Science  Now,  the  Internet  science  news 
service. 

And  because  he  has  disabled  VSV  by 
removing  its  own  surface  proteins,  he 
hopes  that  it  will  not  be  able  to  infect 
other  cells.  "Without  its  normal  coat,  it 
can’t  infect  anything."  Dr  Rose 
maintained. 

Animal  tests  will  be  needed  to  prove 
that  this  is  indeed  so.  Dr  Anthony 
Fauci,  an  Aids  expert  at  the  United 
States  National  Institute  of  Allergy  and 
Infectious  Diseases,  gives  a  warning 
that  it  might  fake  unpractically  high 
doses  of  VSV  to  make  a  serious  impact 
on  HIV  levels  in  human  patients. 

The  same  technique  might  be  used  to 
treat  diseases  other  than  Aids,  by 
exchanging  different  receptors  into 
VSV.  “The  potential  applications  are 
enormous"  said  Dr  Nava  Sarver,  who 
is  in  charge  of  novel  Aids  treatments  at 
the  institute. 
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“The  winner,  and 
coincidentally  my  holiday 
destination  for  next 
year  is . . 

Olympic  bomb 
suspect  arrested 

AS  THE  International  Olympic  Com¬ 
mittee  considered  Ms  choice  of  the  city 
to  host  the  2004  Games;  a  Swedish 
man  was  arrested  with  explosives. 
Stockholm  police  said  he  may  have 
been  responsible  for  two  previous 
explosions  at  sports  stadiums,  for 
which  a  little-known  group  calling 
itself  “We  Who  Built  Sweden"  claimed 
responsibility.  Stockholm  is  compet¬ 
ing  against  Rome,  Athens,  Buenos 
Aires  and  Cape  Town,  and  yesterday 
President  Mandela  was  in  Lausanne 
to  promote  South  Africa’s  bid. 

Rob  Hughes,  page  48 
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received  a  senes  of  death  threats. 
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Mourning  Israelis  thirst  for  revenge  *  h&r 

$ 


Netanyahu  is  being  urged  to  attack 
Palestinian  areas  after  the  suicide 


blasts,  Christopher  Walker  writes 


ISRAELIS  yesterday  mingled 
defiance  with  demands  for 
revenge  attacks  against  the 
22  million  Palestinians  in 
Gaza  and  the  West  Bank  after 
the  suicide  attack  which  killed 
seven  people,  including  the 
three  bombers. 

Workmen  laboured  to  re¬ 
turn  the  Ben  Yehuda  shopping 
mall  to  normal  yesterday.  On 
the  wall  of  the  Ataia  Cafe, 
which  reopened  for  business 
at  8am.  was  a  photograph  of 
the  bombing  of  the  street  in 
194S,  before  the  creation  of  the 
Jewish  state.  Ben  Yehuda  has 
seen  12  other  terrorist  attacks, 
including  one  in  1975  when  a 
fridge  packed  with  explosives 
blew  up.  killing  15  people. 

“We  are  not  going  to  be  put 
off  ty  these  people,"  said  Meir 
Levisjohn,  a  tour  guide,  whose 
waitress  wife  Judy  was 
wounded  in  the  attack.  "This 
is  our  state  and  we  intend  to  go 
on  living  here.  Maybe  on  the 
way  we  will  have  to  swallow  a 
few  more  of  these  frogs  stick¬ 
ing  in  our  throats." 

Mr  Leviqohn’s  parents  ran 
a  souvenir  shop  on  Ben 
Yehuda  at  the  time  of  the  19-18 
blast,  which  was  blamed  on 
Britons  seeking  revenge  after 
Jewish  terrorist  atrocities 
against  British  soldiers.  “Life 
will  go  on  for  us  as  it  did  for 
them,"  Mr  Levisjohn  said. 
"We  are  not  going  to  be  got  rid 
of  that  easily." 

Sipping  espresso  in  the  cafe 
only  feet  from  the  spot  where 
one  of  the  three  Islamic  terror¬ 
ists  blew  himself  up.  Yishai 
Goldfeld,  a  soft-spoken  survi¬ 
vor  of  the  Holocaust,  said  he 
had  come  back  to  his  favourite 
haunt  to  express  his  defiance. 
“I  thought  it  was  right  to  come 


here  and  identify  with  the 
employees  of  the  cafe  after 
they  worked  through  the  night 
to  reopen  it. "he  said.  Near  by. 
city  workers  shovelled  the  last 
piles  of  broken  glass  and 
twisted  metal  into  skips. 

Four  Israelis.'  including 
three  schoolgirls,  were  killed 
in  the  bombing.  Classmates  of 
two  of  the  14-year-old  girls 
who  died  lit  memorial  candles 
and  erected  a  shrine. 

Mr  Goldfeld  was  one  of 
many  who  urged  Binyamin 
Netanyahu,  the  Prime  Minis¬ 
ter.  to  sanction  tough  militaiy 
action  against  Palestinian  ar¬ 
eas.  One  Cabinet  minister. 
Ariel  Sharon,  a  former  De¬ 
fence  Minister  and  architect  of 
the  19S2  invasion  of  Lebanon, 
claimed  in  a  newspaper  article 
that  Israel  was  rapidly  turn¬ 
ing  into  "another  Algeria". 

Mr  Goldfeld  said:  "I  am  not 
a  wfld  person,  but  today  I  have 
a  wild  rage." 

Israeli  outrage  was  fuelled 
by  frustration  that  no  obvious 
remedy  was  available.  Many 
were  reading  papers  filled 
with  photographs  oF  the  car¬ 
nage  and  predictions  that 
Israeli  military  action  was 
likely  in  areas  controlled  by 
Yassir  Arafat,  President  of  the 
Palestinian  Authority. 

Only  five  weeks  ago,  a 
suicide  attack  in  Jerusalem's 
main  Mahane  Yehuda  marker 
less  than  half  a  mile  away 
claimed  15  Israeli  lives.  Yester¬ 
day  Kochava  Akbali.  her  face 
fiushed  with  rage,  shouted  at 
those  around  hen  “Hcrw  long 
is  Jewish  blood  going  to  be 
cheap?  How  long  are  our 
leaders  going  to  talk  and  talk 
and  visit  families  of  our  dead? 
They  are  interested  in  keeping 


The  mother  of  20-year-old  Rami  Knshaxhvili,  one  of  the  suicide  bomb  victims,  grieves  over  his  covered  body  at  their  home  in  Jerusalem  before  his  funeral  yesterday 


their  chairs  instead  of  protect¬ 
ing  our  cities." 

But  Ahron.  a  security  expert 
working  near  the  scene  of  the 
bombing,  said  fhat  any  at¬ 
tempt  to  retake  the  Palestinian 
cities  handed  over  to  Mr 
Arafat  since  1994  could  cost 
hundreds  of  Israeli  lives.  His 


quiet  logic  was  not  matched  by 
most  of  the  crowd  baying  for 
reprisals.  "We  need  to  enter 
[Palestinian-ruled)  Ram  all  ah 
and  Nablus  and  set  off 
bombs,"  shouted  Shalom 
Kalna.  “Blow  up  their  buses." 
another  man  added. 

“What  wOl  that  help?  What 


will  that  do?"  asked  Eran 
Kadmon.  "They  will  just  send 
in  more  bombers  from  Gaza." 

Mr  Kalna  responded  sharp¬ 
ly:  "It  will  make  them  feel  real 
outrage.  Why  should  we  be 
afraid  on  our  streets?  They 
need  to  fear  us." 

Throughout  the  day,  Ben 


Yehuda  and  orher  central 
Jerusalem  streets  resembled 
an  armed  camp  with  large 
squads  of  soldiers  and  border 
police  questioning  the  few 
.Arabs  who  had  ventured 
across  from  east  Jerusalem  to 
work.  Despite  the  scores  of 
security  men  and  the  bomb 


disposal  vehicles  on  hand, 
people  on  the  street  eyed  one 
another  with  suspicion  and 
every  unfamiliar  face  was 
subjected  to  a  prolonged  gaze. 
Approach  roads  to  Jerusalem 
were  virtually  deserted  and 
the  city's  shopkeepers  ex¬ 
pressed  pessimism  that  tour¬ 


ists  could  be  tempted  back  in 
any  numbers. 

“Every  time  one  of  these 
horrors  get  on  the  world's 
television  screens,  it  convinces 
more  and  more  people  that 
this  is  a  dangerous  place  to 
visit,"  said  the  owner  of  one 
jeweller's  shop. 


Hezbollah  guerrillas  brandish  gruesome  trophies  of  battle  in  south  Lebanon 
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AS  DAWN  broke,  the  streets  of 
Insariyeh  were  packed  with  dazed 
and  anxious  people.  The  4,000 
inhabitants  of  this  dusty  hilltop 
village,  one  mile  from  the  Lebanese 
coast,  had  been  jolted  out  of  their 
sleep  early  yesterday  when  a  fierce 
battle  erupted  between  an  Israeli 
sea-borne  commando  unit  and 
Hezbollah  and  Amal  guerrillas. 

"We  never  thought  something 
like  this  would  happen  here,"  said 
Taysir  Rmeih,  26.  "We  have  not 
been  attacked  for  years,  not  even 


Residents  of  a  coastal  village  south  of  Beirut 
caught  up  in  yesterday's  bloody  battle  rejoiced 
over  a  rare  humiliation  for  the  Israeli  Army, 
Nick  Stanford  reports  from  Insariyeh 


during  the  April  war,"  he  added, 
referring  to  Israel's  16-day  blitz  on 
south  Lebanon  last  year. 

Lebanese  Army  lorries  equipped 
with  heavy  machineguns  and  Red 


Cross  ambulances  raced  through 
the  village  on  their  way  to  the  battle 
half  a  mile  away.  Villagers  kept  a 
wary  eye  on  a  lone  Israeli  warship  a 
few  miles  offshore.  Hours  earlier. 


the  village  had  been  shelled  by  the 
warship  as  helicopters  tried  to 
evacuate  the  Israeli  casualties.  One 
civilian  was  killed,  and  another 
wounded  when  they  accidentally 
drove  into  the  battle. 

As  details  of  the  Israeli  casualties 
emerged,  the  villagers  began  to 
rejoice.  “Two  civilian  casualties  are 
worth  the  price  for  twelve  dead 
Israelis,"  Mr  Rmeih  said. 

The  scene  of  the  lighting  was 
wreathed  in  smoke  from  burning 
pine  trees  set  alight  by  the  intense 


gunfire.  Lebanese  soldiers  doused 
the  Games,  while  weary  guerrillas 
clutching  automatic  weapons  cor¬ 
doned  off  the  area. 

One  Amal  guerrilla  displayed 
scraps  of  Israeli  uniform,  while 
another  produced  an  lsradiarmy 
boot  "The  Israelis  were  trying  to 
plant  bombs  here,  but  we  shredded 
them."  a  guerrilla  said. 

The  remains  of  an  Israeli  soldier 
who  was  blown  to  pieces  in  die 
fighting  were  collected  by  the 
guerrillas  and  later  displayed  at  a 


Hezbollah  press  conference  in  Bei¬ 
rut.  Sheikh  Hassan  Nasrafiah, 
Hezbollah's  secretary-general,  pro¬ 
claimed  the  battle  as  a  great  victory. 
“This  was  the  first  Israeli  comman¬ 
do  operation  in  •  the  history  of 
Zionism  which  completely  failed  in 
its  objective." 


Referring  to  the  gruesome  exhib¬ 
its.  which  included  a  foot  and  part 


of  a  head.  Sheikh  Nasrallaft  said 
that  they  would  be  returned  to  the 
Israelis  in  exchange  for  imprisoned 
Lebanese  guerrillas. 
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J  IM  I  S 


West  despairs  of  peace  as 
hardliners  gain  ground 


Western  governments 
were  plunged  into 
despair  by  the  sui¬ 
cide  bombings  in  Jerusalem, 
believing  that  there  is  now 
only  a  slender  chance  to  rescue 
the  peace  process  from  a 
downward  spiral  of  terrorism 
and  tough  counter  measures. 

All  now  depends  on  the 
Americans  and  Madeleine 
Albright's  mission  to  the  Mid¬ 
dle  East.  Western  officials 
hope  that  the  prospect  of  the 
Secretary  of  State's  visit  may 
persuade  Israel  not  to  rake 
further  action  in  retaliation  for 
the  bruising  encounter  in  Leb¬ 
anon  and  the  loss  of  12 
soldiers. 

The  most  ominous  develop¬ 
ment,  according  to  several 
Western  diplomats,  is  the 
growing  influence  of  the  Arab 
rqectionists  and  the  govern¬ 
ments  that  have  always  been 
wary  of  supporting  the  peace 
process. 

Syria  still  officially  supports 
a  negotiated  settlement  with 
Israel,  but  the  situation  in 
south  Lebanon  has  now  so 
escalated  that  Damascus  may 
give  more  visible  support  to 
those  launching  a  Hacks  on  the 
Israeli  forces  in  the  area. 

Iran,  which  has  long  en¬ 
joyed  dose  relations  with  Syr¬ 
ia,  has  been  the  main  backer  of 
the  Shia  Hezbollah  fighters, 
and  has  been  able  to  supply 
arms  and  supDort  with 


Fading  hopes  of  stopping  spiral  of 


violence  pinned  to  success  of  visit 


by  Albright,  Michael  Binyon  writes 


tance  that  President  Saddam 
Hussein  cannot  remain  isolat¬ 
ed  within  the  Arab  world  — 
despite  the  continuing  vehe¬ 
ment  opposition  by  Kuwait 
and  Saudi  Arabia  to  any 
normal  relations  with  Iraq. 


Israelis,  may  now  make  com¬ 
mon  cause  with  Hezbollah 
and  the  Amal  movement. 
Amal  is  a  strongly  pro-Syrian 
group  and  one  of  the  main¬ 
stream  Shia  movements  in 
Lebanon,  The  Beirut  Govern¬ 
ment.  eager  to  concentrate  on 
rebuilding  the  country's  infra¬ 
structure  and  prosperity,  may 
have  no  alternative  now  but  to 
take  a  more  confrontational 
stance  towards  the  Israelis. 

Western  diplomats  are  now 
concentrating  their  efforts  on 
trying  fa  put  pressure  on 
Yassir  ArafaL  the  Palestinian 
leader,  to  lake  a  tougher  line 
towards  Hamas  and  to  per¬ 
suade  moderate  Arab  coun¬ 
tries,  especially  Egypt  and 
Jordan,  to  restrain  any  open 
support  for  Palestinian  ter¬ 
rorism. 

Western  governments  do 
not  accept  the  Israelis’  insis¬ 
tence  that  Mr  Arafat  is  largely 
to  blame  for  the  suicide  bomb¬ 
ings.  and  believe  he  is  already 
trying  to  curb  Hamas.  But 
they  recognise  popular  anger 


in  Israel,  and  know  there  is 
strong  pressure  now  on  the 
Israeli  Government  to  scrap 
key  provisions  in  the  Oslo 
agreement  and  re-enter  the 
Palestinian  towns  from  which 
Israeli  troops  have  with¬ 
drawn. 

The  key  role,  as  usual,  will 
be  played  fry  President  Assad 
of  Syria.  His  ambivalence  and 
caution  have  long  frustrated 
American  and  European 
peace  initiatives.  A  few  weeks 
ago  Syria  began  to  take  the 
first  steps  towards  a  reconcili¬ 
ation  with  Baghdad,  one  of  the 
mosr  outspoken  opponents  of 
the  Oslo  accords  and  a  bitter 
ideological  enemy  of  Syria. 


There  were  Tentative 
steps  towards  a  re¬ 
sumption  of  trade  rela¬ 
tions  with  Iraq,  isolated  by 
United  Nations  sanctions, 
with  talks  being  held  between 
the  Iraqis  and  the  influential 
Syrian  chamber  of  commerce. 
Such  a  reconciliation  points 
the  way  to  a  gradual  aocep- 


the 


jpport 

tacit  backing  of  Syrian  troops 
in  Lebanon. 

In  Beirut  yesterday  Sheikh 
Hassan  NasraJIah.  secretary- 
general  of  Hezbollah,  said  the 
organisation  was  not  holding 
any  Israeli  prisoners.  He 
warned  Israeli  soldiers  not  to 
set  foot  in  Lebanon.  But  in  any 
further  confrontation  with  the 
Israelis,  both  Syria  and  Iran 
are  likely  to  give  more  solid 
support  to  the  armed  groups. 

The  Lebanese  Army,  direct¬ 
ly  involved  in  a  dash  with  the 


C  Israel  is 

confronted  with 

a  bitter  struggle 

with  lowly 

terrorists  whose 

intention  is 

to  destroy 

the  State  9 

An  end  to  the  bitter  rift 
between  the  two  Baalh 
regimes  in  Damascus 
and  Baghdad  would  be  a  body 
blow  to  die  Gulf  War  coalition, 
which  brought  Syria  into  the 
Western  alliance  against 
Saddam.  But  Mr  Assad  is  far 
too  cautious  and  canny  to 
jeopardise  his  relations  with 
the  United  States  by  any  open 
support  of  Iraq,  still  a  pariah 
among  Western  nations. 

Southern  Lebanon,  partly 
under  direct  Israeli  control 
and  partly  patrolled  by  mili¬ 
tias  cooperating  with  the  Is¬ 
raelis,  has  long  been  a 
flashpoint  and  a  danger  to  the 
entire  peace  process.  The  Is¬ 
raelis  are  deeply  wary  of  any  • 
permanent  engagement  in  the 
area,  having  suffered  disas¬ 
trous  casualties  and  setbacks 
there  after  the  1982  invasion  of 
Lebanon.  But  they  have  not 
hesitated  to  respond  militarily 
to  attacks  on  their  forces,  and 
these  in  turn  have  rallied 
Lebanese  civilians  against  the 
Israelis. 

The  last  Peres  Government 
launched  the  Grapes  of  Wraih 
operation  in  response  to  in¬ 
creased  attacks  by  Hezbollah- 
After  rapid  political  interven¬ 
tion  by  France,  which  sees 
itself  as  a  protector,  of  Leba¬ 
non.  and  then  America,  an 
awkward  truce  was  arranged 
which  outlawed  any  further 
attacks  on  Israeli  civilians. 

The  accord  was  notionally 
underpinned  by  the  Lebanese 
and  Syrian  Governments.  But 
since  the  election  of  Mr 
Netanyahu.  Syria  has  felt  less 
constrained  and  more  threat¬ 
ened  by  Israel's  tough  stance. 


Arafat  points  finger  at  Syria  and  Iran 


From  agence  Fra  nce- Press  e 
IN  JERUSALEM 


THE  Palestinian  Authority.resisted  Israe¬ 
li  pressure  yesterday  to  crack  down  on 
terrorists  after  the  Jerusalem  suicide 
attack,  and  instead  accused  Syria  and 
Iran  of  being  behind  the  bombings. 
Yassir  Arafat,  the  President  of  the 


authority,  came  under  increased  pressure 
from  America  and  Israel  to  launch  an 
offensive  against  Hamas  and  other 
radical  elements.  But  his  aides  ruled  this 
out.  saying  the  real  culprits  were  abroad. 
“There  are  Arab  and  other  nations  in  the 
region  which  are  working  to  sabotage  the 
Israeii-Palestinian  peace  process  to  pre¬ 
vent  the  creation  of  a  Palestinian  state," 


said  Tayeb  Abdel  Rahim,  general  secre¬ 
tary  of  Mr  Arafat's  office. 

He  compared  the  militants  to  Ssuka.  a 
Palestinian  militia  controlled  by  Syria, 
which  during  the  !97fr89  Lebanese  civil 
war  destroyed  ceasefires  between  the 
factions  by  bombarding  their  forces, 
earning  them  the  nickname,  “The  Third 
Cannon". 
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Lebed  says  100 


nuclear  bombs 


‘lost’  by  Russia 


From  Richard  Beeston 


non 


RUSSIA  yesterday  denied  al¬ 
legations  by  Aleksandr  Lebed. 
JeoQunoy*  former  security 
chief,  that  more  than  100 
S.  nuclear  •'suitcase"  bombs 
^  were  unaccounted  for  by  the 
military. 

In  one  of  the  most  disturb¬ 
ing  allegations  yet  about  the 
security  of  Russia's  nuclear 
arsenal,  the  former  general 
sard  that  he  discovered  the 
missing  atomic  weapons 
when  he  served  as  national 
security  adviser  to  President 
Yeltsin  last  year. 

The  one-kiloton  bombs, 
known  as  Special  Atomic  De¬ 
molition  Munitions,  have 
been  described  as  the  “perfect 
terrorist  weapon".  They  weigh 
between  601b  and  1001b,  can 
be  concealed  in  a  suitcase  or 
Y  backpack  and  detonated  by 
one  person  within  half  an 
hour.  Although  originally  de¬ 
signed  for  use  by  commandos 
to  blow  up  targets  behind 
enemy  lines,  such  as  bridges 
and  command  centres.  Gener¬ 
al  Lebed  said  that  if  detonated 
in  a  city  they  could  kill  up  to 
100,000  people. 

“I  do  not  know  their  where¬ 
abouts.",  said  the  Afghan  war 
veteran,  in  an  interview  with 
the  CBS  American  television 
network,  to  be  broadcast  to¬ 
morrow.  “1  do  not  know  if  they 
A  have  been  destroyed  or  wheth- 
m  er  they  are  stored,  or  sold  or 
stolen."  The  weapons  could 
now  be  somewhere  in  Geor¬ 
gia.  Ukraine,  the  Baltic  coun¬ 
tries,  or  elsewhere. 

The  allegations  follow  simi¬ 
lar  claims  that  he  made  to  a 
LIS  congressional  delegation 
in  May.  At  drat  time,  he  said 


IN  MOSCOW 
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Jar  while  serving  as  President 
Yeltsin's  top  security  adviser 
last  year  he  had  discovered 
that  the  military  was  unable  to 
account  for  48  of  the  132 
portable  nudear  weapons. 
When  he  informed  Mr  Yeltsin 
there  was  “no  reaction".  He 
now  believes  that  the  number 
of  missing  bombs  is  more  than 
100  out  of  a  Total  erf  250. 

Viktor  Chernomyrdin,  the 
Russian  Prime  Minister,  yes¬ 
terday  dismissed  the  allega¬ 
tions  as  “absolute  stupidity . . . 
all  Russian  nuclear  weapons 
remain  under  general  and 
perfectly  reliable  control  of  the 
Russian  armed  forces".  The 
Defence  Mmistiy  insisted  that 
General  Lebed  was  never 
involved  in  the  issue  of  nudear 
weapons  security. 

Vladimir  Uvatenko.  a  De¬ 
fence  Ministry  spokesman, 
denied  General  Lebed’s  claim. 
“As  a  representative  of  the 
Defence  Ministry  I  declare: 
there  are  no  nudear  bombs  in 


Lebed:  making  second 
bid  for  presidency 


Russia  out  of  control  of  the 
Russian  armed  forces he 
said.  “This  statement  by  Alek¬ 
sandr  Ivanovich  (Lebed]  can 
cause  nothing  but  a  smile — he 
never  dealt  with  nudear  sec¬ 
urity  questions  and  cannot 
know  the  situation." 

Certainly  many  Russians 
will  view  the  general's  allega¬ 
tions  with  scepticism.  General 
Lebed,  who  came  third  in  last 
year's  presidential  elections 
and  has  already  announced 
his  intention  to  run  in  the  next 
Kremlin  race,  needs  all  the 
publicity  he  can  get,  particu¬ 
larly  if  it  makes  the  authorities 
look  weak  and  disorganised. 

But  despite  his  possible 
political  motives,  the  West 
cannot  afford  to  ignore  h is 
warning.  In  the  she  years  since 
the  collapse  of  die  Soviet 
Union,  there  have  been  nu¬ 
merous  attempts  at  stealing 
nudear  materials  from  Rus¬ 
sia’s  vast  civilian  and  military 
atomic  installations. 

Although  the  only  recorded 
incidents  have  been  limited  to 
research  laboratories  and 
nuclear  power  stations,  ex¬ 
perts  agree  that  security  is  lax 
in  the  military,  where  poor 
conditions  and  collapsing  mo¬ 
rale  have  led  to  widespread 
theft  of  military  equipment 
throughout  the  ranks. 

In  May,  a  report  by  the 
French  Defence  Ministry 
painted  a  grim  picture.  It 
stated  that  Russia  was  unable 
to  account  for  all  its  tactical 
nudear  weapons,  and  that  the 
authorities  did  not  even  have  a 
clear  idea  of  how  many  war¬ 
heads  they  were  supposed  to 
have. 


Crowds  in  Red  Square.  Moscow,  watch  a  rehearsal  with  fireworks  for  celebrations  to  mark  the  S50th  anniversary  of  the  founding  of  the 
Russian  capital.  President  Yeltsin  was  due  to  attend  a  ceremony  last  night  to  signal  the  official  start  of  a  weekend  of  festivities 


Mir  pair  ready  for  spacewalk  to  repair  module 


From  Robin  Lodge 
IN  MOSCOW 


MICHAEL  FOALE,  the  British-born 
Nasa  astronaut  on  board  die  Russian 
space  station  Mir,  will  step  into  space 
today  to  examine  the  exterior  of  the 
Spekrr  research  module;  which  was 
ripped  open  in  June  in  a  collision  with 
an  unmanned  cargo  craft-  ■ 

At  i.55am  British  time.  Dr  Foale  and 
the  mission  commander.  Anatoli 
Solovyov,  will  open  a  hatch  on  the 


station  and  float  into  space,  returning 
some  six  hours  later.  They  wiU  remain 
attached  to  the  complex  by  safety  lines. 

Dr  Foale,  40.  who  has  endured  a 
series  of  crises  on  Mir  since  the  start  of 
his  mission  in  May.  including  the 
collision,  a  power  blackout,  various 
system  malfunctions  and  failures  as 
well  as  the  crash  of  a  main  onboard 
computer,  received  clearance  from 
Nasa  on  Thursday  night  for  the 
reconnaissance  spacewalk.  Nasa  and 
Russian  mission  control  officials 


described  the  operation  yesterday  as 
straightforward  and  said  there  were 
few  risks  involved.  The  greatest  dan¬ 
ger  is  that  a  jagged  edge  could  rip  one 
of  the  men’s  suits,  causing  depressur- 
isation  and  instant  suffocation. 

Dr  Foale ’s  role  will  be  to  assist 
Commander  Solovyov,  a  veteran  cos¬ 
monaut  who  has  already  logged  more 
than  40  hours  in  nine  separate 
spacewalks.  Last  month  he  entered  the 
stricken,  airless  Spektr  module  with 
Flight  Engineer  Pavel  Vinogradov  to 


reattach  cables  severed  after  the  crash 
and  restore  power  to  (he  complex.  On 
that  occasion  Dr  Foale  played  no  part 
in  the  mission,  but  sat  in  the  Soyuz 
escape  craft,  ready  for  an  emergency 
evacuation  of  the  station. 

It  is  highly  unusual  for  a  non- 
Russian  to  be  entrusted  with  safety 
work  beyond  routine  maintenance. 
American  astronauts  from  previous 
Mir  missions  have  described  the 
attitude  taken  by  their  Russian  col¬ 
leagues  as  “Look,  but  don't  touch". 


Comoros 

troops 

‘driven 


rebels’ 


From  Reuters 
IN  MORONI 


A  COMOROS  Red  Crescent 
official  said  yesterday  that 
secessionist  forces  had  driven 
government  troops  out  of  the 
Anjouan  capital  Mutsamudu. 
after  fighting  overnight  left 
many  dead  and  injured. 

The  official,  who  declined  to 
be  named,  spoke  from  the 
nearby  island  of  Moheli  a  day 
after  the  Government  of  Presi¬ 
dent  Taki  claimed  it  had 
Anjouan  back  under  Control- 
Government  troops  who  in¬ 
vaded  Anjouan  on  Wednesday 
to  counter  secessionist  forces 
had  retreated  to  the  airport  at 
Ouani,  four  miles  east  of 
Mutsamudu,  the  official  add¬ 
ed.  His  information  was  based 
on  radio  contacts  with  aid 
workers  on  Anjouan.  The 
Government  has  cut  direct 
telephone  links  and  censored 
reports  about  the  fighting^ 

The  Red  Crescent  official 
said  many  people  had  died  in 
the  latest  fighting  sparked  by 
government  attempts  on  Wed¬ 
nesday  to  crush  the  revolt. 
Scores  erf  buildings  had  also 
been  destroyed  in  the  fighting, 
which  prevented  medical  aid 
from  reaching  the  wounded. 

But  officials  maintained  yes¬ 
terday  that  the  Government 
was  still  in  control  of  Anjouan 
and  that  its  forces  were  on  the 
island  “carrying  out  their  du¬ 
ties  with  dignity  and  caution" 
It  claimed  secessionist  leaders 
had  fled  Mutsamudu.  A  state¬ 
ment  issued  fcy  the  Ministry  of 
Foreign  Affairs  accused  the 
secessionists  of  using  women 
and  children  as  shields. 

Anjouan.  the  second  largest 
of  a  three-island  archipelago, 
opted  for  secession  on  Aug¬ 
usts  after  months  of  protest, 
dvti  unrest  and  clashes  with 
security  forces  tot  led  to 
several  deaths.  Moheli,  the 
smallest  island,  followed  suit 

political  leaders  on  Anjouan 
and  Moheli  have  disagreed  °n 
whether  they  want  JUmJ 
pendence,  a  return  to  French 
rule  or  merely  greater 

autonomy.  ♦ 

In  Paris,  a  senior  French 
military  officer,  also  declining 
ST  be  quoted  by  -  name, 
described  the  fighting  on 
Anjouan  on  Thursday  as  low- 

assssisss 

problem  was 
that  if  the  fighting  continued 
much  longer,  both  sides  would 

nm  out  of  ammunition. 

The  Organisation  of  African 
Unity  yesterday  urged  the 
Moroni  Government  to  end  its 
military  action  on  Anjouan. 


ANC  braced  for  new  Winnie  claims 


FRom  Sam  Kiley  m  Johannesburg 


THE  African  National  Con¬ 
gress  is  bracing  itself  for 
itians  that  Winnie  Madi- 
la-M andela,  the  leader  of 
its  women’s  movement  and 
the  former  wife  -  of  South 
Africa’s  President  stabbed  a 
teenage  boy  of  whose  kidnap¬ 
ping  she  was  once  accused, 
and  later  ordered  the  murder 
of  Soweto’s  “people’s  doctor". 

The  claims  form  part  of 
statements  which  have  been  in 
the  possession  of  South  Afri¬ 
can  police  since  1989.  They 
have  raised  questions  over 
whether  the  police  covered  up 
the  role  of  Mrs  Mandela  to 
prevent  derailing  the  peace 
process  in  the  run-up  to  the 
1994  elections. 

In  a  later  statement  to  South 
African  police  —  made  in 


Britain  in  July  1995  —  Katiza 
Cebekhulu.  a  member  of  the 
"Mandela  Football  Club",  a 
notorious  gang  formed  to 
guard  Mrs  Mandela,  said  that 
he  had  seen  her  ^carrying 
something  in  her  hand  which 
she  lifted'  high  and  plunged 
down  into  a  body  that  I 
identified  as  being  Stompie". 

This  was  a  reference  io 
Stompie  Moeketsi  Seipei,  a 
teenage  member  of  the 
Mandela  Football  Club,  who 
disappeared  in  1988.  One  of 
Mrs  Mandela's  bodyguards 
was  later  found  guilty  of 
Setpei’s  murder.  Mr  Cebe¬ 
khulu  was  to  have  given 
evidence  at  her  trial  for  kid¬ 
napping  the  youth,  bur  fled  to 
Zambia.  He  is  presently  at  a 
“safe  house"  in  Britain  pend¬ 


ing  his  return  to  South  Africa, 
this  month. 

Mr  Cebekhulu  is  expected  to 
tell  the  Truth  and  Reconcilia¬ 
tion  Commission  that  Mrs 
Mandela  also  ordered  the 
killing  of  Dr  Abu-Baker  Asvat 
at  his  Soweto  clinic  in  January 
1989.  He  said  that  the  killing 
was  ordered  because  DrAsvar 
had  refused  to  certify  that  both 
Seipei  and  Mr  Cebekhulu  had 
been  "raped"  by  the  Rev  Paul 
Verryn.  who  had  run  a  shelter 
from  which  Seipei  and  four 
others  were  abducted  by  ihe 
Mandela  Football  Club  before 
Seipei  was  beaten  to  death. 

Mrs  Mandela’s  involve¬ 
ment  in  the  murder  of  Dr 
Asvat  was  allegedly  corrobo¬ 
rated  by  Nicholas  Dlamini  — 
who.  with  Zkhele  Cyril 


Mbatha.  was  convicted  of  the 
killing  in  1989  —  in  an  inter¬ 
view'  last  week  with  the  South 
African  Mail  and  Guardian. 

Mr  Cebekhulu  said  in  his 
statement  that  he  had  driven 
the  two  killers  to  Dr  Asvafs 
clinic.  In  his  interview, 
Dlamini  confirmed  this  last 
week,  and  added  he  had  been 
offered  20.000  rands  (EZS00) 
by  Mrs  Mandela.  "After  ask¬ 
ing  us  if  we  have  the  courage 
to  cany  out  the  mission,  we 
told  her  that  we  have  no 
problem."  he  told  the  paper. 

The  interview  with  Dlamini 
and  Mr  Cebekhulu’s  affidavit 
suggest  that  Dr  Asvat  was 
murdered  because  he  had 
seen  Seipei’s  condition  after  he 
was  beaten  and  insisted  that 
he  should  go  to  hospital. 


M  adikizela-M  a  ndtrla: 
‘had  doctor  murdered’ 


WORLD  IN  BRIEF 


Tourist’s  death  adds 


to  Cuba  bomb  riddle 


Miami:  An  Italian  tourist  who  was  killed  when  small  bombs 
exploded  at  three  busy  seafront  hotels  in  Havana,  the  Cuban 
capital,  on  Thursday  was  the  first  victim  of  a  mysterious 
spate  of  attacks  in  recent  months  against  tourist  targets  (David 
Adams  writes). 

Eleven  bombs  have  exploded  in  less  than  five  months  but  no 
recognised  group  has  claimed  responsibility  for  any  of  the 
attacks.  Some  speculate  it  could  be  the  work  of  disgruntled 
military  officers.  Experts  agree  that  the  developing  panem 
suggests  a  degree  of  home-grown  expertise,  bur  they  say  That 
outside  contributions  from  Miami's  exile  community  are  also  a 
possibility.  After  several  bombings  in  July.  Cuba  claimed  that  it 
had  “proof  that  the  people  responsible  and  materials"  came  from 
the  United  States  but  failed  to  produce  any  evidence. 


40  dead  in  stadium  collapse 


Time  Out’s  time  comes 


IT  WAS  only  a  matter  of  time 
before  Time  Out  supplanted 
The  Village  Voice  newspaper 
as  the  voice  of  New  York. 

Introduced  in  September 
1995.  the  down-to-earth  list¬ 
ings  magazine  —  conceived  in 
London  —  has  now  become 
the  pre-eminent  compass  for 
New  Yorkers  anxious  to  navi¬ 
gate  through  their  unkempt 
rainforest  of  clubs,  gigs, 
events,  ideas,  scenes,  talks, 
demos,  sales  and  “venues". 
Only  two  years  after  it  was 
grafted  cm  to  the  Big  Apple, 
fife  here  is  inconceivable  with¬ 
out  Tony  EIlioTs  "complete 
entertainment  guide". 

This  is  a  startling  cultural 
coup.  Founded  41  years  ago 
tty,  among  others,  Norman 
Mailer.  The  Village  Voice  was 
for  long  the  in-house  journal 
of  Manhattan’s  “counter-cul¬ 
ture".  In  its  most  fertile  years 
—  which  coincided  broadly 
with  the  Cold  War  —  it  was 
sprightly  and  provocative,  en¬ 
dearing  to  those  who  bought 
the  party  line,  infuriating  to 
the  others  who  didn’t.  Abso¬ 
lutely  no  one  ignored  it.  The 
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Village  Voice  fought  for  gay 
rights,  women’s  rights,  black 
rights,  pomographers*  rights. 
It  fought  for  the  rights  of 
everyone  except  those  who 
wished  to  say  “postman"  in¬ 
stead  of  " postperson"  and 
“he"  instead  of  “he  or  she". 


New  voice  of  the  city 


The  Christopher  Columbus  of 
political  correctness,  it  found¬ 
ed  New  York's  new  world  of 
careful  speech  and  multi¬ 
cultural  nirvana. 

Today,  with  the  Cold  War 
consigned  to  encyclopaedias, 
and  with  the  parameters  of 
Manhattan’s  “correctness"  set 
firmly  in  stone,  the  rime  has 
come  for  cooler,  lighter  fare. 
Enter  Time  Out — unpreachy. 
egalitarian  —  to  capture  per¬ 
fectly  the  city’s  end-of-century 
spirit. 

New  York  is  now  apolitical. 
Almost  everyone  “works  out". 
Smoking  is  for  social  lepers. 
Steaks  are  seldom  eaten.  Mar¬ 
tinis  are  not  drunk  at  lunch 
any  more.  Grunge  is  unac¬ 
ceptable.  Crime  is  no  longer 


an  issue.  Drag  Queens  are 
boring  and  one  in  four  men  is 
openly  homosexual.  A  Repub¬ 
lican  mayor  rules  the  city,  and 
rules  it  well.  Who  needs  The 
Village  Voice  now? 

To  beat  back  the  Time  Out 
deluge.  The  Village  Voice 
decided  last  year  to  become  a 
free  sheet.  The  tactic  failed:  it 
was  a  confession,  finally,  that 
the  newspaper's  commenta¬ 
tors  were  stale,  their  writings 
too  jejune  to  sell.  The  voice  of 
New  York's  Left  was  now 
merely  another  “notice- 
board",  to  be  picked  up  from 
grimy  street  comers  by  New 
Yorkers  too  busy  to  stop. 

This  is  Time  Out  time  in  the 
Big  Apple,  a  time  of  breezy 
ready-reckoners  and  useful 
information  on  tap.  New 
York’s  soul  has  changed:  it  is 
no  longer  fashionable  to  be 
“in  resistance".  The  motto  of 
The  Village  Voice  used  to  be 
“Expect  the  Unexpected". 
New  Yorkers  need  no  mottoes 
now.  They  expect  —  and 
demand  —  the  expected.  And 
Time  Our,  British  and  prag¬ 
matic.  never  fails  ro  provide  it. 


Rushdie’s 
close-up 
on  tragic 
object 
of  desire 


Trump  pursues  presidential  alliance 


NEW  YORK’S  tom-toms  are 
beating  out  a  ripe  new  ru¬ 
mour.  According  to  reports, 
Donald  Trump,  the  less-than- 
uxorious  property  tycoon  is 
planning  to  wed  a  Venezue¬ 
lan  beauty  queen. 

The  belta  latino,  however, 
is  no  ordinary  temptress.  She 
is  said  to  be  Irene  Saez 
Conde,  a  6ft  former  Miss 
Universe  (1981  was  her  annus 
mirabflis)  who  is  now  the 
Mayoress  of  Chacao.  a  dis¬ 
trict  of  Caracas.  . 

But  there  is  a  twist  Senon- 
ta  Saez  is  planning  to  run  for 
her  country’s  presidency,  no 
fess.  in  next  year’s  elections. 
An  alliance  between  her  and 


Trump  raises  the  intriguing 
prospect  of  theoiWdi  state  of 
Venezuela  being  governed 
from  a  penthouse  in  the 
Trump  Towers. 

The  Mayoress  certainly  has 
the  oomph  to  take  on  New 
York’s  most-married  tycoon. 
On  a  whistle-stop  tour 
through  Britain  in  1994,  she 
had  lunch  with  this  corres¬ 
pondent  to  whom  she  said: 
“Some  people  say  politics  is  a 
tough  game  and  1  am  too  soft. 
But  1  believe  in  myself." 

So.  too.  did  her  stocky 
female  chaperone,  seated  to 
my  right  “We  say  back  home 
that  she  is  an  airplane  —  a 
747.  She  is  taking  off." 


Irene  Saez  Conde  and  her  suitor,  Donald  Trump 


SALMAN  RUSHDIE,  who 
married  secretly  last  week, 
has  taken  time  off  from  his 
post-nuptial  pause  f* honey¬ 
moon' \  surely,  is  an  inappro¬ 
priate  word  for  him)  to  write  a 
brisk  and  clever  piece  for  the 
latest  issue. of  The  New  York¬ 
er,  an  unprecedented  mid¬ 
week  '‘special  issue "  produced 
to  commemorate  Diana , 
Princess  of  Wales. 

Dwelling  on  the  fact  that 
the  tragic  accident  in  Paris 
was  the  result  of  a  clash 
between  the  camera  and  the 
car.  two  of  the  most  powerful 
icons  of  our  age,  Mr  Rushdie 
argues  that  the  Princess  died 
in  a  “ sexual  assault ". 

He  says:  "Think  of  it  this 
way.  The  object  of  desire,  the 
Beauty,  the  Blonde  (Diana), 
is  repeatedly  subjected  to  the 
unwelcome'  attentions  of  a 
persistent  suitor  (the  Camera ) 
until  the  dashing,  glamorous 
knight  (riding  his  automo¬ 
bile)  sweeps  her  away.  The 
Camera,  with  its  unavoidably 
phallic  long-lensed  snout, 
gives  pursuit.  And  the  story 
reaches  its  tragic  climax,  for 
the  Automobile  is  driven  not 
by  a  hem  but  by  a  clumsy 
drunk." 

Simon  Schama,  the  histori¬ 
an,  is  another  contributor  to 
the  issue.  Stating  that  Diana 
was  "certainly  more  sinned 
against  than  sinning ”.  he 
says  gloomily:  " There  is  a 
chance  that,  for  the  first  time 
since  the  death  of  Victoria, 
the  well-oiled  machinery  of 
the  monarchy  may  actually 
stall  on  the  phenomenon  of 
the  populist  Princess ." 


Asuncion.  Paraguay:  As  many  as  40  people  were  killed  early 
yesterday  when  a  stadium  collapsed  during  a  storm  in  the 
Paraguayan  border  town  of  Ciudad  del  Esie.  Llp  to  200  people 
were  reported  injured.  According  to  witnesses,  strong  winds 
ripped  off  the  roof  and  wall  of  the  stadium,  crushing  3,000 
people  gathered  inside  for  a  political  rally.  The  collapsed  area 
was  a  makeshift  structure  which  went  up  just  over  a  week  ago 
and  had  no  foundations.  The  stadium  rally  was  being  staged  by 
an  opposition  faction  of  the  ruling  Colorado  Party  in  advance  of 
forthcoming  primaries.  (Reuters) 


Kohl’s  tax  reforms  rejected 


Bono:  Germany’s  upper  house  of  parliament  has  rejected  the 
Government's  tax  reform  Bill  for  a  second  time,  sending  the  plan 
back  to  a  committee  that  will  try  to  reach  a  compromise.  While 
the  lower  house  approved  Ihe  reforms  in  July,  the  Bundesrat  — 
dominated  by  opposition  Social  Democratic  state  governors  — 
has  rejected  the  Bill,  saying  that  the  proposed  tax  cuts  were  "not 
affordable".  Helmut  Kohl,  die  German  Chanceflor.  says  broad 
reforms  will  spur  business  investment  and  combat  the  country's 
near-record  unemployment  of  11.4  per  cent  (AP) 


Mugabe  must  share  spoils 


Harare:  Legislation  giving  the  ruling 
Zanu  (PF)  party  of  President  Mugabe, 
right,  sole  access  to  substantial  sums  of 
state  money  meant  to  subsidise  polit¬ 
ical  pluralism  has  been  abolished  by 
the  country's  Supreme  Court,  which 
declared  that  the  law’  violated  voters’ 
rights  (Jan  Raath  writes).  Since  1992, 
Zanu  (PR  has  received  Z$16I  million 
(£9.5  million)  while  opposition  parries 
were  barred  because  they  secured  Jess 
titan  the  minimum  15  seats  in  parlia¬ 
ment  laid  down  by  the  law. 


Family  returns  ‘black  box’ 


Phnom  Penh:  A  flight  recorder  believed  to  have  been  stolen  by 
villagers  from  a  crashed  Vietnam  Airlines  plane  has  been 
returned  following  appeals  on  radio  and  television.  A 
government  spokesman  said  a  peasant  family  handed  in  the 
“black  box",  which  may  help  ro  explain  the  cause  of  the  crash  on 
Wednesday  which  killed  at  least  b5  people.  The  instrument  was 
apparently  "blown  away"  by  the  force  of  the  exploding  Tupolev 
134.  The  family  received  a  $200  (£125)  reward.  (API 


Train  kills  bridge  walkers 


Dhaka:  At  least  three  people  were  killed  and  50  others  were 
missing  after  an  inter-city  train  crossed  a  bridge  on  which  they 
were  walking  in  northeastern  Bangladesh.  The  death  loll  could 
rise  as  scores  of  people  jumped  off  the  bridge  over  the  Khowai 
River  to  avoid  the  train.  "Many  people  jumped  into  the  river  to 
save  themselves  from  being  hit  and  may  have  been  washed 
downstream  by  the  turbulent  water,"  a  local  resident  said.  (AFP) 


Flak  jackets  compulsory 


Colombia  has  equipped  its  102  senators  with  bulletproof  vests, 
which  they  will  be  obliged  to  wear  at  all  times  when  outside  their 
homes  (Gabriella  Gamini  writes).  The  Bogota  Government 
announced  that  life  insurance  would  be  cancelled  if  they  tailed  to 
wear  the  jackets.  The  measure  comes  after  top  politicians 
received  a  series  of  death  threats. 


t 
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Senior  judge  finds  prosecution 
system  ‘is  not  working  properly’ 

Frances  Gibb  on  Sir  Iain  Glidewell’s  review  of  the  CPS 


Sir  Iain:  “things  can. 
go  wrong  sometimes” 


Oxford 
student 
jailed 
for  drug 
offences 

By  A  Staff  Reporter 


AN  OXFORD  University  stu¬ 
dent  has  been  jailed  for  two 
years  for  dealing  in  drugs. 
Benjamin  O’Brien.  19,  was 
told  by  Judge  Harold  Wilson 
that  those  who  enjoyed  the 
advantages  and  privileges  of 
university  life  had  to  learn  to 
exercise  responsibility  as  well. 

Sentencing  O’Brien  at  Ox¬ 
ford  Crown  Court,  Judge  Wil¬ 
son  said:  “There  is  a  veiy 
serious  drug  problem  in  this 
city  and  you  are  part  of  that 
problem.  Despite  all  the  pub¬ 
licity  about  drugs,  and  the 
deaths  involved,  particularly 
with  Ecstasy,  you  ignored  all 
those  warnings. 

“You  supplied  friends  with 
drugs  and  threatened  them 
with  death.  It  is  not  melodra¬ 
ma,  it  is  happening  every 
day.” 

Judge  Wilson  continued: 
"You  were  equipped  with  ad¬ 
vantages  denied  others  but 
advantages  and  privileges 
bring  responsibilities  too.  The 
message  must  dearly  go  out 
that  those  who  peddle  drugs  in 
this  city  and  are  caught  will 
lose  their  liberty.” 

O'Brien,  from  Halifax,  was 
a  politics,  philosophy  and 
economics  student  at  Somer¬ 
ville  College.  He  had  finished 
in  the  top  th  ree  in  his  first-year 
exams. 

He  admitted  six  charges  of 
possessing  and  supplying  Ec¬ 
stasy,  supplying  cannabis  and 
possession  of  cocaine  and 
amphetamines.  Police  had 
raided  his  college  room  in 
June  and  found  42  Ecstasy 
tablets  hidden  behind  a  poster 
and  other  drugs. 

Documents  revealed  that 
O'Brien  had  supplied  172  Ec¬ 
stasy  tablets  and  other  drugs 
worth  £1500  to  student  friends 
since  January. 

Michael  Trueman,  for  the 
defence,  said  thar  O'Brien's 
actions  had  brought  shame  on 
his  mother,  a  voluntary  care 
worker,  and  his  father,  a 
brewery  director. 

“He  went  from  being  a 
highly  academic,  responsible, 
hard-working  sixth  former  at 
Bradford  Grammar  School  to 
a  naive  and  foolish  first-year 
university  student  supplying 
drugs  because  he  thought 
people  would  think  of  him  as 
cool,”  Mr  Trueman  said. 

“He  was  a  fresher,  a  young 
intelligent  man.  dearly  im¬ 
pressionable.  and  he  was 
drawn  into  the  misuse  of 
drugs.” 

Mr  Trueman  added  that  it 
not  been  a  venture  for  profit 
O'Brien  insisted  thar  he  had 
given  up  supplying  drugs  two 
weeks  before  his  arrest  after 
friends  warned  him  of  the 
risks  involved. 


THE  senior  judge  appointed 
by  the  Government  to  conduct 
a  review  of  the  Crown  Prose¬ 
cution  Service  has  admitted 
that  the  system  is  not  working. 

Sir  Iain  Gtidewell.  the  re¬ 
tired  Court  of  Appeal  judge, 
said  he  had  received  com¬ 
ments  and  subniissions  from 
hundreds  of  employees  in  the 
Crown  Prosecution  Service, 
from  typists  to  senior  lawyers. 

“There  is  no  doubt  that  the 
present  system  is  not  working 
as  it  should,”  he  said.  “I  don't 
mean  that  to  indicate  that  irs 
specifically  the  fault  of  the 
CPS;  it  is  the  overall  function¬ 
ing  of  the  whole  system,  from 
investigation  to  conviction  or 
acquittal,  which  has  things 
that  can  go  wrong  and  some¬ 
times  do." 


The  inquiry  was  one  of  the 
first  to  be  announced  by  Tony 
Blair.  Sir  Iain,  who  is  assisted 
by  Sir  Geoffrey  Dear,  the 
former  Inspector  of  Constabu¬ 
lary,  has  a  wide-ranging  re¬ 
mit.  from  the  organisation  of 
the  sendee-  to  its  policies  and 
procedures. 

There  was  specific  concern 
among  ministers  about  falling 
convictions,  and  he  is  required 
to  look  at  whether  the  CPS 
“has  contributed  to  the  falling 
number  of  convictions  for 
recorded  crime”.  He  also  has 
to  examine  the  validity  of 
criticisms  that  the  CPS  has  led 
to  unjustified  “downgradings” 
of  charges. 

Dame  Barbara  Mills,  the 
Director  of  Public  Prosecu¬ 
tions,  has  rebutted  criticisms 


over  falling  convictions,  point¬ 
ing  out  that  the  CPS  can 
prosecute  only  those  cases  that 
are  put  before  it  Sir  Iain 
would  not  be  drawn  on  falling 
convictions,  except  to  say  that 
the  current  statistics  relating 
to  crime  were  all  collated  in 
different  ways  and  his  review 
would  seek  to  “co-ordinate” 
these. 

"The  statistics  from  one 
department  are  by  no  means 
consistent  with  those  from 
another  and  this  is  one  factor 
— ' '  although  1  should  be  sur¬ 
prised  if  it  were  the  only  one  — 
in  the  conflicting  views  over 
convictions.” 

Sir  Iain,  who  began  wurk  in 
June  and  is  expecting  to  pub¬ 
lish  his  report  early  next  year, 
said  it  was  too  early  to  say 


what  h is  final  findings  or 
recommendations  would  be. 
But  the  single  biggest  need 
identified  so  far  was  for 
"greater  coordination  be¬ 
tween  the  various  agencies". 

He  had  also  been  struck  by 
the  degree  of  loyalty  among 
staff  for  the  service,  which  was 
created  in  1986.  “By  no  means 
all  the  comments  are  wholly 
critical.  They  do  very  often 
reflect  the  enthusiasm  which 
members  of  staff  have  for  the 
concept  of  the  service." 

John  Morris,  the  Attorney- 
General  and  Jack  Straw,  the 
Home  Secretary,  have  already 
proceeded  with  one  reform  of 
the  service  —  its  reorgan¬ 
isation  into  smaller  units  in 
line  with  police  force  areas, 
but  that  does  not  cake  effect 


until  April  next  year.  Sir  lain 
said:  “That  inevitably  means 
we  are  having  to  go  about 
asking  people  how  they’  intend 
to  do  things  under  this  change 
and  we  will  comment  accord¬ 
ingly.”  He  is  likely  to  give  an 
early  view  on  this  in  advance 
of  the  main  repon. 

He  and  his  small  support 
staff  have  interviewed  a  wide 
range  of  people  and  bodies 
who  work  with  the  service. 
The  next  stage  is  now  to  go  out 
to  four  specific  areas  —  south¬ 
east  London,  the  West  Mid¬ 
lands,  south  Yorkshire  and 
Humberside  and  South  Wales 
—  and  “see  how  it  operates  on 
the  ground”.  But  he  said  it  was 
unlikely  that  they  would  come 
up  with  any  ideas  that  were 
totally  new. 


Vessel  of  the  future:  the  solar-powered  catamaran  The  Collinda  sails  into  Calais  after  making  a  historic  Channel  crossing  in  July 


By  Nick  Nuttaix 

ENVIRONMENT  CORRESPONDENT 

A  NATIONAL  campaign  to  make 
boating  more  compatible  with  the 
environment  is  to  be  launched  with 
government  and  industry  backing,  it 
was  announced  yesterday. 

Over  the  past  decade  there  has  been 
a  boom  in  sales  of  leisure  boats  and 
craft  like  jet  skis.  The  number  of 
people  classed  as  regular  boaters  is 
estimated  to  be  4.7  million  and 
growing,  a  survey  for  the  British 
Marine  Industries  Federation  shows. 

But  the  rise  has  triggered  alarm 
among  conservationists  and  govern¬ 
ment  advisers  about  the  pollution  and 
noise  impacts  of  power  boats  on 
rivers,  estuaries,  coastal  areas  and 
inland  lakes,  Jonathan  Sriwyn.  of  the 
Centre  for  Environment  and  Ecu- 


‘Green  boat’  scheme 
will  try  to  tackle 
environment  threat 


nomic  Development  in  Cambridge, 
said  yesterday  there  was  evidence  that 
engine  noise  disturbed  the  feeding  of 
fishes  and  birds.  Too  many  boats 
travelling  at  high  speed  in  sensitive 
areas  could  cause  banks  to  erode. 

“Where  aquatic  vegetation  is  en¬ 
countered  it  may  be  uprooted  and 
chopped  by  propellers."  Mr  Srhvyn 
said.  Other  damage  may  come  from 


boat-owners  who  discharge  sewage 
into  sensitive  sites  or  launch  vessels 
where  young  Gsh  feed  or  birds  breed. 

Mr  Selwyn  said  the  insensitive  use 
of  jet  skis  was  a  particular  problem. 
“They  have  shallow  bolls  and  can 
access  areas  off  limits  to  larger  craft” 
The  two-year  initiative  on  “green” 
boating,  called  Navigate  with  Nature, 
will  focus  on  owners  of  pleasure  craft 


to  whom  it  will  distribute  leaflets  and 
information  packs. 

The  campaign  was  unveiled  at  Eoo 
Boat  97,  being  run  by  the  Broads 
Authority  and  backed  by  the  Environ¬ 
ment  Agency  and  British  Waterways. 
It  is  funded  by  the  Department  of  the 
Environment  Transport  and  Re¬ 
gions  and  the  British  Marine  Indus¬ 
tries  Federation. 

The  national  campaign  follows  a 
recent  pilot  in  Poole  Harbour.  Cath¬ 
erine  Saunders,  also  of  the  centre, 
told  a  conference  yesterday  at  Oulton 
Broad.  Lowestoft  Suffolk  that  the 
scheme  bad  proved  a  huge  success, 
with  thousands  of  greeo  boating 
leaflets  distributed.  A  helpline  to  die 
Environment  Agency  has  also  been 
set  up  so  that  boaters  can  report  amy 
spills  of  paints,  toxic  chemicals  and 
substances  such  as  anti-freeze. 


news  in  brief 


Soldiers  charged  with 
smuggling  drugs 

Five  soldiers  are  to  appear  in 

to  smuggle  drugs.  million.  The 

after  the  disco  veiy  of  8kg  of  ^rom  worm  ^ 

Ch^mteria^UppeTbefore  S.  Heiens  magistrates 

^Two'othei^'were  TOm^t^d™^a^wTaJ7^Jacksoa- 
Regiment  Royal  .Artillery  at  Ate^^e  B^dcs. 


no  application  for  bail.  A  pretrial  hearing  was  fixed  for 
September  29  at  Canterbury  Crown  court. 

Jeffrey  Bernard  is  dead 

Jeffrey  Bernard,  the  writer  and  bon  viveur.  who  wrote  <|fhis 
colourful  life  in  Soho  bars,  has  died.  He 
of  the  The  Spectator's  “Low  Life”  column  died  onThursday 
nieht  just  days  after  refusing  dialysis  treatment 
failure.  Frank  Johnson,  Editor  of  The  Spectator. in' which 
Bernard's  column  was  published  for  21  years,  said i  that  the 
Soho  habiftte  was  irreplaceable:  General 
two-a-pennv  but  Jeffrey  was  the  sort  of  journalist  an  editor 
can  never  replace.  The  Soho  he  described  was  so  rauchhis 
own  invention.  He  was  a  kind  of  prose-poet  of  the 
There  will  be  no  more  Low  Life."  At  the  Coach  and  Horses 
public  house  in  Soho,  one  of  Bernard  s  favourite  haunts, 
(here  was  an  empty  seat  at  the  bar.  Obituary,  page  23 

Playtime  accident 

Rosemarie  Stones;  3.  was  taken  to  Bradford  Royal 
Infirmary,  after  falling  head  first  on  to  a  nail  on  a  gate  as :  she 
chased  ladybirds  round  a  neighbour's  garden  ui  Bradford 
on  Thursday.  Ambulance  crews  and  firemen  spent  an  hour 
trying  to  free  the  girt  but  the  nail  was  too  firmly  embedded 
to  come  ouL  A  spokesman  for  the  infirmary  said  the  gin’s 
condition  was  “fine"  and  that  she  was  expected  to  return 
home  with  Michael  Stones,  her  father,  last  nighL  Mr  Stones 
sard  “1  thought  she  was  going  to  die.  1  went  down  on  ray 
hands  and  knees  for  an  hour  just  holding  her  head  in  posi¬ 
tion  and  talking  to  her,  to  stop  her  falling  unconscious.  She 
was  awake  all  the  time  and  was  in  a  great  deal  of  distress 

Lay-by  body  trio  in  court 

Three  men  were  to  appear  in  court  charged  in  connection 
with  the  murder  of  a  man  whose  body  was  found  dumped  in 
a  lay-by.  The  body  of  Paramjit  Singh  was  found  off  the 
A19.  eight  miles  north  of  Thirsk  North  Yorkshire,  on 
Saturday.  Mr  Singh.  38,  who  was  from  Choriton  on 
Medlock,  Greater  Manchester,  had  a  single  gunshot  wound 
to  the  head.  North  Yorkshire  police  said  that  a  22-year-ojd 
man  has  been  charged  With  his  murder.  Two  other  men  in 
their  40s  have  been  charged  with  conspiracy  to  pervert  the 
course  of  justice.  The  three  men,  who  are  all  from  the 
Greater  Manchester  area,  were  due  to  appear  before 
Northallerton  magistrates. 

Heroin  substitute  kills  91 

A  heroin  substitute  prescribed  by  doctors  killed  three  times 
as  many  Scots  last  year  as  heroin.  James  Mddrum, 
Registrar  General  for  Scotland,  said  that  methadone  was 
involved,  sometimes  with  other  drugs,  in  91  deaths.  Heroin 
was  linked  to  31  deaths.  After  methadone,  the  drug  most 
frequently  involved  in  deaths  was  the  sleeping  pill 
diazepam,  which  is  also  used  to  relieve  anxiety  and  alcohol 
withdrawal  symptoms.  Mr  Meldnim  said  that  it  was  linked 
to  72  deaths,  morphine  was  linked  to  51  deaths,  temazepam 
to  37.  Ecstasy  to  7  and  cocaine  to  3.  Drug-related  deaths  in 
Scotland  rose  from  251  in  1 995  to  2fol  last  year  while  deaths  of 
those  known  to  be  drug-dependent  increased  from  155  to  172. 

CJD  fund  launched 


A  fund  has  been  set  up  in  the 
name  of  a  vegetarian  victim 
of  Creutzfekft-Jafcob  dis¬ 
ease.  Clare  Tomkins.  24, 
right,  had  not  eaten  meat  for 
II  years.  The  fund  was  set 
up  after  donations  came 
flooding  into  the  family 
home  near  Tonbridge,  Kent, 
from  around  the  world.  Her 
father,  Roger,  and  family 
members  derided  that  the 
money  should  be  used  for 
research  into  the  human 
form  of  “mad  cow”  disease. 


Cassini  mission  to  Saturn  delayed  Memorial  ai1  ejected 

%JH  Plans  by  English  Heritage  to  raise  money  for  the  restoi 


THE  last  great  space  mission 
of  the  20th  century  has  been 
threatened  by  a  faulty  air- 
conditioning  unit. 

The  October  6  launch  of 
Cassini,  a  $3.3  billion  mission 
to  Saturn  and  its  moons  by  a 
spacecraft  the  size  of  a  single¬ 
decker  bus,  has  had  to  be 
postponed  after  technicians  at 
Cape  Canaveral  in  Florida 
found  that  it  had  been  dam¬ 
aged  by  a  blower  designed  to 
keep  part  of  the  spacecraft 
cool.  British  scientists  have 
been  heavily  involved  in  plan¬ 
ning  and  building  many  of  the 
instruments  on  the  spacecraft 
and  its  Huygens  probe. 

The  delay  will  be  at  least  a 
week,  and  possibly  longer. 
The  entire  spacecraft  has  had 
to  be  removed  from  the  Air 


Investigations  may  have  to  be  curtailed  if  spacecraft 
misses  its  ideal  launch  ‘window1,  reports  Nigel  Hawkes 


Force  Titan  IV  rocket  and 
returned  to  a  processing  build¬ 
ing  at  the  Kennedy  Space 
Centre  so  that  the  damage  to 
the  probe,  made  by  the  Euro¬ 
pean  Space  Agency,  can  be 
checked  and  repaired. 

If  the  delay  is  longer,  it 
could  have  serious  effects  on 
Cassini's  performance.  The 
ideal  launch  “window"  doses 
on  November  4  and  any  delay 
beyond  that  would  mean  that 
more  fuel  would  be  burnt 
reaching  Saturn,  curtailing 
the  amount  of  science  that  can 
be  carried  out  when  the  space¬ 
craft  reaches  the  planet  in 


2004.  The  blower  ripped  a 
piece  of  insulation  on  the 
probe  designed  ro  protect  it 
when  it  enters  the  atmosphere 
of  Titan,  one  of  Saturn's 
moons. 

The  probe  has  34  genera¬ 
tors  fuelled  by  radioactive 
materials  and  needs  constant 
cooling  before  launch.  It  must 
now  be  detached  from  the 
orbiter  so  that  damage  can  be 
assessed  and  repaired. 

Cassini-Huygens  has  been 
described  as  the  last  of  the  big. 
expensive  space  probes  as 
Nasa  policy  now  is  to  launch 
more  frequent  but  much 


cheaper  missions.  One  British 
team  involved  is  led  by  Dr 
Carl  Murray,  of  Queen  Mary 
and  Westfield  College  in 
London,  which  contributed  to 
the  most  sophisticated  camera 
system  sent  on  such  a  mission. 

The  cameras  will  take 
300.000  pictures  of  Saturn  and 
its  moans,  including  Saturn’s 
“braided"  F-ring.  features 
within  the  planet's  atmo¬ 
sphere.  and  Iapetus,  an  outer 
moon  with  one  hemisphere 
covered  by  shadow. 

Another  team,  at  the  Univ¬ 
ersity  of  Kent  has  designed 
and  built  instruments  on  the 


probe  which  will  descend  to 
the  surface  of  Titan  by 
parachute.  The  probe  will 
have  to  survive  temperatures 
of  several  thousand  degrees  as 
it  enters  Titan's  atmosphere  at 
more  than  four  miles  a  second. 

When  it  lands  on  Titan  — 
after  a  seven-year,  two  billion 
mile  journey  —  there  may  be 
[ess  than  an  hour’s  power  left 
in  the  batteries  to  relay 
information  to  orbiting 
Cassini.  The  team  responsible 
do  not  even  know  if  it  will  hit 
solid  rock,  or  an  ocean  of 
methane  —  so  Huygens  has 
been  designed  to  float 

Dr  Raul  Murdin,  of  the 
Particle  Physics  and  Astrono¬ 
my  Research  Council,  said 
that  repairing  the  damage 
should  not  be  too  complicated. 


Teachers  find  Mozart  soothes  the  savage  breast 


By  John  O'Leary 
EDUCATION  EDITOR 

MOZART  can  soothe  even  the  most 
disruptive  pupils  into  improving  their 
performance,  according  to  research  to 
be  published  next  week  which  could 
lead  to  a  classroom  transformation. 

Separate  studies  to  be  reported  to  the 
British  Educational  Research  Associ¬ 
ation  have  shown  that  background 
music  can  produce  startling  results.  A 
previously  uncontrollable  class  of  teen¬ 
agers  with  learning  difficulties  regis¬ 
tered  science  scores  close  to  the 
national  average  after  two  years  of 
lessons  to  Mozart  and  other  classical 
composers. 

A  study  by  academics  at  London 
University's  Institute  of  Education 
found  that  hyperactive  children  bene¬ 
fited  most  from  the  calming  influence 


of  music  played  during  mathematics 
lessons.  Their  behaviour  improving 
markedly  but  pupils  of  all  types 
increased  their  worfcrate. 

Dr  Susan  Hallam,  who  will  present 
the  findings  at  a  conference  in  York, 
said:  "We  have  always  been  aware  that 
music  can  put  people  in  a  good  mood, 
but  little  has  been  known  about  its 
influence  on  children  in  class.  Quite 
how  it  works  we  don't  yet  know,  but  the 
difference  in  pupils'  results  shows  that 
something  is  going  on." 

Anne  Savan,  a  science  teacher  at 
Aberdare  Boys’  School  in  South 
Wales,  will  outline  her  theory  of  the 
process  next  month  in  a  psychological 
journal.  She  said  yesterday:  "ft  was  a 
question  of  survival  on  my  part 
originally.  I  was  presented  with  a 
group  of  pupils  we  could  do  nothing 
with,  and  I  derided  to  try  out  back¬ 


ground  music  after  seeing  a  documen¬ 
tary  about  an  experiment  in  Paris.” 

Mrs  Savan  played  a  tape  of  Mozart 
concertos,  recommended  by  her  son, 
an  Oxford  University  music  student. 
“We  think  that  Mozart  is  particularly 
effective  because  he  wrote  in  a  higher 
register  than  other  composers.  I  have 
music  playing  before  class  starts  and  I 
just  lower  the  volume  when  I  talk,” 

The  group  of  13  slow  learners, 
including  ten  with  behavioural  prob¬ 
lems.  responded  immediately.  Noise 
levels  in  class  dropped  and  the  quality 
of  work  improved  to  such  an  extent 
that  most  were  only  one  level  behind 
expectations  for  1 4-year-olds  when  they 
took  national  curriculum  tests. 

Because  the  effects  were  so  marked, 
Mrs  Savan  carried  out  her  own  tests  to 
determine  whether  the  changes  were 
physiological.  She  found  that  her 


pupils’  blood  pressures,  temperatures 
and  pulse  rates,  which  all  rose  during 
normal  lessons,  fell  consistently  when 
music  was  played. 

Mrs  Savan  believes  that  high- 
frequency  sound  stimulates  the  brain 
to  produce  an  endorphin,  which*  is 
responsible  for  the  improvements.  A 
parent  governor  has  donated  £1,000 
for  more  sophisticated  equipment  and 
a  number  of  other  schools  in  mid- 
Glamorgan  have  started  trials. 

Dr  Hal  lam’s  study,  with  fellow 
researcher  John  Price,  used  a  variety  of 
composers.  “We  found  that  instrumen¬ 
tal  or  orchestral  music  worked  best.” 

Mrs  Savan  is  embarking  on  a  PhD 
at  Reading  University  to  try  to  isolate 
the  factors  behind  the  phenomenon, 
while  Dr  Hallam  is  examining  the 
study  habits  of  university  students  to 
determine  the  part  that  music  plays. 


Mozart  music  a  help  in 
disruptive  classrooms 


Plans  by  English  Heritage  to  raise  money  for  the  restoration 
of  the  Albert  Memorial  by  cladding  it  with  a  huge  poster  of  a 
model  promoting  designer  clothes  have  been  rejected  by- 
Westminster  City  Council.  English  Heritage  needs  to  raise 
£4  million  to  add  to  the  £10  million  pledged  by  the 
Government  to  restore  the  125-year-old  monument  Objec¬ 
tors  to  the  advertisement  which  would  have  been  lit  from 
sunset  to  dawn,  said  the  plan  was  visually  adverse  and 
objectionable.  The  council  said  the  25  m  by  9  m  poster  would 
appear  alien  and  out  of  scale  with  rts  surroundings. 

Paedophile  jailed 

John  Hargreaves.  50.  a  paedophile  with  a  record  spanning 
four  decades,  was  jailed  for  12  years  at  the  Old  Bailey  for  an 
attack  on  a  boy  aged  13.  Hargreaves,  50.  a  catering  executive 
xrom  Wood  Green,  north  London,  was  convicted  of  male 
rape  and  an  unnatural  sex  act  He  denied  the  charges.  Judge 
Stephen  Robbins  told  Hargreaves,  whom  he  had  earlier 
described  as  a  recidivist  paedophile:  “You  represent  a  veiy 
SSLSS  I  .Causi*l8  serious  physical  emotional  and 
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Company  rejects  criticism  of  timing  while  safety  fears  are  highlighted 

Transco  to  make  2,500  redundant 


Giordano:  efficiency  drive 


By  Oliver  August 

TRANSCO,  tfae  former  Brit- 
isn  Gas  supply  arm,  will 
make  2J500  employees  re¬ 
dundant  prompting  fears 
oyer  safety  of  its  gas 
pipelines. 

The  mow  was  attacked  far 
the  depth  of  the  cuts  — 
reducing  the  workforce  by  15 
f>er  cent  —  and  its  timing. 
Privately  union  officials  were 
critical  that  the  news  at  the  job 
losses  came  out  on  the  eve  of 
the  funeral  of  Diana,  Princess 
of  Wales.  One  suggested  that 
the  company  wanted  it  to  he 
“less  of  a  story”. 

_  Transco  rejected  the  sugges¬ 
tions.  a  spokesman  said: 


"This  was  a  leak  not  an 
announcement  and  the  leak 
didn't  come  from  us.  We  were 
planning  to  do  something 
later  this  month.  We  would 
never  have  allowed  this  to  get 
out  the  day  before  Diana’s 
funeral  We  wouldn’t  dream  of 
doing  something  so  silly." 

BC.  chaired  by  Richard 
Giordano,  is  blaming  the  staff 
reductions  on  an  efficiency 
drive  made  necessary  by  the 
recent  ruling  by  the  Monopo¬ 
lies  and  Merger  Commission. 

About  1,000  employees  will 
lose  their  jobs  by  Christmas 
and  a  further  1,500  are  to  go 
next  year.  Transco  wants  to 
achieve  the  cuts  voluntarily 
but  unions  said  there  was  little 


scqpe  for  voluntary  redundan¬ 
cies  after  25,000 job  losses  over 
the  past  three  years.  “There 
may  well  be  compulsory  re¬ 
dundancies.  The  compensa¬ 
tion  package  has  not  been 
sorted  out  yet  but  it  will  be 
worth  millions.”1 Transco  said. 

The  MMC  imposed  a  one- 
off  21  per  oent  price  cut  on  BG, 
Transco’s  parent  company, 
earlier  this  summer.  All  19 
million  household  customers 
are  expected  to.  see  average 
bills  cut  by  £29-  Transco  is 
supposed  to  accelerate  the 
cutting  of  distribution  charges 
over  the  coming  five  years. 

The  MMC  ruling  became 
necessary  when  BG  and  Clare 
Spottiswoode,  the  industry 


regulator,  could  not  agree  on  a 
new  _  price  formula.  Ms 
Spottiswoode  had  originally 
proposed  a  slightly  tower  cut 
chan  the  one  later  imposed  by 
die  MMC.  The  Transco 
spokesman  said:  “The  MMC 
felt  there  was  scope  for  further 
cutbacks.  But  in  the  end  the 
regulator  will  determine  the 
way  our  housekeeping  will 
progress.” 

While  there  were  no  further 
cuts  planned,  he  said:  “No  one 
will  be  able  to  put  their  hand 
on  their  heart  and  say  the 
other  jobs  will  be  totally  safe." 
Transco  said  it  did  not  vet 
know  in  which  areas  the  Job 
cuts  would  be  made.  Its 
workforce  stands  at  16.000. 


GMB.  which  represents 
many  of  Transco’s  staff,  said  it 
was  surprised  by  the  level  of 
redundancies.  A  spokeswom¬ 
an  said:  “We  are  stunned.  We 
were  aware  that  Transco  was 
considering  job  losses  follow¬ 
ing  the  MMC  decision,  but  not 
on  a  scale  like  this." 

Another  union  at  Transco. 
Unison,  said  the  Job  cuts 
would  not  actually  reduce 
consumers’  bills  as  the  MMC 
has  hoped.  Peter  Marshall,  a 
union  negotiator,  said: 
“Transco  is  trying  to  beat  the 
MMC  target  to  be  able  to  pay 
the  dividend.  It  makes  me  very 
angry  that  this  company  is 
being  destroyed  because  of  the 
regulator's  beliefs.  But  it  won't 


help  the  consumer.  The  sav¬ 
ings  won’t  be  passed  on.  Only 
the  shareholders  and  contrac¬ 
tors  replacing  employees  will 
benefit." 

The  unions  also  protested 
that  safety  standards  will  suf¬ 
fer  as  a  result  of  the  job  cuts. 
Mr  Marshall  said:  “All  sorts 
of  other  things  like  routine 
maintenance  and  connections 
may  h3ve  to  go  in  order  just  to 
provide  that  basic  safety 
service." 

Transco  denied  that  safety 
standards  could  decline.  The 
spokesman  said:  “You  always 
have  to  be  efficient  as  well 
safe." 

Tempus.  page  31 


Misys  to  buy 
»US  software 
firm  in  record 
$923m  deal 


By  Fraser  Nelson 


MISYS,  Britain’s  largest  inde¬ 
pendent  software  house,  has 
agreed  to  buy  Medic,  one  of 
•  jjjjhe  largest  players  in  the 
^lucrative  US  healthcare  com¬ 
puting  market,  for  $923  mil¬ 
lion  (£582  million)  in  cash. 

The  deal,  the  biggest  soft¬ 
ware  acquisition  ever  made  by 
a  UK  company,  will  move 
Misys  to  fifth  largest  in  a 
world  business  software  mar¬ 
ket  expected  to  exceed  £1.6 
billion  this  year. 

Misys,  which  sells  software 
to  the  banking  and  insurance 
companies,  said  its  move  into 
the  US  healthcare  market 
ended  its  search  for  a  new  leg 
to  the  business. 

Kevin  Lomax,  chairman, 
said:  “Misys  and  Medic  may 
have  different  end-users,  but 
both  companies  are  in 
accounting  .and  administra- 
tioa  We  are  now- excellently 
positioned  ..in  a  very  .  fast- 
growing  market" 

The  move  comes  only  four 
months  after  Medic’s  shares, 
which  trade  on  New  York’s 
Nasdaq  exchange,  dropped 
from  $40  to  $15,  cutting  its 
market  value  to  a  low  of  $380 
million. 

Mr  Lomax  denied  that  be 
©had  missed  his  chance  to  buy 
TMedic  on  the  cheap.  "It  may 
have  been  valued  .  at  E230 
million  then,  but  it  most 
certainly  was  not  for  sale  at 
that  price:  We  have  been 
interested  for  the  last  three 
years,  and  we  have  now 
managed  to  secure  a  price  that 
will  be  earnings  enhancing  in 
the  second  year.” 

He  said  the  market  fall  was 
prompted  by  teething  prob¬ 
lems  while  Medic  moved  from 
selling  $30,000  Medic  PM 
packages  to  mediurthsized 
doctors’  outlets  to  its 
^MediaVision  software,  which 
▼  retails  at  $1  million. 

“Put  this  together  with  US 


quarterly  accounting  and  it 
makes  a  very  unpleasant  cock¬ 
tail,”  Mr  Lomax  said. 

He  added  that  the 
unfavourable  market  recep¬ 
tion  to  Medici  first-quarter 
results  had  prompted  its  man¬ 
agement  to  sell  out.  “He  pohn 
McConnell.  Medic's  chief  ex¬ 
ecutive}  said  that  he  could  not 
run  the  business  in  a  situation 
where  every  time  he  makes  a 
deal  the  share  price  goes 
down" 

Mr  McConnell  will  cash  in 
his  6  per  cent  holding  for  some 
£35  million  on  the  deal.  Other 
managers  will  pick  up  about 
£15  million  from  selling 
shares.  Hiey  are  all  being 
recruited  on  “golden  hand¬ 
cuff"  schemes  which  could  be 
worth  up  to  £14  million  be¬ 
tween  them  over  three  years. 

The.  deal  is  being  funded 
through  a  complex  off-shore 
right?  issue,  where  Misys  is 
offering  two  shares  of  its 
Jersey  subsidiary  for  every 
seven  ordinary  shares  in 
Misys  itself  at  l,350p  a  piece: 

The  City  gave  a  mixed 
reception  to  the  deal  yester¬ 
day.  as  Misys  shares  dropped 
123 to  1.475p  on  the  news. 
Richard  Hohvay,  author  of  die 
authoritative  Holvtqy  Report 
on  the  software  industry,  said: 
“This  leaves  me  absolutely 
flabbergasted,  both  at  the 
sheer  size  of  the  deal  and 
because  I  believe  that  software 
companies  should  stick  at 
what  they  are  really  good  at. 
This  could  really  be  one  bite 
Coo  many  for  Misys.” 

The  US  healthcare  comput¬ 
ing  market  is  valued  at  $12 
billion,  and  Misys  forecasts 
that  it  will  grow  at  25  per  cent 
a  year. 

Medic  last  year  made  $24.6 
million  before  tax,  on  sales  of 
$121 J  million.  It  has  10.000 
system  installations  serving 
an  estimated  50,000  doctors. 


Kevin  Lomax  said  the  acquisition  left  Misys  excellently  positioned  in  a  very  fast-growing  market,  but  the  market  gave  the  deal  a  mixed  reception 


New  year  date  for 
GEC  chairman 


By  Adam  Jones 


LORD  PRIOR,  chairman  of 
GEC,  told  shareholders  at  the 
annual  meeting  yesterday  that 
a  new,  non-executive,  chair¬ 
man  would  not  be  appointed 
until  the  new  year. 

He  also  sought  to  dampen 
speculation  that  Sir  Roger 
Hum,  chairman  of  Smiths 
Industries,  had  emerged  as  a 
favourite  for  the  position. 
Authorisation  of  the  board's 
controversial  new  long-term 
incentive  plan  was  put  to  a 
shareholders'  poll  after  inter¬ 
vention  from  Pirc,  the  corpor¬ 
ate  governance  researchers. 

The  scheme  allows  for  share 
options  of  up  to  eight  times 
salary.  Big  benefits  are  trig¬ 
gered  if  earnings  growth 
merely  stays  in  line  with  the 


FPSE  100  index  over  five 
years.  Pfrc  said  the  criteria 
were  "less  than  rigorous". 

The  Commissioners  of  the 
Church  of  England  also  chose 
the  meeting  to  break  their  us¬ 
ual  silence  over  the  running  of 
companies  they  invest  in  by 
publicly  questioning  GEC 
over  hs  defence  sales. 

Tony  Hardy.  The  Commis¬ 
sioners'  investment  manager, 
asked  four  questions  on  de¬ 
fence  equipment  sales,  as  well 
as  exports  to  Indonesia.  Lord 
Prior  told  shareholders  that 
the  company  had  sales  of  £20 
million  to  Indonesia  so  far.  He 
also  said  10  per  cent  of  GEC’s 
defence  activities  concerned 
military  hardware  rather  than 
electronics. 


Stake  plan 
forNWM 
employees 

By  Gavin  Lumsden 

NATWEST  MARKETS,  the 
troubled  investment  arm  of 
the  high  street  bank,  is 
considering  the  introduction 
of  a  scheme  giving  its  7.000 
staff  a  25  per  cent  stake  in 
the  business. 

NatWest  yesterday  con¬ 
firmed  that  Chip  Kruger, 
NWM’s  chief  executive,  is 
talking  to  Derek  Wattless, 
the  bank’s  chief  executive, 
about  the  introduction  of  an 
equity  participation  scheme. 

At  the  same  time  NWM. 
which  saw  interim  profits 
slump  to  £58  million,  just  a 
quarter  of  last  year’s  compa¬ 
rable  profits,  has  said  it  is  to 
scrap  profit-related  pay  for 
its  staff. 


Schroders  beats  Pru 
to  top  funds  league 
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By  Jason  Nissfe 


SCHRODERS  has  overtaken 
the  Prudential  to  became  Brit¬ 
ain's  largest  fond  manager, 
capping  a  decade  of  phenome¬ 
nal  growth,  although  its  reign 
at  the  top  is  expected  to  last 
only  a  few  weeks. 

TTie  merchant  bank  saw  the 
funds  it  manages  grow  by  £17 
billion  in  the  first  six  months 
of  the  year  to  reach  £104 
billion.  This  puts  it  ahead  of 
the  Pru,  which  has  £100  billion 
under  management  for  the 
first  time  in  its  history.  How¬ 
ever,  the  Pru  will  regain  the 
top  position  this  month  when 
it  completes  its  purchase  of 
Scottish  Amicable. 

Peter  Sedgwick,  Schroders’ 
deputy  chairman,  said  the 
increase  in  the  first  half  was 


“about  50/50”  between  new 
business  and  the  effect  of  the 
strong  markets. 

The  investment  manage¬ 
ment  growth  helped  pre-tax 
profits  to  rise  13  per  cent  to 
£131  million.  Earnings  rose  5p 
to  51 3p  and  the  interim  divi¬ 
dend  is  to  be  7p  {6p),  payable 
on  October  23. 

Mr  Sedgwick  said  growth  of 
die  UK  securities  business 
was  ahead  of  expectations  but 
he  was  cautious  about  the  US 
side,  which  saw  profits  fall 
because  of  a  shortage  of  new 
issues,  and  about  the  Far  East 
The  corporate  finance  busi¬ 
ness  had  a  strong  half,  advis¬ 
ing  on  deals  worth  E5.8  billion. 

Tempus,  page  32 
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Stagecoach 
buses  face 
pressure 
on  costs 

By  George  Siveu. 

BRIAN  SOUTER.  chair¬ 
man  of  Stagecoach,  told 
shareholders  at  yester¬ 
day’s  annual  meeting  that 
the  transport  group’s  bus 
division  would  face  severe 
cost  pressure  in  the  n ext 
two  to  three  years. 

Mr  Sourer  blamed  the 
phasing  out  of  profit-relat¬ 
ed  pay,  increases  in  duty 
on  fuel  and  the  tightening 
of  the  labour  market  "In 
addition,"  he  commented 
“there  is  stfll  considerable 
uncertainty  concerning  the 
Government’s  policy  in 

this  area.” 

Mr  Souter  told  share¬ 
holders  that  the  whole 
company  was  currently 
trading  in  line  with  expec¬ 
tations. 

The  shares  dipped  3  ■*  P 
to  664p,  compared  to  the 
799p  afl  time  high  struck 
earlier  this  year. 

Shareholders  were  also 
told  that  Ann  Gtosg.  Mr 
S outer’s  sister  and  a  co- 
founder  Stagecoach, 
would  reduce  her  involve¬ 
ment  in  running  the  corth 
party.  He  said  that  in 
future  she  would  concen¬ 
trate  on  the  group's  prop^ 
erty  interests  In  Britain 
and  overseas. 


Windfalls  ‘contributed 
only  £2bn  to  boom’ 


By  Janet  Bush,  economics  editor 


BUILDING  society  windfalls 
may  have  contributed  only  £2 
billion  of  extra  consumer 
spending  so  far,  suggesting  the 
retail  sales  boom  this  year  has 
needed  no  special  impetus. 

A  survey  by  MORI,  in  co¬ 
operation  with  the  Bank  of 
England,  estimates  not  only 
haw  much  of  the  £35.9  billion 
in  windfall  gains  this  year  has 
been  spent  but  also  how  much 
consumers  would  have  spent 
even  without  the  proceeds  of 
their  building  society  shares. 

From  questioning  764  people 
last  week.  MORI  found  that,  of 
£5.2  billion  of  windfall  money 
spent  on  big  ticket  items,  £32 
billion  would  have  been  spent 
in  any  case. 

That  appears  to  hack  the 
Bank's  case  for  raising  interest 
rales  repeatedly  since  the  elec¬ 


tion,  .  But  it  also  suggests  the 
Bank  need  not  worry  about  a 
significant  further  boost  to 
consumption  from  the  wind¬ 
fall  phenomenon. 

MORI  also  asked  people 
what  they  intended  to  do  with 
windfall  shares  still  being 
saved  and  found  that  as  little 
as  a  further  £1.2  billion  may  be 
spent  over  the  next  year. 

Of  an  estimated  65  per  cent 
of  free  shares  so  far  not  sold, 
only  5  per  cent  of  respondents 
to  MORI  said  that  they  intend¬ 
ed  to  sell  within  the  new  year, 
with  38  per  cent  saying  that 
they  would  sell  at  the  right 
price  but  57  per  cent  intending 
to  hold  their  shares  as  a  long¬ 
term  investment 

Qharshini  David,  econo¬ 
mist  at  HSBC  Markets,  said 
that  the  survey  suggested  that 


the  effect  of  windfalls  is  now 
largely  over  and  that  retail 
sales  will  now  start  to  slow. 
“This  should  be  reassuring  to 
the  monetary  policy  commit¬ 
tee,"  she  said.  The  MPC  meets 
next  week. 

MORf  found  that  35  per 
cent  of  the  free  shares  issued 
by  societies  had  been  sold  by 
those  polled  and  that  47  per 
cent  of  these  proceeds  had 
been  spent.  This  amounts  to 
about  17  per  cent  or  £6  billion 
of  the  £35.9  billion  total,  in  line 
with  City  expectations. 

Simon  Briscoe,  UK  econo¬ 
mist  at  Nikko  Europe,  said: 
"The  evidence  is  piling  up  that 
this  is  a  one-off  with  a  reason¬ 
ably  small  proportion  of  recip¬ 
ients  spending  money  on  a 
relatively  narrow  range  of 
products." 


Ex-Saks  chief  for  Burberrys 


BvEricReculy 

GREAT  Universal  Stores  has 
recruited  one  of  America’s 
best-known  retailers  to  run 
Burberrys.  its  luxury  goods 
business. 

Rose  Marie  Bravo,  46,  me 
former  president  of  Saks  Fifth 
Avenue,  the  plush  clothing 
and  accessaries  retailer  m 
Manhattan,  is  to  become  chiet 


executive  of  Burberrys  next 
month.  She  replaces  Stanley 
Peacock,  65,  who  was  respon¬ 
sible  for  building  Burberrys 
into  an  international  brand 
with  £1 3  billion  annual  sales. 

Miss  Bravo  has  26  years  of 
experience  in  the  fashion  in¬ 
dustry.  She  was  chairman  and 
chief  executive  of  1  Magnin, 
tfie  West  Coast  specialty  retail¬ 
er  that  is  owned  by  Macy^s, 


from  1988  to  1992,  when  she 
joined  Saks.  Eric  Barnes, 
chairman  of  Burberrys.  said: 
“Rosemary  has  a  fine  record. 
She  has  an  excellent  feel  for 
the  merchandising  and  appar¬ 
el  business,  and  Burberrys  is 
still  largely  clothing." 

No  radical  changes  are  ex¬ 
pected  at  Burberrys.  whose 
profits  have  more  than  dou¬ 
bled  to  £62  million  since  1995. 


THE  SUNDAY  TIMES 

6  What  the  Jesuits 
were  to  the  pope,  the 
McKinsey  consultancy 
firm  is  to  the 
modem  captain  of 
industry _ ^ 

Tomorrow,  in  The  Sunday 
Times  Business,  an 
exclusive  extract  from 
Dangerous  Company:  The 
Consulting  Powerhouses 
and  the  Businesses  they 
Save  and  Ruin 
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THE  SUNDAY  PAPERS 


First  six  months  1997 

excellent  results: 

net  profit  increases  by  28%  to  U.S.S  1,031  million 
shareholders’  equity  increases  by  28%  to  U.S.S  23.1  billion 
expectation  for  whole  of  1997:  marked  increase  of  net  profit  per  share 


(in  millions  of  dollars. 

First  six 

Fust  six 

it. 

except  for  amounts  per  share) 

months  1997 

months  1996 

change 

Result  before  taxation:  ") 

-  insurance  operations 

739 

617 

19.8 

-  banking  operations 

740 

54] 

36.8 

Net  profit 

1JD31 

804 

283 

Net  profit  per  ordinary  share 

135 

1.13 

20.3 

Interim  dividend  per  ordinary  share 

033 

0.44 

203 

30  June 

31  December 

1997 

1996 

Total  assets  **1 

288,728 

247,682 

16.6 

Shareholders'  equity  "") 

23439 

18,011 

28.S 

*)  Results:  U&S  1 .00  =  NUG  1J384  (average  cnchuge  rate) 

—)  Assets  end  shareholders'  equity:  US.S  1.00  •>  NLG  1.964  (ia: change  rate  an  30  June  1997) 

In  the  fast  six  months  of  1997  business  volume,  results,  shareholders'  equity  and  total  assets  showed  continued  strong  growth. 
All  the  Group's  activities  contributed  to  tins  growth. 

Total  income  from  the  insurance  operations  rase  by28.(flh  to  US.S  12.6  billion.  Total  income  from  the  banking  operations 
increased  by  to  U.S.S  3.6  billion. 

The  result  from  the  insurance  operations  rose  due  to  as  increase  of  12.9*A  in  life  insurant*  (to  U.S.S  352  million),  of  422% 
in  non-life  insurance  (to  U.S.S  141  million)  and  of  193%  in  insurance-general  (to  U.Si  246  million). 

In  the  banking  operations,  interest  result  increased  by  26.3%  »  USJ  2,095  million,  commisrioo  income  by  27.6%  Co 
U.s.5  573  cailUoD  and  the  result  from  financial  transactions  by  68.0%  to  US.S  476  million. 

Provisions  have  been  made  for  future  expenditure  for  a  total  amount  of  USJE 171  million. 

In  the  first  six  months  of  1997  the  item  Value  adjustments  to  receivables  of  the  hanking  operations  amounted  to  US5  212 
million  and  the  addition  to  tin:  new  Fond  for  general  banking  risks  was  tlS.S  48  million.  In  the  fust  six  months  of  1996,  the 
Vfelue  adjustments  to  receivables  of  foe  banking  operations  amounted  to  US.S  305  million. 

The  assets  under  management  of  ING  Asset  Management  increased  by  ll-SWa  from  U.S.S  125  billion  at  the  end  of  1996  to 
U.S.S  140  billion  at  the  (aid  of  June  1997.  The  performance  has  been  favourable. 

Barring  unforeseen  drcumstances,  foe  Executive  Board  expects  a  maiicd  increase  of  net  profit  per  share  for  the  whole  of  1997. 

ING  ^  GROUP 

Internet:  hapd/vmii.iDggroup.com 

The  repon  for  d*  first  six  momhB  1997  can  be  obtained  alihe  following  address:  ING  Group,  P.O,  Boot  810, 

1000  AV  Amsterdam, The  Netherlands.  Telephone;  (+31)  20  541  54  71.  t+31  j  20  541  54  5 1. 
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A  WORKING  WEEK  FOR:  JOHN  MONKS 


Wary  leader  i 

Philip  Bassett,  on  the  eve  of  the  TUC’s 
annual  conference,  listens  as  its  General 
Secretary  talks  his  way  through  the  week 


JUUAN  HERBERT 


JOHN  MONKS  is 
✓"■"T  ~j  pleased.  “After  years 

ay-1  of  exclusion,"  the  Gen- 

)n  eral  Secretaty  of  the 
7  Trades  Union  Con- 
gress  says,  “the  TUC  is 
pj  playing  its  proper  part 
|j-|  in  the  life  of  this  coun- 
kT  1  try."  That  proper  parr 

will  be  symbolised 
next  week  when  die  TUC’s  annual 

conference  is  addressed  by  an  extraordi¬ 
nary  trinity:  the  Archbishop  of  Canter¬ 
bury,  the  Director-General  of  the 

Confederation  of  British  Industry,  and, 
for  the  first  time  since  I97S.  by  a  serving 
Prime  Minister  of  Great  Britain. 

Tony  Blair's  election  victory  is  central  to 
the  prospect  of  tfie  TUC  and  the  UK’s 
rrade  unions  playing  a  new  part  in  the  life 
of  Britain.  In  the  hall  in  Brighton  where 
James  (now  Lord)  Callaghan,  the  last 
Labour  Prime  Minister,  sang  a  Marie 
Lloyd  music  hall  song  to  signal  his  refusal 
to  call  a  general  election,  so  opening  the 
way  for  the  "winter  of  discontent"  srrikes 
that  led  to  the  down/a  U  of  his  government. 

Mr  Blair  will  set  out  his  _ 

modernising  vision  for 
Britain's  trade  unions  so  £  TTU: 
that  they  can  play  what  *  111 
he  sees  as  their  proper  TYl&tllT 

part  in  helping  to  renew 

,he aroun< 

the  TUC  has  been  affect-  tXTC  1 

ed  by  the  death  of  Diana. 

Princess  of  Wales.  In-  rjo-rw 

deed,  had  the  TUC  not  __ 
moved  from  its  tradition¬ 
al  first-week-in -September  conference 
slot,  this  year’s  gathering  would  unques¬ 
tionably  have  been  scrapped,  just  as  in 
1939  when  the  Second  World  War  was 
declared.  As  it  is.  in  the  light  of  today's 
funeral,  rite  TUC  has  abandoned  its 
traditional  eve-of-conference  cricket 
march  between  rop  trade  union  leaders 
and  tite  industrial  correspondents  of  the 
national  media.  However,  Monday’s 
conference  opening  will  include  a  tribute 
to  Diana. 

Mr  Blair's  scrapping  of  all  his  meerings 
Iasi  Monday  after  the  death  of  die 
Princess  led  to  the  postponement  of  the 
TUC's  longed-for  first  formal  meeting  in 
almost  two  decades  with  a  Labour  Prime 
Minister  at  10  Downing  Street  But  Mr 
Monks  led  in  the  TUC’s  team  the 
following  day  for  talks  on  key  issues  for 
the  unions,  like  Mr  Blair's  longstanding 
pledge  to  introduce  new'  laws  requiring 
employers  to  recognise  collective  bargain¬ 
ing  where  a  workforce  majority  wants  it. 

Within  a  few  days.  Downing  Street 
declared  the  Government’s  readiness  to 


6  There  is  a 
mature  mood 
around.  Deals 
are  being 
done . . .? 


legislate  —  though  Mr  Monks  and  other 
senior  union  leaders  will  have  to  swallow 
the  bitterish  pill  of  a  further  delay,  having ' 
not  been  included  in  the  Government's 
first  round  of  legislation.  The  White  Paper 
will  not  be  published  until  next  year. 

In  spite  of  that.  Mr  Blair's  aides  want 
unions,  as  they  want  everyone  else,  to 
know  that  the  Prime  Minister  is  deter¬ 
mined  in  his  purpose.  During  this  year's 
election  campaign,  Mr  Blair  said  of  trade 
union  leaders  sceptical  about  his  inten¬ 
tions:  “When  are  these  guys  going  to 
realise  1  mean  what  I  say  T  For  business 
as  well  as  unions,  this  is  a  crucial  text  to 
learn;  the  reality  is  that  despite  the  hopes 
of  some  employers  and  the  cynicism  of 
some  union  leaders,  there  will  be  legisla¬ 
tion  —  on  recognition,  on  a  minimum 
wage  and  other  labour  issues  as  part  of 
ten  significant  changes  in  employment 
law. 

Mr  Monks  knows  it  already.  After 
pubJrdy  stating  his  disappointment  at  not 
seeing  union  needs  recognised  in  this 
year's  Queen’s  Speech,  the  TUC  leader  is 
taking  the  new  delay  on  the  chin.  He 

_  dismisses  any  notion  thar 

it  indicates  any  backs!  id- 
■ p,  io  n  mg  on  the  part  of  the 

1  a  Prime  Minister  "Tony 

roonrl  Blair  did  rtiat  he  was 

iixuv/ct  going  to  do  what  he  was 

fWilc  going  to  do.  I  have  al- 

1  ways  taken  him  at  his 

p;np  word.  I  have  never  had 

11  any  reason  to  doubt  that 

word." 

‘  ‘  Mr  Blair  has  dominat- 

’  ed  Mr  Monks's  working 

week  —  in  meetings  of  the  TUC’s 
governing  executive  and  general  council, 
talks  with  the  Prime  Minister,  in  endless 
questions  from  journalists  in  pre-confer¬ 
ence  interviews  about  Mr  Blairs  attitude 
towards  rrade  unions,  and  his  employ¬ 
ment  programme.  He  will  dominate  his 
working  week  next  week,  too;  in  his 
speech  to  conference,  and  in  the  public 
addresses  and  private  briefings  from  the 
phalanx  of  ministers  going  to  Brighton, 
and  in  what  the  unions  will  be  saying 
about  what  they  want  from  a  Labour 
Government 

The  TUC  leader  is  wary  about  the 
“rhetoric  of  opposition",  as  he  calls  it 
which  he  says  “has  been  our  stock 
weapon  for  so  long";  wary  that  it  will  be 
replaced  by  the  rhetoric  of  the  shopping 
list:  what  Labour  can  now  do  for  the 
unions.  Instead,  he  and  other  more  far¬ 
sighted  union  leaders  are  more  interested 
in  what  unions  can  do  for  Labour,  and  by 
that  for  the  country  as  a  whole.  "The 
challenge  is  to  engage  with  government  in 
the  most  constructive  way."  he  says. 


John  Monks,  the  TUC  General  Secretary.  “The  challenge  for  the  trade  unions  is  to  engage  with  the  Government  in  the  most  constructive  way.' 


He  talks  of  finding  a  third  way  between 
the  trade  union  attitudes  of  blind  loyalty 
or  open  conflict  shown  towards  previous 
Labour  governments.  While  some  close  to 
Mr  Blair  quip  wryly  that  they  wouldn’t 
mind  a  bit  of  blind  loyalty  from  some 
union  leaders,  whose  dislike  of  Mr  Blair 
is  all  but  public,  such  a  process  of 
modernisation  is  precisely  what  the  Prime 
Minister  wants  to  see  from  the  unions. 

That  is  partly  because  blind  loyalty 
from  trade  unions  has  often  slipped 
inexorably  into  open  conflict;  Mr  Monks 
recalls  that  the  last  two  out  of  the  three 
periods  of  Labour  government  since  the 
war  have  ended  in  conflict  between  the 
Government  and  the  TUC  —  conflict  that 
Jed  to  Labour  losing  office. 

The  TUC  leader  is  determined  it  will 
not  happen  again.  “Nobody  is  looking  for 
a  fight,"  he  says.  “There  is  a  mature  mood 
around.  Deals  are  being  done  —  in  the 
public  sector,  in  local  government,  in 
private  tndustiy.  People  are  looking  to  do 
the  best  they  can  in  what  they  recognise 
are  difficult  circumstances." 

But  even  union  leaders  supportive  of 


Mr  Blair  believe  that  he  has  a  mix  of 
thoughts  and  feelings  about  the  TUC  and 
unions  collectively.  They  think  he  is 
facing  a  blend  of  advice  that  ranges  from 
retaining  the  Conservatives'  folly-flexible 
labour  market  as  die  low-cost  option  for 
Britain’s  competitiveness,  to  its  opposite 
of  a  high-value,  high- wage  economy. 
They  think  he  has  a  keen  knowledge  of 
how  Labour  govem- 

s - 1  ments  have  gone 

M  pJ  wrong  on  unions  in 

_  >5xLn  the  past  And  they 

*  _ think  that  the  Prime 
W  Minister’s  view  of 

-p.  unions  as  components 

f-^r-'^TU  of  the  Labour  Party  is 

F _ thar  their  best  level  of 

^ involvement  is  on  an 
individual  basis  —  union  members  as 
individual  members  of  the  party. 

Even  sa  union  chiefs  like  Mr  Monks 
believe  that  the  record  of  Labour  in 
government  on  employment  issues  cen¬ 
tral  to  trade  unions  amounts  so  far  to  a 
“very  positive  balance  sheet"  —  signing 
the  EU  social  chapter,  setting  up  the  Low 


Pay  Commission  on  the  minimum  wage, 
ending  the  union  ban  at  GCHQ.  signal¬ 
ling  the  end  of  reballoting  on  union  dues, 
pumping  money  into  the  proposed  New 
Deal  on  jobs.  “There  are  very  significant 
differences  from  before  May  !,“  he  says. 

There  is  no  talk  of  social  contracts,  or 
I970s-siyle  corporatism,  of  pay  deals,  or 
incomes  policies.  But  there  is  much  talk  of 
partnership — with  the  Government,  with 
union  leaders  now  reintegrated  into 
Whitehall,  and  serving  on  the  task  forces 
and  advisory  groups  that  the  Govern¬ 
ment  has  established:  and  especially  with 
business,  with  the  TUC  and  the  CBI 
engaged  in  talks  about  "narrowing  the 
differences",  as  the  Prime  Minister  calls 
it.  on  key  issues  like  union  recognition. 

In  his  speech  on  Monday,  Mr  Monks 
will  wrestle  with  the  thorny  but  central 
issue  of  finding  that  third  way  for  unions 
—  their  role  with  a  Labour  Government, 
and  with  the  country.  “What  unions  can 
do  for  the  Government  is  quite  consider¬ 
able."  he  says,  dring  work  on  the  New 
Deal,  on  training  and  on  equality  as 
immediate  issues. 


His  critics  —  not  many  in  the  unions.  ^ 
where  he  is  regarded  with  a  rare  neai4fl 
unanimity  of  approval  —  see  him  as  too 
supportive  of  Mr  Blair,  with  his  much- 
vaunted  “New  Unionism"  project  of  re-  * 
newal  for  the  unions  in  Britain  — 
American  and  Australian-influenced,  but 
essentially  a  carbon  copy  of  Mr  Blair's 
New  Labour  project  He  denies  the  charge, 
insisting  there  are  real  differences  and 
possibly  real  tensions:  there  will  be  times 
when  the  TUC  will  want  something  from 
Labour  that  Labour  will  not  be  prepared  to 
give,  he  says. 

“My  job  is  to  encourage  people  to  the 
broader  view  about  what  we  can  bring!  w 
the  table,  rather  than  just  whai  we  want 
from  it."  Mr  Monks  says.  Such  an 
objective  is  difficult  but  Mr  Monks  is 
determined  to  stick  to  his  course,  whatev¬ 
er  the  buffeting.  “To  find  a  constructive 
role  is  important,"  he  says.  “That’s  my 
ambition.  We  have  to  find  it.” 

Pleased  with  labours  election  victory 
he  may  be:  but,  like  Tony  Blair,  John 
Monks  sees  ir  as  far  from  an  end  in  itself. 

But  for  the  unions  it  is  a  new  beginning. 


Now  there’s  a  simpler  way^ 
to  profit  from  demutualisation 


yi 


The  new  Cairngorm 
Demutualisation  Investment  Trust  pic 


A  direct 

route  through  the 
demutualisation  maze! 

Millions  of  people  have  already  profited  from  the 
demutualisation  of  building  societies  and  life 
assurance  companies. 

JP  Cairngorm  believes  that  further  demutualisations 
and  restructuring  of  the  UK  financial  services  industry 
will  take  place  over  the  coming  years  and  is  launching 
the  Cairngorm  Demutualisation  Investment  Trust  pic  by 
means  of  a  placing  and  offer  for  subscription.  Sponsored 
by  HSBC  James  Cape  I .  the  Trust  aims  to  provide  investors 
with  the  opportunity  to  profit  from  these  changes. 


)  P  CAIRNGORM 

ASSET  MANAGEMENT  LTD 


To  benefit  from  future  demutualisations  and  the 
restructuring  of  the  UK  financial  services  sector,  register 
now  for  a  mini  prospectus  by  completing  the  coupon 
below  or  calling  the  foil  owing  free  phone  number 


INVESTMENT  BROCHURE  LINE  0800  210  231 


If  you  hold  shares  in  any  major  listed  British  company 
including  former  building  societies  and  life  assurance 
companies  such  as  the  Halifax,  Abbey  National  or  Norwich 
Union  and  wish  to  sell  those  shares  free  of  charge 
to  invest  in  the  Cairngorm  Demutualisation  Investment 
Trust  pic  call  the  following  freephone  number: 


SHARE  SALE  LINE  0800  850  662 


Name _ 


:  PoaoodB  _  .  .  . .  . 

|  Send  to:  Cairngorm  OwnutuatsaUon  Investment  Trust  pic 
!  Freepost  22 ISW  1 5G5i  London  WiE  7EZ 


SEND  FOS  A  MINI-PROSPECTUS  TODAY 


This  advertisement  is  Issued  by  JP  Cairngorm  Asset  Management  Unwed.  20  Coates  Crescent  Edinburgh  EH3  7AF.  when  Is  regulated  by  IMRO.  Investors  should  ncnittat 
the  w*je  of  an  investment  In  Cairngorm  DemutualwUon  Investment  Trust  ptc  and  the  mcome  theretrom  may  tail  E&vxefl  as  rise  and  trial  they  may  get  bee*  the  amount 
ongmaJy  nvesred  Warrants  often  Involve  a  high  degree  of  gearing  so  that  a  ratettaaly  anal  movement  n  the  once  of  lhe  Company's  ontaay  shares  may  result  m  a 
disproportionately  faige  movement,  unlavourabte  os  we*  os  lavourable.  r  the  pnee  of  the  warrants. 

Tins  advertisement  does  not  constitute  or  farm  partol  any  after  o(  any  securities.  Applications  for  ordinary  shares  (with  warrants  attached)  m  Cairngorm  Demutuatsanon 
Investment  Trust  ptc  may  only  be  made  an  the  taab  of  the  inVvTwjtion  contained  in  tha  prospectus.  ~  This  refers  to  sefing  aharos  lo  tuxt  the  Invnstmani 
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Hammerson  warns 
on  property  growth 


HAMMERSON  yesterday 
gave  warning  that  the  com¬ 
mercial  property  market  has 
little  more  than  two  years  of 
growth  ahead  before  entering 
into  decline  after  2000. 

Ron  Spinney,  chief  execu¬ 
tive,  said  Hammerson  would 
not  chase  development  oppor¬ 
tunities  in  central  London  de¬ 
spite  a  scarcity  of  new  build¬ 
ings  likely  to  become  available 
within  the  next  rwo  years.  He 
said:  “To  speculate  on  the  cycle 
continuing  after  two  years  is 
not  the  best  derision.” 

Hammerson  shares  fell  15p 
to  449p  after  the  company 
revealed  a  fall  fn  interim 
profits,  adjusted  for  exception¬ 
al  items,  from  E3I  million  to 
£30  million.  This  reflects  the 
loss  of  £1  million  in  rental 
income  as  tenants  vacate  the 
Bud  Ring  site  in  Birmingham 
where  Hammerson  plans  a 
E350  million  redevelopment. 
The  company  suffered  a  £3.7 
million  currency  hit  because  of 
the  translation  of  rental  in¬ 
come  from  the  Continent 


Profits  in 
reverse 
at  Henlys 

HENLYS.  the  bus  and  coach- 
making  company,  yesterday 
promised  an  improved  second 
half  after  re-organisation  costs 
hit  half-year  profits  (Alasdair 
Murray  writes). 

Henlys  shares  fell  39b  p  to 
404p  as  it  unveiled  a  5  per  cent 
fall  in  interim  profits,  exclud¬ 
ing  tax.  to  E16.2  million. 

The  company  blamed 
spending  of  £1.8  million  on 
improving  productivity  levels 
in  its  UK  bus  and  coach¬ 
making  factories  and  a  result¬ 
ing  fall  in  margins.  Prevost 
the  company's  Canadian  joint 
venture  with  Volvo,  lifted  prof¬ 
its  40  per.cenr  to  £6-5  million. 

The  dividend  rises  10  per 
cent  to  55p,  payable  on  Octo¬ 
ber  3.  Henlys  is  confidem  that 
bus  replacement  by  privatised 
companies  in  the  UK  and 
growth  in  the  luxury  coach 
market  in  North  America  will 
continue  to  drive  growth. 


By  Carl  Mortished 

Rents  from  Hammerson's 
shopping  centres  grew  12  per 
cent  and  the  French  properties 
saw  a  £500.000  rise  in  income 
to  E8£  million.  However  the 
office  portfolio  is  suffering 
from  the  level  of  historic  rents, 
still  some  20  per  cent  ahead  of 
current  market  rates.  Mr 
Spinney  said  the  level  of 
earnings  did  not  reflect  the 
underlying  performance  and 


pointed  to  presetting  of  the 
anchor  stores  at  the  Oracle 
shopping  centre  in  Reading 
and  the  E80  million  redevelop¬ 
ment  of  Globe  House  on 
London's  Embankment,  let  to 
BAT  at  £7  million  a  year. 

Adjusted  earnings  per  share 
stayed  at  7.9p  and  the  interim 
dividend  rises  3  per  cent  to  3.8p. 
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Suppliers 
of  schools 
to  merge  * 

Nottingham  Group  Hold¬ 
ings  and  Philip  Harris  are 
to  merge,  forming  Novara, 
one  of  Britain's  biggest 
suppliers  of  equipment 
and  materials  to  the  UK 
education  markets. 

The  merger  will  take 
place  via  an  offer  of  3.425 
Nottingham  shares  for 
each  Philip  Harris  share, 
valuing  Philip  Harris  at 
£31  million.  The  terms  give 
Nottingham  shareholders  . 
about  58  per  cent  of  the 
enlarged  share  capital. 

-  Yesterday  Nottingham 
also  reported  a  fall  in 
interim  pre-tax  profits  to 
£3.1  million  (£3.6  million). 

The  interim  dividend .  is 
held  at  l.84p  a  share. 

Litho  rises 

Utho  Supplies,  the  print¬ 
ing  supplies  company, 
saw  a  1225  per  cent  rise  in 
first-half  pretax  profits  to 
£4.04  million.  The  interim 
dividend  rises  92  per  cent 
to  3.44p. 


Ron  Spinney  is  advising  a  cautious  approach  Chief  quits 


Lloyds  TSB  sells 
offshoot  for  £235m 


By  George  Sivell 


LLOYDS  TSB  is  selling  its 
Business  Technology  Finance 
subsidiary  to  Newcourt  Credit 
of  Canada  for  £235  million. 

BTF  is  part  of  Uoyds  UDT 
and  is  based  in  Bristol.  It 
specialises  in  sales  aid  financ¬ 
ing  of  office  equipment,  and 
has  assets  of  £81  million. 

Lloyds  TSB  said  that  BTF 
no  longer  fits  its  overall  strate¬ 
gy.  The  bank  will  book  a  £40 
million  profit  before  lax  on  the 
deal  in  its  accounts  for  the  year 
to  December.  Lloyds  TSB 
shares  fell  bp  to  757p. 

Newcourt,  the  largest  inde¬ 
pendent  non-bank  lender  in 
North  America,  finances  sales 
of  Dell  computers,  the  world's 
largest  direct  seller  of  personal 
computers,  as  well  as  Western 
Star  Trucks. 

Newcourt  is  buying  BTF 
largely  to  provide  finance  for 


Dell  computers  in  Britain  and 
to  expand  Dell  sales  across 
Europe.  Newcourt  is  looking 
tu  expand  into  the  Benelux 
countries.  Switzerland. 
Germany  and  France. 

Newcourt  believes  that  it 
can  also  expand  Lloyds  TSB's 
existing  BTF  business.  The 
company  said  that  ir  intends  to 
keep  BTFs  160  employees  in 
Bristol,  and  that  it  may  need  to 
take  on  more  staff  as  business 
increases. 

Newcourt  was  established 
in  1983  to  rechannel  insurance 
company  cashflows  into  fi¬ 
nance  for  equipment  manu¬ 
facturers,  dealers  and 
distributors.  It  now  finances 
sales  for  more  than  ZOO 
manufacturers. 

The  company’s  shares  are 
listed  in  New  York,  Toronto 
and  Montreal. 


S  Jerome  &  Sons,  the  wool 
company,  said  Stephen tM 
Jerome,  joint  managing 
director,  wishes  to  leave 
the  company  with  effect 
from  Monday.  He  joined 
it  31  years  ago. 

Wood  down 

Arthur  Wood  &  Son.  the 
earthenware  manufac¬ 
turer.  suffered  a  36.9  per 
cent  fall  in  pre-tax  profits 
to  £131.824  in  the  six 
months  to  the  end  of 
June.  The  interim  'divi¬ 
dend  is  unchanged  at  2p. 

Alizyme  to  list 

Alizyme,  the  AIM-listed 
drug  group,  aims  to  seek  a 
full  listing  next  year  when 
it  has  three  of  its  research 
drugs  on  clinical  triaL  In 
the  six  months  to  end  June 
30,  Alizyme  lost  £1-3  mil¬ 
lion  (£65.000  loss). 

NIE  sale 

Northern  Ireland  Electric¬ 
ity  is  selling  Shopdectric 
its  appliance  retailing 
chain,  to  a  joint  venture 
led  by  3i  for  £1  million. 
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STOCK  MARKET 


Shares  breach  the  5,000 

level  with  early  surge 


SHARE  prices  m  London 
breached  the  5,000  level  again, 
after  five  days  of  consecutive 
gams,  to  end  the  week  on  a 
firm  note. 

d  The  week  saw  investors 
^  contend  with  a  major  sell-off 
on  Far  Eastern  markets  and 
volarile  performances  in  New 
York  in  the  face  of  conflicting 
economic  news. 

Throughout  all  of  this 
London  managed  to  retain  its 
composure  and,  despite  some 
shaky  moments,  investors 
managed  to  regain  the  high 
ground.  Yesterday  the  FTSE 
100  index  marked  time  for 
much  of  the  morning,  but 
moved  into  top  gear  once  the 
better  than  expected  US  em¬ 
ployment  numbers  and  sub- 
-  dued  average  earnings  were 
.'l  published. 

At  2pm  the  index  was  24.3 
up  at  5,015.6.  with  turnover  of 
just  303  million  shares.  It 
stretched  the  rise  on  the  week 
to  197.6. 

Brokers  in  the  Square  Mile 
remain  convinced  that  the 
next  move  in  US  interest  rates 
will  be  upwards.  The  only 
question  now  is  when. 

Last  Friday's  Chicago  Pur¬ 
chasing  Managers’  Index  sug¬ 
gested  that  the  long-awaited 
rise  in  rates  may  be  imminent 
On  the  day  the  Dow  Jones 
industrial  average  responded 
accordingly,  dropping  more 
than  200  points. 

With  Wall  Street  closed  on 
Monday,  for  Labor  Day,  the 
’  London  market  had  to  spend  a 
further  anxious  24  hours  to  see 
if  share  prices  could  pull  out  of 
their  nosedive.  The  wait 
proved  worthwhile  and, 
backed  up  try  some  weak  data 
from  America’s  manufactur- 
‘  ers,  the  Dow  managed  to  claw 
back  much  of  the  previous 
Friday’s  losses  as  worries 
about  rising  interest  rates  and 
collapsing  markets  in  Asia 
'took  a  back  seat 

Admittedly,  turnover  levels 
all  round  have  left  much  to  be 
desired.  But  survival  was  the 
.  name  of  the  game  and  by  last  ■ 
night  most  traders  derided 
that  surviving  the  week. "had  ' 
been  an  achievement 
According  to  Merrill  Lynch 
it  may  all  be  irrelevant,  any¬ 
way.  The  Thundering  Herd 
-  told  clients  on  Thursday  thata 
25  per  cent  correction  for  the 
Dow  is  on  the  cards  for  the 
middle  of  next  year  after  it  hits 
an  all-time  high  of  &500. 

Yesterday  saw  an  early 
mark-up  in  BTG  before  it  was 
announced  that  Shell  had 
developed  a  new  generation  of 
traction  Quids  that  can  be  used 


George  Greener  showed  confidence  in  Hillsdown 


in  Torotrak,  its  variable  auto¬ 
motive  transmission  system. 
BTG  responded  to  the  news 
with  a  leap  of  74p  at  780p,  after 
briefly  touching  797' 2p,  where 
the  company  carries  a  price 
tag  of  £735  million.  BTG 
turned  to  shareholders  back  in 
June,  in  order  to  raise  a- 
further  £25  million  to  develop 
the  gearing  system.  The  com¬ 
pany  is  due  to  give  a  series  of 


EMI  jumped  lip  to  582 'zp  as  talk  of  a  bid  from  Seagrams  was 
revived.  Almost  700.00  shares  changed,  hands  with  brokers 
pointing  to  some  big  positions  in  the  traded  options  market.  A 
total  of  526  opened  ended  contracts  have  been  recorded  in  the 
September  575p’s  and  L355  in  die  September  6Q3p’s. 


presentations  to  institutions 
new  week. 

Recently  privatised  British 
Energy  jumped  21p  to  a  high 
of  204‘ip,  the  first  time  past 
200p,  after  announcing  it  was 
hoping  to  make  fuel  savings  of 
£30  million  a  year  on  the  back 
of  its  £15  billion  contract  with 
British  Nuclear  Fuels.  The 
deal  is  also  expected  to  gener¬ 
ate  profits  of  £100  million. 

There  was  undisguised  dis¬ 
appointment  at  reports  that 
the  Chinese  Government  had 


the  day  9*2p  lower  at  548,ap. 

GEC  rallied  from  an  early 
fall  to  end  lxp  dearer  at 
395'ap.  Lord  Prior,  outgoing 
chairman,  told  shareholders 
at  the  annual  meeting  that  the 
strong  pound  was  continuing 
to  make  life  difficult  How¬ 
ever,  he  hoped  that  die  fll- 
effeds  might  be  offset  by 
increased  efficiency  and  en¬ 
able  profits  to  live  up  to  City 
expectations.  There  was  no 
indication  of  who  was  to 
replace  him  as  chairman. 
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precluded  Cable  &  Wireless 
from  bidding  for  stock  in  the 
forthcoming  float  of  a  25  per 
cent  stake  in  China  Telecom 
(Hong  Kong).  C&W  had  been 
hoping  to  link  up  with  China 
Telecom  as  parr  of  a  massive 
expansion  plan  on  the  Chinese 
mainland.  It  is  hoped  $2 
billion  (£12  billion)  will  be 
raised  from  the  sale  of  the 
stake.  Cable  &  Wireless  ended 


The  heavily  discounted 
rights  issue  from  Misys  left  its 
shares  126p  lower  at  £14.72*2. 
It  plans  to  raise  £3215  million 
by  way  of  a  twofor-seven  at 
£1350.  T7»  money  wfll  be  used 
to  acquire  the  Nasdaq-listed 
Medic,  one  of  the  five  largest 
investment  technology  com¬ 
panies  in  the  US  supplying 
doctors  with  software  systems. 

Psion  rallied  strongly  as 
brokers  began  to  reflect  on 
prospects  in  the  wake  of 
Thursday’s  profits  warning. 
Despite  recent  production 
problems,  brokers  are  becom¬ 
ingly  increasingly  convinced 
that  the  Series  5  personal 
organiser  will  provide  a  long¬ 
term  boost  to  earnings. 

Philip  Harris  stood  out 
with  a  jump  of  28l2p  to  268 'zp 
on  learning  of  the  proposed 
agreed  merger  with  Notting¬ 
ham  Group.  The  terms  value 
Harris  at  £31  million  and  the 
enlarged  company  will  cany  a 
price  tag  of  £70  million.  Not¬ 
tingham  finished  2’zp  dearer 
at  82‘ap. 

One  man  who  has  every 
confidence  in  Hillsdown 
Holding's  future  is  George 
Greener,  foe  company’s  chief 
executive.  Just  a  day  after 
unveiling  the  group's  strategy 
for  the  next  year,  he  has 
bought  50.000  shares  at 
170‘ap. 

A  profits  warning  left  Bor¬ 
der  Television  16p  lower  at 
381 '2p.  James  Graham,  chair¬ 
man,  told  shareholders  that 
stagnant  television  advertis¬ 
ing  revenues  and  start-up 
costs  would  make  an  impact 
on  profits  in  the  current  year. 

“In  real  terms,  after  making 
provision  for  foe  retail  price 
index,  our  income  from  tele¬ 
vision  has  in  fact  registered  a 
slight  decline”,  he  said. 

Increased  losses  and  once 
again  no  dividend  left  Towry 
Law  3Up  lower  at  31p. 

□  GILT-EDGED:  The  bond 
market  responded  positively 
to  foe  subdued  US  employ¬ 
ment  and  average  earnings 
numbers,  which  have  alleviat¬ 
ed  some  of  the  pressure  build¬ 
ing  for  a  rise  in  interest  rates. 

After  treading  water  for 
much  of  foe  session,  prices 
traded  strongly  before  foe 
dose. 

In  the  futures  pit,  the  De¬ 
cember  series  of  the  long  gilt 
climbed  £M*a  to  £115*16  as 
almost  60.000  contracts  were 
completed.  In  longs.  Treasury 
8  per  cent  2015  put  on  £‘ a  at 
EllPsa,  while  among  shorter 
dated  issues  Treasury  8  per 
cent  2000  was  three  ticks 
better  at  £102,5i6. 
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Transco  transformation 


LEAKING  a  one-in-six  £500  job  demolition 
on  &  day  when  it  should  attract  minimum 
attention  would  epitomise  foe  cynical  ap¬ 
proach  of  the  new  BG  board  to  public 
relations.  Predictably,  cynicism  is  working. 
While  Transco’s  price  regime  was  still  in 
Chancery,  BG  offered  investors  a  dire  vision 
of  the  future.  Since  virtually  the  worst 
possible  outcome  has  been  realised,  it  has 
hawked  such  a  positive  vision  of  BG  as  a 
dynamic  exploration  and  production  group 
that  foe  shares  have  risen  60  per  cent  since 
demerger  to  yesterday’s  peak  of  274p. 

Such  is  the  transformation  of  foe  City's 
image  that  foe  possibility  of  debt-financed 
buybacks  is  reckoned  to  add  value,  and 
calculations  are  made  (by  loading  all  foe  huge 
debt  on  Transco)  that  suggest  E&P  is  foe 
biggest  part  of  the  business.  So  hopes  of  a  big 


gas  find  in  a  promising  Indonesian  sector 
made  BG  one  of  foe  star  stocks  of  August. 

Unfortunately,  this  image  is  not  entirely 
true.  Profits  rest  squarely  on  the  pressured 
Transco.  whose  potential  is  mainly  on  the 
downside  thanks  to  foe  vendetta  waged  by 
Ofgas.  Tliis  is  one  of  foe  least  promising 
utilities  around,  so  BG  should  essentially  be  a 
dividend  stock.  The  first-year  dividend  will 
certainly  be  higher  than  once  feared  but  even 
Sp  a  share  would  put  BG  on  a  grossed-up  and 
barely  covered  yield  of  about  3.7  per  cent  at 
BG's  heady  level.  The  average  utility  yield  is 
4.6  per  cent. 

BG  should  certainly  aim  to  return  as  much 
as  possible  of  Transco's  value  to  shareholders 
by  gearing  up.  leaving  a  rump  E&P  to  provide 
some  future  growth.  Bur  if  you  pay  foe  value 
out,  it  will  not  still  be  there. 


Misys 


WITH  its  purchase  of  Med¬ 
ic  Misys  is  making  a  leap  in¬ 
to  the  unknown  that  is  al¬ 
ready  being  labelled  foe  soft¬ 
ware  industry’s  BT/MC7. 
The  company's  message  to 
investors  rings  all  kinds  of 
alarm  bells:  trust  us.  we 
know  what  we  are  doing. 

Misys  has  yet  to  slip  up 
but  the  company  has  only  7 
per  cent  of  its  business  in  the 
US.  It  is  buying  foe  medical 
software  company  as  the 
business  leaps  from  selling 
$30,000  systems  to  $  1  million 
systems,  and  the  manage¬ 
ment  charged  with  master¬ 
minding  this  move  has  just 
been  paid  £50.8  million  in 
cash  for  their  shares 

The  Medic  shareholders 
were  not  impressed  by  Misys 
shares,  which  for  a  deal  this 
size  is  disppointing.  It  makes 
the  management's  £14  mil¬ 
lion  golden  handcuffs  seem 


less  binding.  Medic  is  being 
sold  because  it  cannot  live  up 
to  the  rigours  of  quarterly 
accounting. 

With  such  lumpy  $1  mil¬ 
lion  sales,  this  is  not  surpris¬ 
ing  but  foe  story  still  has  a 
suspicious  ring  of  retirement 
about  it. 

Moreover,  the  price  being 
paid  looks  frill.  If  the  deal  is 
earning s  enhancing,  it  is 


largely  due  to  a  complex 
method  of  tax  shielding.  A 
price  crash  in  Medic's  shares 
in  the  Spring  left  it  with  a 
market  value  of  $3S0  million; 
now  its  owners  are  bowing 
out  with  a  company  valued 
at  $923  million,  in  three 
years’  time,  sceptics  may  well 
be  chewing  their  words.  But 
on  a  six-month  view,  the 
shares  look  dull. 


Schraders 

SCHRODERS  is  worried.  It 
fears  that  growth  will  be 
hand  to  come  by  in  the  UK 
pension  market  But  then  it 
said  that  ten  years  ago  and 
since  then  the  business  has 
soared  tenfold.  Meanwhile. 
Schroders  has  expanded 
nicely  in  Japan  and  is  finally 
seeing  some  pension  busi¬ 
ness  from  Europe,  after  a 
rather  long  wait 

Successful  fund  manage¬ 
ment  has  been  the  engine 
behind  Schroders  growth, 
turning  a  fairly  successful 
merchant  banking  boutique 
into  Britain's  last  bastion 
against  a  tidal  wave  of  US 
investment  bankers. 

But  how  long  can  this 
continue?  Cynics  have  been 
predicting  a  bid  for 
Schroders  for  at  least  a 
decade,  forgetting  that  a  sig¬ 
nificant  family  stake  is  not 
for  sale. 

A  growing  UK  securities 
business  has  made  a  London 
acquisition  less  likely  —  al¬ 
though  Panmure  Gordon 


would  still  make  a  nice  lit. 
More  probable  is  a  move  on 
Wall  Street  to  give  foe  US 
business  the  sort  of  presence 
that  will  pur  it  into  foe 
Premier  League  for  mergers 
and  acquisitions. 

Such  a  deal  would  be 
expensive  and  might  well  be 
an  excuse  for  Schroders 
shares  to  go  off  foe  boil  for  a 
time. 

Hammerson 

ONCE  again,  the  London 
property  market  is  faring  a 
supply  squeeze  after  years  of 
glut.  Take-up  of  office  space 
in  the  capital  is  accelerating 
and  exceeded  3  million  sq  ft 
in  foe  second  quarter,  the 
highest  figure  since  foe  real 
estate  market  last  peaked  in 
late  1989. 

However,  speculative  of¬ 
fice  space  under  construction 
only  torals  some  1.1  million  sq 
ft  leaving  little  slack.  Most 
major  developments  under 
construction  have  been  pre- 
let  to  tenants. . 

If  history  were  to  repeat  it¬ 


self.  developers  would  now 
be  drawing  up  plans  for  spec¬ 
ulative  new  towers  to  blight 
the  London  skyline,  but.  curi¬ 
ously,  it  is  not  happening. 
The  redevelopment  of  Britan¬ 
nic  Tower  by  Wates  City  is 
soon  to  secure  a  pre-letting 
and  foe  Millennium  Tower 
will  not  go  ahead  without  an 
important  occupier. 
Hammerson  has  a  develop¬ 
ment  profit  of  some  £20  mil¬ 
lion  locked  into  Globe  House, 
but  the  company  is  wary'  of 
investing  in  new  schemes  un¬ 
likely  to  be  finished  before 
the  turn  of  the  century. 

Such  caution  is  encourag¬ 
ing  and  Hammerson  was  un¬ 
fairly  treated  by  foe  market 
yesterday.  With  a  third  of  its 
portfolio  in  retail,  a  well- 
timed  redevelopment  of  cen¬ 
tral  Birmingham  under  way 
and  its  French  investments 
showing  growth.  Ham- 
merson’s  net  asset  value 
could  rise  to  £5  over  the  next 
18  months.  After  yesterday’s 
dip,  the  shares  look  cheap. 

Edited  by  Carl  Mortished 
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CHANGING  TIMES 


JOIN  OUR  WINTER  CRUISE  TO  THE  CARIBBEAN 


15  NIGHTS  FROM  ONLY  £999 

Departs  on  Saturday  November  22, 1997 

rpimes  readers  are  offered  the  opportunity  to  escape 
1  before  winter  sets  in  and  cruise  to  the  Caribbean 


J  UK  - -  __  .  , 

Yon  wifi  have  days  to  rest  at  sea  and  appreciate  the 
ship*  many  facilities,  such  as  the  swimming  pool, 
tennis  court,  bars  and  restaurants.  The  ship  will  sad  to. 
Fundi aL  the  capital  of  Madeira,  before  beading  for  the 
West  Indies.  You  will  have  plenty  of  time  to  visit  same 
of  the  finest  scenery  in  the  Caribbean  a®* 
cultures  on  the  picturesque  islands  of  Bsrtados, 
St  Lucia,  St  Kitts,  Antigua  and  Gnadaloupe. 


Price  Includes: 

•  15  nights  accommodation. 

•  Scheduled  Bight  from  London  Heathrow  or 
Manchester  to  Lisbon. 

•  Flight  from  Guadafoupe  to  London  or  Manchester 
via  Paris. 

•  All  metis,  entertainment  and  leisure  facilities  on 
board. 

•  Services  of  the  siripb  staff  throughout  the  cruise. 
•Return  transfers  between  the  airports  and  foip. 

•  All  part  and  airport  taxes. 


Iro^AKt'.  Day  1  Fly  London  Heathrow  or  Manchester  to  Lisboa  Wer  (ototo*:  Day  2  at  se* 
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t  KVPaamai 
r  527VPiartjw* 

.  3324  toiBdeis  DO) 

aE4fieW*  ta 

:  627  Seel  R  Bex 
248'i  Van  Gran 
1 1UB  totowiraun  10 
■738*jMttmd 
556*1  WohMnpm  D 
>  2794  Wes  BmsT 
:  615  Tpung  A* 


8474  +  24 
544 
1534 

145  +  1 

an 

3574 

1134 

470*1-  i 
710  +  14 
IS 


DIVERSIFIED  INDUSTRIALS 


2684 

26074 

67+4 

329 

302  -4 
505  -5 
2594-  1 
29 

TOO  ♦  7 
3474 

2994+  « 

735 

3074 

14574+  15 
8EV+  4 
5574 
1904 
607V 


4924  327*1  Atootaft 
£8  212  taaTSte 
917  7694  Breton  W 

289  1804  Bin 

6014  462  BAIt 
604  aamm  to 
266  162  Canton 

229*j  1974  am 
4024  2554  DEC 
3124  243V  GdHw 
141  ii54GanpM  Hdgt 
1404  1014HMM  CIA 
6874  *234  (tori  Manp 
4384  382  Mato  7)3 
512*.  331  JadknUtol 
1M4  liaVLntwl 
179*i  1414UHeod  Rtosel 
4574  388*1  Pwrfl  Duty*) 
19?.-  153V  3m** 
fids’.  W.sarW 
3974  3274  TT  Ban 
336*>  2524  Hi taait 
210  165  Undue 

496  370  Wxrfc  Stays 

3874  285*1  Itesall 
1664  1224«maeort 
368  294V  Writes 


5  18  21.1 

..  28  413 

.  U  182 
14  55  95 
34  6.1  114 
..  03  S3 
4  43  181. 
.  65  85 
.  .  22  149 

2  B7  105 
SX  110 
4  100  107, 
■  19  22.0 
4  03  75 

33  .  1 

45  116 
.  58  11J 

..  78  116 
54  152 

24  . 

25  107 1 

4  41  117 1 

..  54  ms  I 
56  118 
2.7  204 
.  5.1  174 1 

24  5!  155 


£4  154  A#  itdto 

“ffi  170  Atari 
3524  7374  Altai 
166*.  904  Amec 

512  34 74  Amur 

556  485  Antra:  Sykra 

324*r  222*i  Astasd 
484  flVAnaista 
39V  2448*1*1 
644  49*;  Banal 

2914  236  B»nl  Dm 
210  ISCiBeaD 
3814  2994Belter 
27*1  184  Britans* 

52*1  30  Bob  Bator) 

7BJV  GD6  Sofefyy  dp 
in  142  Bta  Bras 
345  230  Bom  IHeary] 

1W,  6740mtai  HR 
354  274fttma  ftp 
724  424ft  BUta  &  &g 
159  1204  ftwl 

IX’t  994CALA 
64  240n*M  8  Am 

634  534  Oak  1| 

46  «  UBflti* 

105  71  QnMde 

1064  9C4CXHI  tachnlsanl 
I02*i  G74CUBtos 
17?»  U?iE«  ftnupt 
K  15'iGaJttta 
9324  85740aeson  (Mi) 

320  2774Htotodi  Bn 
16b  123  Headsn-Stoal 

214  1647taM  HktJS 
H8  1304Jards 

2724  182*1  Mu 
2SO*.  119419a 
380*1  279  lak*|  |J) 

130*1  11(P.UW84%0»n 
(44  9  Unto  (T4 

2104  l624Man»re  U1 
IE74  llP.-McAtldne  (A) 
1354  »4llcC**r&S 
75  53-iUctaTw 
235+  IStVItoni  SMdK 
3D64  2344Uonbm  Cons 
144  KN4lM4an|3) 

266  208  Pentoani 
125  109  Pachas 

1444  Oriftotofag 
714  124  Me  nd 

1794  1454  Retoa 
330  255  am  mgit 
70  48  9nul 

3S7*i  2674  Spader 
103  75  5W  Hi 

1514  115  T«  Howto 

215  153  Tator  MndM 
7674  5124 Titan  Dnflb 

2?i  1?*T)Y  Group 

66  5&4Mmb*t 
1524  112  totanesf 
744  364  HM  Mdgst 
&44VWUY 
654  AS+We  Young  On 
12  r.Wtais 

191  1474  VKn  (Cl 

545  4714  Mto)  BOKtl 


ELECTRICITY 


.  37 
2  7  205 
I  36 
18  168 
21  175 
!  1  6  201 
4  45  BE 
47  255 
27  196 
41  146 
1  43  137 


202*1  1254  Br  Enow  RjP 
665  «34tasn  Ctoaa 
Z73*.-  19?  Mato  Britt 
5904  4ST.IMIHI  Pna 
4474  3524WB  Mntf 
7974  »54P*iBBGa 
460*1  3194  Hutu-fleet 
4744  3314l<MB8k  Peaer 
4724  37345a*ian  fleet 


13  14  5 
3«  125 

55  103 
34  194 
60  MO 
U  168 
19  195 
24  265 

56  193 

'  15  71* 

2j  151 
*»  49*122 
II  341 
65 


.  15  1361 

5  63  645 
22  161 


.  12  119 

2  22  183 

32  126 
1*»  5.1  121 
11  104 
43  193 
..  143 

a  170 
780 
63  162 
15  1291 
IS 

4  6.1  3151 
4  24  171 
48  118 
1361 

.  .  r.i  I 

46  182 


4  31  153 
63  M3 


IS5  12l4Wfenpev  G 


36  172 
..  23  186 

24  66  110 


BUILDING  MATERIALS 


554  33  Arnegrie  tats 
388  2964  WD 

rift  9f*>BinadM  fttt 
494  7?iB»atais 
452  El  Bhe  Onto 
914  784ftaeOon  PLC 
1524  119  ft  Dcdpig 
6964  59240W 
»r  424  Cjtulrad  *T 
1974  162*:  C*» 

"273  192  Cam 

1334  Kfi  Cam  pi 
63b  50  Okdtttitf 
272*.  21 24  Oyam  (JSJlt 
145  122  Dpsen  A't 

4  PiEmsknr 
290  215  Ejatto 


14  43  22.4 
5*1  33  157 
40  KJ 


404  33*i  Altai 
1644  1264Astee 
SB  505  Altai* 

2934  1534  B£C 

in  61  BetaHMa 

387*1  205  Ret 
4574  292*iBMlap> 

144  9  »MiA 

1574  1274  (M  Mlcnrt 
J9*.-  34Chme<  Rte 
434  2740toridf 
144  54  Ctqtulm 

920  S374Crtettar 
790  4174  Data  m  Sp 

3864  2574  Drib 
367*.  2S5  Doutoat 
954  GTiDmtoQ  MBs 
m  270  Dnjctf 
50714  33164  Becfcoka  V 
Zn  194  Enas 
2921 '■  17/r.Bksm  V 
764  274Eamn’ 

541  3K  EarBan 
645  463  Fatey  Gnat 

4474  29l4ftaric  Carl 
32  TtPrFiinml  tach 
414  3274  GECt 

2DB4  i26*iftas*y 
1464  lift:  tod  COMM 
X  12  HeOdrt 
115  S34Rodet 
614  174 IW  lad 
336  220  Mora-Sat 
304  11  Mtamtoc 

«2S  «5  *M( 

74?  1504  Mata  locfi 

456  U2  (Wad  t«t 
2374  41'iRca  Men 
9S  294  fleet 
5166*.  2334  Rtops  Ln®  m 
1854  lOi  Ptaaaec 
2384  334 natal 

2»  209VPien*c 
48  31  Pleriatt 

5124  276  Ptdon 
3014  215  Rot  Bed 
1S4  994  Raton* 

3GS  2»  Mta 
1*.  lVIMbne 
ZtffS  149*iftotara 
2334  1654  5IH  Bn  Sysf 
4114  J55  Senaav 
834  5249HBplnes 
51904  36714  TW 
106  884 IH 

1254  91  llBt 

34*>  7  TaOpeto  Tec* 

72*1  494  Tataatatr 

1B74  171  Trispa 
1574  I25'>Tttape  FW 
724  774TottSystaKt 
mi  Hi  Tuetdi 
i  574  2G*iVerty 
1964  834 Wn 

604  60  Wgtai  Tatottoe 
467  400  taint 

154  KhPUetaiuna* 


44  142 
Si  115 
06  281 
.  fj  m 
14  14  2 
.  0J  . 
W2  5< 

24  2X1  177 

■. 

14  42  215 
40  17J 
.  .  3.1  151 
.  ftfl  521 
...  31  79 
..  4J  171 

•  nm 


ENGINEERING 


290  715  Epmn 

10)4  834 GUm  8  Ordr 
148  119  Gtatai  ftp 

3654  l874H^tad  U} 
33**i  2714  torn 
2064Hapnnft 
I0S4  724HBwEonf 
288  1904Heyad  Wat 
714  61  tosaxt 
530  315  Jehntai 

024  62*:U»esM 

137  1034  Matey 

ISO*.-  Il94ifersnaHsl 
4174  El's  Meyer  W 
954  GS'iHmns 
156  110  nawmt 

7644  1944  Wmfe 
11474  0784IMCGP 
3814  282*1  Rwal 
139*]  £6  Ratal 
1144  rftfttBtod 


220  53 

100  43 

132 

»5 

58F*4 

370  AWf 

WiKW 

460 

.  24 

>50 

1304  55 

270 

♦U 

2*4- 

4  . 

205  58 

94 

3/8 

22B  Atorasc 

232*. 

43 

101 

311-1  *9  113 

14H 

10r  Atre 

1384- 

4  28 

MJ, 

2114+  1  88 

CO 

ar.*v 

1394  fc±  &  Laqr 

1504 

50 

7* 

974-  1  S3 

87 

81/V 

6074 AHe  Erpte 
9P,AynHRiltaSdr 

815 

34 

151 

2084  83 

85 

1IH4 

1024 

67 

56 

33.1 

417 

)l*  HEW 

396*,+  14  22 

21 J 

3 «  46 

90 

1254 

WrBW 

624 

*02 

61 

7SV-  1  82 

11*4+  2  51 

95 

110 

93 

I1> 

H’.-Batoctl 
74Batey  fCHJ 

90  -  ',17 

84 

61 

1*04  48  2141 

1324 

76  topics  lOurits) 

96 

38 

111 

«2V-  4  36 

18? 

4*4 

34  tented 

31 

10 

110 

SJ4  J6 

1/1 

834 

4+4 

44 

101 

1474+  4  *4 

159 

156* 

124  Btnstord  tri 

ISO 

42 

211 

216  -  2  1* 

173 

969* 

no  Bodraea 

*6  + 

1  11 

250 

12B4  914BenPy  Gram 
1044  9?]Rsse9  (A| 


3464  2414SK 
?4  I4SW 
2374  71l4ShapB  8  R*o 
204  94  Spring  Ran 

1874  IWr  aearim  Mdgi 
1314  SBVTwae 
1«  HM  r<ton 
5*5  4364  Ions  Patou 

544  34*r  Toda 
614  422'tMtotor 


1  61  IIJ5 

34  5  4 
.  50  10.4 
21  205 
49  141 
1  2J  159 


49*.  374  Roll  tats 

764  Zl'.Braaayt 
175  9(1  Brtdtm 

1545  1189*1  BrtolPtatoa 
1794  133*:  Or  Stair 
1414  1014Bnm  Tool 
22*i  iriftnta 
1224  724Bv6oariir 
fi  22  Calm 
2004  1744  Cado  Engl 
2974  7M4Cia*>|Ft 


170  no  Ounrun  Hi 
8564  715  Chata 


1734  142  ABltfl  8  W 
137  10B*iWcd  CRMs 
135  117  Kerin  Mt  . 

lB3*i  91'iAaberier  Gpl 
3  04  Ando  UM 

2631*.  21124  DM 
1195  8S44M® 

334  2*8  BIP 

2B5S4  22*64  Biyer  DMU 
1124  B4fteri  (Sens 
2*64  185*i  ft  Vta 
1924  1324  tan  Hand 
3154  2564CSnnman 
222*1  14940*  7«chBton 
40*4  288  Qtatarids 
364  248  Cadi 

3054  aH4DoeHB 
m,  238*>ans  8-Etomn 
73  494t»p  Cota* 

1234  mvtsunn 
.  824  52  rtetann 

29184  73184  HoecU 
186  US'.-  ftdWay  Ctom 

1110  HI4IDt 
7314  163*rkapect 
180*i  119  Krian 
7494  5024(jpo1e 
192  11!  tantar 

91  E  Haatan 

X  2*  (toeatoetr 

321  240  Ponart 

246  1744 Scat 

X  18  SUMtSpriftt 
19804  1136**  IritaD  Otan 
ran  545  nttot 

J43  158  Yota  Bp 
3014  3024YrieCatn 


1  52  121 

1  12  181 
24  SO  114 

19  192 
40 

.  27 

24  3  3  182 
4  46  ISO 
.  25 

4.9  95 

4  42  140 

70  US 
40  I  ID 

Ifl  ns 

2  64  154 

2  35  140 

42  100 

*3  no 

46  116 

71  100 
14  7 

12 

4.1  12.5 
74  30  340 
4  18  111 
40  257 
34  43  lil 
.  107  169 

62  47 
50  55 
IS  22  774 
4  34  124 
57  98 
04  792 
52  JOS 
89 

7  33  149 


388  7S40m(1ng 

360  778  Clyde  Man 

fflFi  5514  OWna 
405  795  Ctfm  (A) 

IB  iBPiCvcsnfett 
230  189  Da*d  tan 

396  237  BS 

244  SVEfeep 
8?*i  G74ERAI  (0) 

1194  964Etttata 
207  140  Htt 

in  I4i*i  Fern 

7*i  TiFaniB 
63*.  324  FMi  Htojst 

102*.  66  Fvti  Ksaal 
iHPi  IIIVRai 
IX  92  S3  U 
1534  1364  Gatm 
335  193*1  arum 

Wi  364  Grama* 

134*1  to*  Han  Ukui 
345  1U  H+tfitfil 

301  186  Hdi  Eag 

149V  lOSVtton 
74<»  54*iltoivam  latt 
454  244  Hq  Naraai) 
*4  294Heata% 

894  544 TW  SSnaftt 

814  314ttoa  Be 
1904  Wa  MU 
40B  279  M 

6564  460  JBtomMrifil 
434  374  Jan  Sanaa 
475  386  tow  W 

3164  30Z41M 

«T.  394l«toi  m 

134  E4M.  Wirt 
24*,  164148  trill 

577*1  4174  ntag  ftoaz 
604  JSr'rtUl CMC 
1264  10141*090 
US  BIVMetoto 
1?.  10*4  RtdTerii 
sffi  liViMrisK 
STB  3SD  Urifea 
5074  404*1  Mapat  CM 
30D*i  333btkm  Mtifl 
41V  29  Honari  . 


2*i  41  136 
•  20  182 
IV  60  5* 
..  77  117 

35  135 
29  15.7 
1  40  186 

33 

70  146 

rv  «  iar 

42  713 
..  54  136 


DISTRIBUTORS 


XT',  friTtAmai  O*  Sria  »B 
390  27S  Atm  S  Haieyt  363*i 


714  SVMeondera 

90  5l4A«te«tt 

3*.  IV  Ass  Bi  Eeg 
570  486  BSSOtwr 
16*.  i3'.Beaftg  Ahw 
39*1  344  Begad  A't 
680  53D  ftanra 

27  134BMtold  Gp 
1194  «48nfHB«F 
360  300  QRes 


08  UP 
74  11 
12 

4  7J  . 


JO  74 
4  35  146 


194  CM  M 
54 74  ftane  sural 
tv  Rasped  tats 

154  CUtaKlc 

70  Orahae  ftp 
M  Ratal  Meta 
Z74RbboW5T 
474  Read 
225'iitaUdr 
624Rtonxai  West 
ZlC  Refc-Boyt* 
2J?.-lto*t 
90  UM 
13TIBVW  V 
iD74Soda  Eng 
3l34S*rra<Mh0 
897  ttetot 

IIEVSi  Hritarid 
70B48BriBs  M 


32  (EG 
V  62  85 
29  120 
2  64  77 

J*j  31  134 
17  M4 
71 

.  IS  ... 

39  190 
4  21  194 

94  14  222 
SO  24 
4  25  206 


THE  TIMESSATURDAY  SEPTEMBER  6  1997 


ffli> 


,i\ii  " 


^  }t 


-  t 


Finn  end  to  week 


■TRADING  PERIOD:  Settlement  takes  place  five  business  days  alter  the  day  of  trade.  Changes  are  calculated  on 
the  previous  day's  close,  but  adjustments  are  made  when  a  stock  is  ex-dividend.  Changes,  yields  and 
price/ earnings  ratios  are  based  on  middle  prices. 


1997 

M|£  Lb*  Cmm 


W  |  1997 

%  M]  rip  toa  Dnpoy 


Pda  Hd 

Hte*  K»  Conpa* 

IP)  +7-  %  M 

1997 

Mil  Lb*  Can  pay 


7374  si  Sam -Sara 
3D3*r  nSVRritogHT 
619  450  m 

1204  1014  Mr  [EM 
I2D4  S24  Tons  tec 
2064  14*4  Tilptal  Lkfrit 
2224  ISDVIMoe  H 
TT,  484 UU  Ms 
2714  16ftiVUw 
104  BVWai  ftp 
7124  505  W* 

952  742  (taper  TTumyt 

350  3U4(togn  krit 
287  3B4WS 
2504  2D24«Wqglm  Wg 
13  23  Wdfcan 

614  454Wnral 
CS3  525  VlhtoHi 
65*1  304Mdrcyr 


.  27  182 

...  48  136 
IV  29  IM 
09  104 
2  29  143 

4B  134 
15 

49  179 
43  126 


619  - 

124  26 

112 

821  + 

$  40 

132 

3*34+ 

24  62 

106 

33 

134 

2024 

50 

119 

28V 

82 

88 

554 

15 

184 

675 

IS 

284 

ENGINEERING.  VEHICLES 


140  97  Altaal 

197  170  Aktnraen 

757  566  Am  fetter 
281  2274  Baton 

KB  SS  Brito 
79?*.  6574  ftp  Tech 
12374  907  Out 
41714  33174  Gceecri  I* 
5834  404  Hern 
2072  1S40V  Hath  Mata 
4354  31241AM 
228  180  LurilTaBl 

1784  131  AtofcriB 
1724  1274Sytaat 
179  123  I  6  H 

054  284  Tata 
3394  23PiTrttoy  Mdp 


1184  .. 

179 

610  -  74 
Z76 

1034  -  4 

792*1 

12874+  B 
41374 
404-304 
2004*. 

429  +  ?i 
2004+  3 
178  -  4 

1364+  I 
1144 

29  -  4  . 

2774+  24 


FOOD  MANUFACTURERS 


454  M  IM  534  + 

2714AObe  1  Mririi  296 

34  Atari  FWe  38  - 

Z75  BUe  (5  Cft  2924 

322  tor  <8$  444  + 

30  Daman  Cnp  33 

244  BoolR  ni  - 

204BMah±}  614 

99  CK  Annas  120  + 

454  ftjjhlto  1894+ 

280  Ctrl  Itttag  3024 

57*>CMriBrt  614+ 

aOVOratok  2424 

1954  Btoy  Cnol  Oajpt  309 
2174Od0Hr  263  + 

314 Duets  ST  314- 

STiDm  394  + 

TfeFrtn  (toen)  165  - 

33J  M  327*.+ 

19VO0PG  21 

268  GnmcuE  2964 


994H3ztorirad  Fdst  1354 


2D24+  T9  i7  58.4 
6334+  4  41  ns 
2HV-  4  U  110 
944  58  109 

440  +  1  59  200 

7714-  2  41  124 

4454+  ?!  5.1  103 
459  +  14  50  120 
45BV  59  126 


1564  IRdM 
314  JU  Graft 
360  Uriai  tart 
HE  Mritasaffi) 
1774Mdmts  M 
1884  Nto  Foods) 
13  Mlirirn  Pp 


774Pmou(  Footo  834 


162  1 

fi3  K# 

boims? 

ELECTRONIC  &  ELECT  || 

180  4934 

3814ACH 

183',  .  31  128 

)5i4Aon 

1534  .. 

3©  Aritarif 

485+5  06  363 

50  Feme's 
6B4PtrtM  Pood 
4T4PM  6  Get) 
B74  5a*y  Far* 
2543km  Focd 
40047^*1  lift 
1274  Trait 
414  Umriel 
1351  Batonr 
9943V  (Mbb  m 
199  UtoBmis 
294  WT  Foods 
B*iY«tatto  Food 


35*,-  4  42  U 

129  16  150 

555  .  09  17.7 

1614-  1  99  148 

934+  3*i  156  . 
205-1  65  69 

3574  ..  SI  143 

IT  74  155 

13B*i  .  55  180 

364  ..  5.7  126 

364  22  99 

714  .  80  tl 

6724  ..  23  106 

7474+  124  04  Z9lI 
3044  +  7  6fi  166 


HEALTHCARE 


21Z74  lira  Aratonl 
141  lllfiltasae  «*sg 
677V  4724Besp*t 
14324  820  Btanaps  HT 
140  104  CaeFtal 

1294  96  Car  UK 
114*i  884  Crisis 
406  HS-  .Djnmanty  H 
31  ?4VCta3tritoo 
284  74Er*WHBd 
1074  10B4Fara1s  Group 

4734  1174M*boroipO 
15  135  MtaVi  IK 

390  1674  taato  foil 

®  ffl  Hacn  Eg 

425  330  bom 

182  155  ba  M 

1474  1224  Nssfci  Kttl 
30  ivnaaa  HsXft 
3194  234*iSrim8 
5004  382*>Sriori  Ho* 
918  123  SHU  Dtog 

1ST*.  1E4&1*  S  Rptl 
34  ?iT«Brts 
2894  2434tMOM 
3024  2264VWI  MUntri) 
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214  14  Iteray  Erf  »s  16 
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314  11  Mmy  Em  Ec  W  144 
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m  *01Vttear  M  457V+ 
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64V  55*.  lege  Cp 
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642  7154  EMAP 
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49  37  Fflfli 
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WVAlmdom  Aste 
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13 

6? 
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80 

60 

» 
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1 

23J. 
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46 
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630*1 

*850 

7225  CaraiSM 
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184 

.W 
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22 
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60 
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495  -  I 
566 
6*4 
III 
W. 

I8BV 

2714 

BIB  -  24 
5804+  9 
3854 
105 
47*. 

620+2*1 

2014 

191  -  4 
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«W 
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107  AtatatlSfflVns  121 
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03 
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I0PV.  H7fte 
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111*9  lift 
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1997 
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c 

+a 
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ff 
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J« 
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1« 
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99ft  94V 
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122=%  HOta. 
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107V  S 9ta» 

10**a  WP% 
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Inn  L  44%  1996 
Tibs  12*i%  200 1 
Inast.  2412003 
to«n*v%™« 
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:W 
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tfT5  6IS  C**rt  Pimm 
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38 
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40 
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BE  151  Ann  fflgpw 
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3214  2524Bo«am  M 
7d5  442  ft  Fwylhcne 
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Itr,  89*,MQto  Go 
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175  864  Sane 
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24  31  146  1005  5J0  JW  . 
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14  ;a  99  647  Kn'iMwd  Swt 
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5® 

15S  +  17 
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84 
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61 
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03  381 
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345  +  20  '  96 
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720*,  129*,  RPS  Qnup 


2005+174 
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117  200 
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56V  38*;  Baric  tnd 
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390*:  279  CtetteM 
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ro 
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5 
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1A 
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15  222 


145  100  Hdonet  Sec 
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221  TOiVftiyaUM 
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565  338  ftded  AW 
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Looking  for  cheap 
■  stocks  is  the  way 
to  survive  in  Asia 


PatnckCoUinson  says  analysts  expect  a  12-month  wait  for  the  next  demutualisation 
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Carpetbaggers 


I 


s  rarperhagging  fever,  which 
saw  thousands  of  windfall 
hunters  besiege  building  soci¬ 
eties  m  search  of  windfall 
payouts,  now  over?  Or  is  the  virus 
simply  lying  low.  before  it  sweeps 
through  me  remaining  mutual 
organisations? 

This  week  HSBC  Markets,  the 
investment  house,  in  a  report 
ennded  Windfalls:  Is  1997  just  the 
beginning?  said  ihat  "conversion 
fever  is  aRve  and  well."  lr  forecasts 
tnat  the  E35  billion  in  windfall 
payouts  this  year  will  be  followed 
by  a  further  £25  billion  over  the 
next  few  years.  The  bonanza  could 
be  ever  bigger  if  the  trend  away 
from  mutuality  spreads  through 
life  insurance  companies  and  even 
to  collectively  owned  organisations 
such  as  the  RAC  and  the  AA. 

At  the  top  of  the  carpetbagger's 
futiist  are  the  three  largest  remain¬ 
ing  building  societies.  Nationwide. 
Bradford  &  Bingley  and  Britannia. 
All  three  fiercely  assert  that  they 
are  wedded  to  the  concept  of 
mutuality.  A  Nationwide  spokes¬ 
man  said:  “It's  simply  in  the  long¬ 
term  interests  of  our  seven  million 
customers.  As  a  mutual,  we  pay 
better  savings  rates  and  offer  lower 
mortgage  rates.” 

Nationwide  claims  that  it  has 
herd  its  mortgage  rate  0.4  per  cent 
below  demutualised  rivals,  which 
translates  into  a  £250  a  year  saving 
on  a  £50.000  mortgage.  It  is  not 
difficult  to  work  out  than  in  only  six 
years  the  savings  on  a  Nationwide 
mortgage  will  be  greater  than  the 
average  society  windfall  payout 
The  society  is  tentatively  dropping 
the.  barriers  it  erected  to  new 
membership  accounts  before  the 
vote,  although  the  minimum  in¬ 
vestment  of  £5,000  is  ren  times  the 
minimum  before  the  carpetbag¬ 
ging  craze. 

Bradford  &  Bingley  says  its  com¬ 
mitment  to  mutuality  is  “complete!- 
'  y  concrete;"  A  spokesman  said: 
•You  can  go  elsewhere  if  you  want 
to  get  your  hands  on  some  quick 
lolly.  We  are  not  for  turning.  Mich- 

This  week  JP  Cairngorm, 
a  small  Edinburgh  in¬ 
vestment  manager,  un¬ 
veils  a  £100  million  invest¬ 
ment  trust  which  is  designed 
to  cash-in  on  the  £290  billion 
that  could  be  unlocked  if 
every  building  society  and  the 
15  largest  life  offices  demutu¬ 
alised  (Patrick  CoDinson 
writes). 

Ken  Murray,  JP  Cairn¬ 
gorm's  chief  executive,  be¬ 
lieves  rationalisation  will 
result  in  the  United  Kingdom 
having  just  six  or  seven  finan¬ 
cial  groups  by  the  turn  of  the 
century. 

“This  imminent  restructur¬ 
ing  wjl)  be  the  biggest  single 
money-making  opportunity  in 
the  United  Kingdom  for  some 
years  to  come  and  will  pro¬ 
vide  enormous  potential  for 
profit,”  Mr  Murray  said. 

-  The  trust,  which  is  spon¬ 
sored  by  HSBC  James  Cape), 
will  be  invested  in  a  range  of 
different  stock  market  instru¬ 
ments.  About  one-third  will  be 
in  permanent  interest  bearing 


to  regroup 

_ _ _  ALAN  ■'*“ 


ael  Hardem  and  his  band  of  dissi¬ 
dent  members  who  attempted  to 
force  the  Nationwide  to  convert 
have  been  fought  off  and  the  temp¬ 
erature  has  now  cooled."  B&B  is 
allowing  new  members  to  open 
memberehip-qualilying  instant- 
access  accounts  for  a  minimum 
balance  of  0,000,  paying  3.85  per 
cent  Britannia  also  allows  new 
membership  accounts,  with  a 
£2,000  balance  paying  45  per  cent. 

But  the  bellows  of  defiance  fall  on 
deaf  ears  .in  the  City.  Jonathan 
Loynes,  a  HSBC  Markets  analyst, 
said:  “There  is  still  a  fair  chance 
that  the  Nationwide  itself  is  unable 


to  continue  to  resist  the  pressures  to 
either  convert  or  be  acquired  for 
very  long.  The  vote  was  more  a 
thumbs-down  to  untested  manage¬ 
ment  than  to  demutualisation,  and 
the  promise  of  a  big  cash  payout 
may  be  too  tempting  to  resist  at  foe 
next  opportunity."  A  Nationwide 
conversion  would  produce  a  total 
payout  of  about  £7  billion. 

Another  leading  City  ant 
said:  “1  think  Bradford  &  Bingley 
secretly  wanted  Nationwide  to  de¬ 
mutualise.  so  it  could  have  an  ex¬ 
cuse  to  say  there’s  nothing  more  in 
it  for  mutuality."  The  biggest  socie¬ 
ties.  analysts  say.  are  more  likely  to 


convert  as  they  have  been  behaving 
like  pics  for  years  and  have  lost 
touch  with  their  local  roots.  Senior 
management  have  often  come  from 
non-mutual  companies  and  are 
pyschologically  less  attached  to 
mutuality.  However,  analysts  do 
not  expect  a  big  demutualisation 
for  at  least  another  12  months. 

The  societies  have  also  launched 
a  fightback  campaign  against  foe 
carpetbaggers.  In  the  corridors  of 
Whitehall  they  are  lobbying  furi¬ 
ously  for  foe  non-enactment  of  a 
elapse  in  the  Buflding  Societies  Bill 
which  obliges  all  new  accounts  to 
offer  membership  status.  They  are 


also  seeking  to  bar  members  of  less 
than  two  years*  standing  from 
benefiting  from  a  conversion. 

In  one  case  a  society  is  even 
considering  taking  direct  action 
against  an  individual  carpetbag¬ 
ger.  Ski  plan  claims  that  one  person 
assaulted  a  member  of  staff  in  a 
South  of  England  branch  when  he 
was  refused"  a  membership  ac¬ 
count  “Our  staff  are  still  suffering 
from  the  rudeness  and  demands  of 
carpetbaggers,  and  1  have  to  say  it 
was  particularly  bad  in  the  South." 
said  a  Skipton  spokesman. 

The  small  societies,  which  would 
see  their  reserves  swallowed  by  fees 


for  conversion  and  which  would  al¬ 
most  certainly  be  gobbled  up  by 
larger  institutions  if  they  float,  are 
far  less  likely  to  demutualise.  They 
are  likely  to  continue  as  niche  mut¬ 
ual  lenders  with  specialist  custom¬ 
ers,  such  as  the  Catholic  Building 
Society.  But  demutualisation  does 
not  stop  at  building  societies.  Nor¬ 
wich  Union’s  £4.2  billion  conver¬ 
sion  has  whened  foe  carpetbagger’s 
appetite  for  life  offices,  though 
sharing  in  a  pavour  is  going  to  be 
much  less  easy  and  lucrative  than 
opening  a  £100  building  society  acc¬ 
ount  (see  right). 

The  truly  dedicated  carpet¬ 
bagger  is.  however,  al¬ 
ready  looking  beyond  life 
offices  and  building  societ¬ 
ies.  Healthcare  prorider  Bupa 
could  be  worth  £1  billion  on  foe 
Stock  Exchange,  although  no  one  is 
sure  how  it  could  be  forced  on  to  foe 
market,  and  in  any  case  it  is  likely 
that  the  windfall  would  go  to  the 
charitable  mist  that  owns  Bupa’s 
assets.  Dial-a-Cab.  if  floated,  could 
be  worth  £7,000  to  each  of  its  taxi- 
driver  members,  and  the  AA  and 
the  RAC  could  conrievably  float. 

The  AA  is  essentially  a  members* 
club  —  albeit  with  a  revenue  last 
year  of  £543  million  and  a  mem¬ 
bers*  fond  containing  £139  million 
—  which  owns  several  subsidiary 
companies.  Only  individual  mem¬ 
bers.  about  4  million,  are  eligible  to 
vote  and  thus  able  to  benefit  from 
any  potential  restructuring  of  the 
organisation.  However,  an  AA 
spokesman  is  adamant  that  foe 
organisation  has  absolutely  no 
plans  to  change  its  structure.  “This 
is  a  media  exercise  and  we  have  no 
intention  of  even  speculating  about 
changes,"  a  spokesman  said. 

The  Cooperative  organisations 
are  perhaps  the  ripest  cherry  for 
carpetbaggers,  but  Andrew  Reg¬ 
an's  high-profile  failed  anempt  to 
take  over  the  non-food  business  of 
the  Cooperative  Wholesale  Society 
suggests  that  windfalls  from  that 
sector  may  be  some  way  off. 


QUICK  GUIDE  TO 
CASHING-IN  AT 
UFE  OFFICES 


■  Friends  Provident,  NPI, 
Scottish  Life  and  Scottish 
Provident  are  favourites  to 
demutualise^  but  Scottish 
Widows  and  Equitable  Life 
are  also  frequently  named. 

■  Investors  must  be  in  a  life 
office  with-profits  fond  to 
ensure  a  windfall  on  demutu¬ 
alisation.  The  cheapest  meth¬ 
od  is  a  ten-year  with-profits 
bond.  Typical  minimum  in¬ 
vestment  is  £2500. 

■  Poor  investment  perform¬ 
ance  may  wipe  out  windfall 
gains.  Fees  and  commission 
may  be  high,  so  carpetbag¬ 
gers  should  pick  execution- 
only  brokers.  Kohn  Cougar,  a 
Bristol  financial  adviser,  says 
some  non-tniditional  with- 
profits  bonds  may  not  qualify 
investors  for  membership. 

■  A  with-profits  endowment 
policy,  normally  for  mortgage 
repayment,  should  qualify 
though  charges  may  be  high 
and  surrender  values  low. 

■  Another  way  to  benefit  is 
by  buying  a  second-hand 
endowment  Max  Rosen, 
chief  executive  of  the  SEC. 
says  that  conversion  bonuses 
could  be  as  high  as  £15.000. 

■  Chartweli  Investment  Ma¬ 
nagement  (01225  446556)  has 
produced  a  12-page  guide  to 
life-office  carpetbagging 
priced  at  £5. 


Building  Societies 
Life  Insurance 
General  Insurance 
Others 


£1Qbn 

E7bn 

E3bn 

£3bn 


TOTAL* 


£25  bn 


*  Until 2003.  Source- HSBC  Markets 


Trust  to  target 
both  societies 
and  life  offices 


securities  issued  by  building 
societies,  which  trill  qualify 
for  demutualisation  wind¬ 
falls. 

Nearly  a  half  will  be  placed 
in  other  fixed-interest  invest¬ 
ments,  with  the  remainder  in 
quoted  stock  market  com¬ 
panies  which  may  benefit 
from  takeovers  and  ration¬ 
alisation. 

JP  Cairngorm  successfully 
Launched  a  £145  million 
building-society  only  invest¬ 


ment  trust  in  April  1996. 
However,  15  months  later  the 
trust’s  share  price  is  IG25p. 
just  two  and  half  a  pence  (or 
25  per  cent)  more  than  foe 
launch  price. 

More  encouraging  than  foe 
mist’s  share  price  is  its  net 
asset  value  performance, 
which  was  up  145  per  cent  in 
the  first  year.  However,  those 
investors  who  had  tracked  the 
booming  financial  sector  of 
foe  United  Kingdom  equity 
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market  would  have  enjoyed  a 
gain  of  about  20  per  cent  over 
the  past  year. 

The  trust  carries  an  annual 
charge  of  125  per  cent,  com¬ 
pared  with  050.6  per  cent  on 
a  typical  equity-investment 
trust,  although  as  it  is  princi¬ 
pally  invested  in  fixed-interest 
securities,  it  can  expect  a  yield 
of  about  5  per  cenL 

John  Syzmanowski,  invest¬ 
ment  trust  analyst  at  SBC 
Warburg,  foe  securities 
house,  said:  "It  looks  relative¬ 
ly  low  risk  but  it  is  quite 
esoteric  and  looking  for  in¬ 
vestment  of  £100  million  is 
quite  ambitious." 

Some  investors  may  also 
recall  Mr  Murray's  earlier 
altera  pi  ro  benefit  from  foe 
restructuring  of  building 
societies. 

Five  years  ago  he  was  a  key 
player  behind  the  Bank  of 
Edinburgh,  which  failed  in  its 
aim  to  acquire  a  number  of 
societies  and  merge  them  into 
a  single  financial  services 
group. 


Emerging  anxieties 


Contagion  is  a  worrying  word  for 
investors.  The  spread  of  currency 
crashes  and  falling  stock  markets 
right  across  the  Asian  tiger  nations  is 
certainly  worrying,  just  when  a  stake  in 
emerging  markets  was  becoming  de 
rigueur  for  portfolio  advisers. 

Much  of  the  appeal  of  global  emerg¬ 
ing  market  funds  is  to  pay  experts  such 
as  Templeton's  Mark  Mobius  to  pick 
markets  as  well  as  stocks  for  you. 
Buying  a  fond  devoted  to  a  medium- 
sized  economy  abroad  is  like  buying 
individual  blue  chips  at  home.  Funds 
give  a  spread  of  economies  as  well  as 
SmpanieS.  Even  in  whole  countries, 
high  growth  goes  with  high  risk. 

The  idea  that  such  a  global  fond  can 
capture  exciting  growth  without  suffer¬ 
ing  global  risks  to  asset  prices  might 
have  carried  a  grain  of  truth  for  foe 
pioneers.  It  has  been  an  uluston  for 
some  time.  The  influence  of  American 
interest  rates,  for  instance,  reaches  into 
the  most  obscure  comer  because  ir 
affects  the  climate  in  which  foreign 
investors  make  their  derisions. 

In  1992-93,  when  US  short-term  rates 
stayed  low,  stock  markets  boomed  from 
Bangkok  to  Bogota,  along  with  Ameri¬ 
can  and  European  bond  pnees.  In  1994. 
when  America’s  Fed  Funds  rate  doubled 
to  6  per  cent.  Western  bond  prices 
slumped  and  shares  sagged.  So  did 
emerging  markets,  first  in  Asia,  then  m 
South  America.  And  when  the  Mexican 
peso  fell  at  end  most  Lann 
American  currencies  and  shares  fell 
with  it.  Asian  markets  were  affectedtoo- 
though  less  severely.  By  the  end  of  1994 
American  investors,  by  now  a  crucial 
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force,  had  started  to  back  foe  developing 
boom  at  home.  They  had  a  double 
motive  for  withdrawing  funds. 

Latin  American  shares  fell  by  half  in  a 
few  months  on  the  MSCI  dollar  fund 
index.  Since  then,  they  have  progressive¬ 
ly  recovered,  finally  scaling  new  peaks 
this  year,  helped  by  America’s  booming 
export  and  stock  markets. 

In  emerging  Asia,  share  prices  Fell 
about  a  fifth  in  foe  second  half  of  1994. 
Since  then,  foe  picture  has  grown  ever 
gloomier.  In  Bangkok,  foe  share  index 
has  been  in  free  foil  since  early  199b. 
Malaysian  shares  recovered  strongly  in 
1996  but  have  plummeted  since  Janu¬ 
ary.  In  Singapore,  prices  sagged  year  by 
year.  Hong  Kong  has  been  the  greatest 
exception.  Overall,  Asian  funds  have 
been  losing  ground  for  four  yean.  Since 
they  account  on  average  for  a  third  of 
portfolios,  most  global  emerging  market 
funds  have  been  lousy  investments  for  a 
long  time,  going  nowhere  during  a 
period  when  Wall  Street  shares  doubled. 


The  new  element  is  this  summer's 
currency  turmoil,  which  is  really  a 
hangover  from  1994.  Key  Asian  curren¬ 
cies  have  been  pegged  to  the  dollar.  They 
survived  the  squall  that  felled  weaker 
South  American  economies.  But  that 
has  hurt  fhem  as  competition  from 
China  has  grown  and  their  crucial 
Japanese  market  has  been  flat  as  the 
Pacific  ocean.  Japan  had  also  provided  a 
lot  of  foe  inward  investment. 

High  interest  rates  finally  triggered  a 
debilitating  financial  crash  in  Thailand. 
There  has  been  structural  trouble  in 
South  Korea  too.  But  Hong  Kong,  being 
part  of  China  and  trading  mainly  with 
America,  has  been  immune  from  much 
of  this  and  has  been  strong  enough  so 
far  to  shrug  off  the  infection. 

The  typhoon  season  is  far  from 
over.  The  storm  may  be  foe  end  of 
one  long  process,  but  will  require 
a  period  of  painful  economic  adjust* 
mem,  as  happened  in  Latin  America. 
This  will  have  a  political  dimension  and 
badly  needs  recovery  in  Japan. 

Accepting  foat  global  spread  does  not 
immunise  against  global  risks  should 
not  destroy  foe  magic  of  emerging 
markets.  The  past  four  years  have  been 
dire,  bur  over  the  longer  period  since  foe 
start  of  I9SS.  $100  invested  in  emerging 
market  funds  should  still  be  worth 
about  $500,  against  $350  on  Wall  Street. 
New  countries  and  new  regions  will 
refresh  the  funds.  China.  India  and 
Russia  will  become  more  important. 
Economic  growth  should,  in  foe  long 
run.  still  aurpace  foe  developed  world. 
But  much  patience  will  be  needed. 


Important  news  for  Allied  Dunbar  Unit  Trust  Investors: 
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Threadneedle. 

A  powerful  force 
in  investment” 


Take  a  look  at  what  Threadneedle  has  to  offer  and  you'll 
see  why  our  approach  is  generating  an  increasing  amount 
of  interest  from  today's  investors. 

•  Consistency  Our  investment  approach  places  the 
emphasis  fiist  and  foremost  on  consistent,  reliable  long¬ 
term  performance.  With  a  clear  investment  process 
behind  this  objective,  Threadneedle  is  buflding  a 
distinctive  reputation. 

•  Expertise  There's  a  wealth  of  experience  in  our 
investment  team  -  one  of  foe  largest  in  foe  City.  This 
expertise  has  been  applied  to  foe  successful  management 
of  funds  for' Allied  Dunbar  and  Eagle  Star  over  the  last 
three  years. 


•  Innovation  Our  new  range  of  investment  funds, 
are  state-of-the-art:  modem,  flexible,  with  crystal  clear 
investment  aims. 

•  Security  We  already  have  over  £33  billion  under 
management,  making  us  one  of  the  largest  unit  trust 
investment  managers  in  the  country.  And  with  the  backing 
and  support  of  BAT  Industries,  the  UK's  7fo  largest 
company,  we  offer  financial  stability  that’s  beyond  question. 

If  you're  an  Allied  Dunbar  unit  trust  holder,  you  should  by 
now  have  received  important  information  about  the 
conversion  of  your  unit  trusts  to  Threadneedle.  If  you  have 
any  questions  or  would  like  further  information,  please  call 
our  free  Fund  Rationalisation  Helpline  on  0500  366  227. 


~r  Threadneedle 

investments 
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HELPLINE 


0171-242  1010 


DONATION  LINE 


0990  118  898 


The  national  voluntary  organisation 
leading  the  fight  against  AIDS 

REGISTERED  CHARITY  NUMBER  2S4527 


M  ARTIN  -  CURRIE 


Martin  who? 


Tike  a  look  at  the  table  below.  It's  performance  like  this  that’s  made  us  the 
Investment  Week  Unit  Trust  Group  of  the  Year  for  1997... 


.  Performance  that  counts  -  wherever  you  want 

|  Quartile  positions 

One 

year 

Three 

years 

Five 

years 

Since  H 
launch  IS 

Martin  Currie  International  Growth  Fund 

1st 

1st 

1st 

1st 

Martin  Currie  International  Income  Fund 

1st 

1st 

1st 

1st 

Martin  Currie  Global  Growth  PEP  Fund 

1st 

- 

- 

1st 

Martin  Currie  Japan  Fund 

1st 

1st 

1st 

1st 

Martin  Currie  North  American  Fund 

2nd 

1st 

1st 

2nd 

Martin  Currie  Far  East  Fund 

1st 

1st 

1st 

1st 
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More  and  more  people  are  asking  Martin  Currie  to  manage  their  investments. 
Perhaps  you  should  too.  Why  not  talk  to  your  independent  financial  adviser  about 
us.  Alternatively,  complete  the  coupon  or  call  us  on  0500  -61  62  65.  Well  send 
you  details  of  how  to  invest  in  our  award-winning  unit  trusts. 
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FUND  MANAGER 
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WARNING:  PLEASE  REMEMBER  THAT  HIST  PERFORMANCE  Q  HOT  NECESSARILY  A  COttC  TO  THE  FUTURE.  MARKET  AND  CURRENCY  MWEMENTS  MAY  CAUSE  THE  WLIfc  OF  UNITS.  AND  THE 
INCOME  FROM  THEM  TO  KALLAS  WELL  AS  RB£  AND  YOU  KAY  GET  HACK  LESS  THAN  n«  CntMtU  TOW  ICODE  TO  SELL  YOUR  HfflTS.  SMALLER  MARKETS  CAN  BE  Ml.iREVOUIlLE  THAN 

DEVELOPED  MARKETS  AND  CAWI  MURE  WSK.  A  LONC  TEBM  APPROACH  TO  KYESIBG  «  TIRSE  MARKETS  15  AIWBEP 

Martin  Carrie  Unit  Trusts  Lid.  Saltire  Court.  20  Castle  ‘fence.  Edinburgh  EH 1 2ES.  Regulated  by  MRO  and  Uie  Personal  Investment  AuUwriJy. 
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Anne  Ashworth  seeks  expert  advice  on  No rtlTem  Rock  s  p — pe — 


WHAT  IS  YOUR  WINDFALL  WORTH 


HALIFAX 


WOOLWICH 
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A  solid  rock  of 
an  investment 


The  flotation  of  the  Northern  Rock, 
the  smallest  society  to  come  to  the 
stock  market  this  year,  has  been 
overshadowed  by  the  other  supersized 
conversions.  But,  as  its  October  1  market 
debut  approaches,  the  Northern  Rock,  is 
now  seizing  its  share  of  the  limelight. 

This  week,  Wise  Speke,  the  broker, 
forecast  that  the  shares  could  open  at 
390p  each,  giving  a  windfall  of  £1,950.  As 
those  who  are  both  borrowers  and  savers 
will  be  entitled  to  two  sets  of  free  shares, 
this  could  mean  a  total  of  £3,900. 

Geoff  Miller.  Wise  Speke  banking 
analyst  said  that  Northern  Rock  was  one 
of  his  firm’s  ‘’preferred  buys’*.  He 
considers  that  the  business,  at  this  price,  a 
cost-streamlined  organisation,  has  con¬ 
siderable  potential  for  growth,  in  contrast 
with  some  of  the  other  recently  converted 
societies. 

James  Johnson.-  banking  analyst  at 
Credit  Lyonnais,  is  more  cautious,  look¬ 
ing  more  towards  36O-390p.  He  points 
out  there  will  be  little  bid  premium  in  the 
price,  as  few  expect  that  the  Northern 
Rock  will  succumb  to  a  predator.  The  law 
makes  the  takeover  of  a  converted  society 
very  difficult,  as  it  enjoys  a  five-year 
period  of  protection  from  predator.  In 
theory,  the  converted  society  could  be 
taken  over,  bat  75  per  cent  of  all 


shareholders  would  have  lo  vote  in 
favour.  This  protective  shield  would  be 
lost  if  the  society  itself  went  on  the 
takeover  trail.  But  the  Northern  Rock 
says  that  it  has  no  such  plans.  There  is 
some  speculation,  however,  that  if  the 
Northern  Rock  became  acquisitive,  it 
would  be  interested  in  a  sizeable  pur¬ 
chase.  such  as  the  Nationwide. 

These  City  forecasts  compare  with  the 
society's  own  estimate  of  260-290p  which 
would  imply  a  windfall  of  £1.300  to 
£1.475.  This  estimate,  made  in  February, 
has  not  been  updated  in  spite  of  the 
recent  surge  in  banking  shares.  When  the 
society's  conversion  was  announced  in 
1996,  the  value  of  the  500-share  payout 
was  estimated  at  £1.000. 

The  Northern  Rock  is  now  sending  out 
forms  asking  whether  members  wish  to 
sell  or  hold  their  shares.  These  forms 
must  be  returned  by  September  26.  Those 
who  wish  to  retain  their  stakes  should 
complete  form  A.  either  opting  to  have 
their  shares  in  a  Northern  Rock  Share¬ 
holder  Account  or  to  get  share  certifi¬ 
cates.  The  Shareholder  Account  is  a 
nominee  account,  but  customers  will  still 
be  entitled  to  attend  and  vote  at  annual 
meetings.  Those  members  wishing  to  sell 
must  complete  green  form  B.  This  service 
will  cost  £10  for  every  500  shares.  The 


soon-to-be-former  society  and  its  advisers 
hope  to  hold  only  one  auction,  on 
September  30.  They  believe  that  this  will 
prevent  institutional  investors  who  are 
required  to  pul  in  bids  for  the  shares  on 
offer  from  manipulating  the  prices. 

Adam  Applegarth.  Northern  Rock's 
executive  director,  believes  that  the 
activities  of  the  institutions  caused  the 
wide  fluctuations  seen  in  the  auction 
prices  of  the  other  converted  societies. 
The  Woolwich,  one  of  the  widely  fluctuat¬ 
ing  stocks,  has  seen  its  price  fall  from  a 
high  of  37Z5p  on  July  4  to2S4J0p  by  July 
28?  However,  the  shares  have  recently 
rallied  in  advance  of  the  stock'sentry  into 
the  FTSE  100  index  of  leading  shares  on 
September  22. 


Unlike  the  Northern  Rode,  the. 
Woolwich  appears  to  have  little 
potential  for-  growth  but  contin¬ 
ues  to  be  seen  as  a  takeover  stock.  There 
is  also  some  excitement  that  the  new 
bank  may  announce  a  special  distribu¬ 
tion  to  shareholders  next  May.  Mr 
Johnson  considers  that  both  Alliance.  &  . 
Leicester  and  Halifax  appear  unlikely  to 
rise  much  further  in  the  short  term.  He, 
commented:  The  Halifax  is  fu%  valuta . 
in  relation  to  the  other  stocks  in  its  ptef 
group,  including  Abbey  National." 
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If  you're  looking 
for  a  cast  iron 
guarantee. 

-  .""V 


TheWesleyan  Guaranteed  Growth  Bond  gives  your  money 
the  growth  potential  of  the  stock  market  -  with  one  important 
difference.  Instead  of  the  risks  normally  associated  with  stock 
market  based  investments,  it  offers  you  the  security  of  knowing 
that  your  money  can  only  grow. 

A  cast  iron  minimum  return  of  130%  of  the  amount 
invested,  after  five  years  -  guaranteed  -  and  the  possibility  of 
much  more.  In  fact,  if  the  plan  had  been  available  five  years 
ago  you  would  now  be  receiving  an  outstanding  153%  return 
of  the  amount  invested. . 

To  find  out  more  about  this  offer  and  how  appropriate  it  is 
for  you,  talk  to  Provision  -  the  personal  financial  planning 
service  provided  by  Wesleyan.  With  Provision,  you  can  be 
confident  that  the  advice  you  receive  will  enable  you  to  make 
the  right  decisions  about  this  excellent  investment  opportunity. 

Investment  is  strictly  limited  at  these  rates,  so  don't  miss  out 
Ask  for  your  Provision  information  pack  today  quoting  12403. 

The  Wesleyan  Guaranteed  Growth  Bond 

•  130%  minimum  return  of  tire  amount  invested -guaranteed 

•  The  potential  for  even  greater  growth  - 153%  over  the  past 
five  years  of  the  amount  invested. 

•  A  mainly  equity  based  investment  opportunity  -  without 
the  risk 

•  Guaranteed  by  Wesleyan  -  independently  rated  as  the  second 
strongest  life  assurance  company,  out  of  43,  in  the  UK* 
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Growth  Bonti 


Call  free  now  on:  0800  22  88  55 

‘■'r'  *°  9-fn  Monday  -.q  Thursday.  8c.rr,  to  Sp:i=  Friday  end  -Jsrr.  to  Spm  Saturday  ?.nd  Sunday.  Only  avsil^e  to  rcsiar^..,  ;r,  Encl,,„. 
-for  m.-.nce  it  ret  o  qtrarsntct  sf  future  p.jricrrru-rcG.  -f/.oosy  Mancg«mer,t.  nn-nncial  Strength.  No'.enfccr  199  r,  provision  Hi 
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A  funny  thing  happened  on  the  way  to  a  pension 

k  rnncnimm,  : _  1  ^  I 


Aaf “n;p»racy  «  now 
2™  to  Persuade  us 
that  pensions  are  as 
rasy  as  ABC.  The  missi^ 
of  .  marketing  men  at  pen- 
«ons  compares  k  to  show 
that  their  plans  are  the 
ultimate  uncomplicated 
lowest  answer  to  a  weU- 
nmed  retirement. 

With  the  aid  of  every 
synonym  for  simple,  they 

rhnt  ****  ^Bgestion 

that  pensions  are  in  anv 
way  ^  tricky.  But  anyone 
tempted  to  believe  these 
honeyed  words  should  re- 
member  that  many  of  the 
uuwi  pensions  companies 
are  divisions  of  groups  that 
have  yet  to  compensate 
victims  of  mis-selling. 

The  Woolwich  was  not 
entangled  in  the  pensions 
scandal.  But  its  new  plan  is 


being  promoted  with  the 
standard  breezy  phrases 
designed  to  make  us  think 
that  taking  out  a  pension  is 
wore  fun  than  fun:  *Tfs 
smiplt  it’s  adaptable,  it’s 
affordable"  A  kitchen  ap¬ 
pliance?  No,  a  30-year-old 
investment,  governed  by 
intricate  tax  rules. 

The  Woolwich'S  Hainric 

for  its  plan  deserve  further 
scrutiny.  On  page  37,  we 
compare  the  costs  of  die 
Woolwich  pension  with 
other  law-cost  schemes. 

Anyone  thinking  of  tak¬ 
ing  out  a  pension  would  be 
wise  to  shop  around.  But 
finding  out  what  sort  of  size 
of  fund  a  30-year  old 
woman  would  receive  for  a 
monthly  contribution  of 
£100  proved  strangely  diffi¬ 
cult.  In  their  defence, 


COMMENT 


ANNE  ASHWORTH 

Personal  Finance 
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pension  companies  will  ar¬ 
gue  that  investor  protection 
rules  oblige  them  to  hedge 
around  every  illustration 
with  provisos. 

There  is,  however, 
another  reason  for  their 
apparent  vagueness:  they 
are  anxious  not  to  compare 
badly  with  their  peers. 

The  Woolwich’s  promise 
to  be  affordable  is  certainly 

_ _  true  You  can  pay  in  as  little 

the  as  £30  a  month.  But  you 


would  not  be  living  it  up  in 
your  old  age.  Even  our  wo¬ 
man  paying  in  £100  could 
only  look  forward  to  a  pen¬ 
sion  of  £13,000  —  in  30 
years’  time  when  its  value 
will  be  negligible. 

Companies  do  not  care  to 
mention  that  to  achieve  a 
decent  pension  you  need  to 
invest  a  significant  slice  of 
your  income.  A  percentage 
of  your  earnings  equal  to 
half  your  age  is  one  rule  of 


thumb  for  contributions. 
Such  information  could  be 
offputting. 

As  part  of  its  pensions 
review;  the  Government 
should  assess  the  informa¬ 
tion  given  to  prospective 
pension  plan  holders.  A 
better  balance  needs  to  be 
struck  between  encourag¬ 
ing  the  nation  to  save  ami 
the  need  to  emphasise  the 
complexity  and  risks  of 
pensions. 

Instant  profit 

ABBEY  NATIONAL'S  deci¬ 
sion  to  charge  its  Instant  Plus 
customers  U  every  time  they 
join  a  queue  is  yet  another 
sign  of  a  growing  indiffer¬ 
ence  in  the  banking  industry 
to  those  of  modest  means. 
Instant  Pius  is  aimed  at  the 


young  who  are  not  the  most 
profitable  class  of  customer. 
Another  less  than  welcome 
group  at  the  Abbey  are  In¬ 
stant  Savers  with  less  than 
£500  invested  who  have  been 
excluded  from  die  recent  rate 
rises.  At  the  Abbey,  they  have 
forgotten  many  of  those  in  an 
Instant. 

Most  savings  institutions; 
including  many  building  so¬ 
cieties,  now  oner  their  best 
rates  to  those  with  thousands 
to  invest  who  can  be  encour¬ 
aged  to  buy  additional  high- 
margin  products  (page  39). 

At  the  newish  Sainsbury’s 
Bank,  customers  with  £1  can 
still  get  a  rate  of  6J50  per  cent, 
a  rate  which  puts  the  mutuals 
to  shame.  But  will  such  mun¬ 
ificence  still  rule,  when  this 
institution  derides  to  target 
only  the  moneyed? 


An  expensive  new  Abbey  habit? 


Abbey  National  has  this 
week  once  more  shown 
customers  that  few 
things  in  life  are  free  by 
introducing  charges  for  trans¬ 
actions  in  its  branches.  So  far. 
the  charges  are  limited  to  the 
400,000  holders  of  an  Abbey 
Instant  Plus  account.  They  now 
have  to  pay  £1  if  they  go  info  a 
branch  to  withdraw  money, 
pay  a  bill,  ask  for  a  mini* 
statement  or  arrange  for  a 
cheque  to  be  issued.  Abbey  says 
all  of  these  transactions  tan  be 
done  equally  well  through  an 
ATM  machine. 

An  Abbey  spokesman  said: 
“The  Instant  Plus  account, 
which  was  launched  last  year, 
was  always  meant  to  be  a 
purely  automated  banking  ac¬ 
count.  Bui  one  year  on  many  of 
these  customers  are  going  into 
branches  to  do  transactions 
and  the  queues  are  lengthen¬ 
ing.  So  we  have  brought  in 
charges  to  encourage  custom¬ 
ers  to  use  the  machines.  There 
is  nothing  that  can  be  done  in 
the  branch  that  couldn't' ' 
done  outside.-' 

Customers  who  decide  „ 
fork  our  the  extra  money  for  the 
comfort  of  banking  inside  the 
branch  should  note  that  they 
will  be  charged  £1  for  every 


be 


to 


transaction.  So  if  they  decide  to 
withdraw  some  cash,  get  a 
mini-statement  anti  pay  a  bill 
inside  the  branch,  they  wUl  pay 
a  total  of  L3.  Abbey's  spokes¬ 
man  promises  that  Instant  Hus 
customers  will  not  be  penalised 
if  the  ATMs  are  not  working 
and  they  need  to  go  into  a 
branch.  ‘If  there’s  a  problem 
with  the  ATMs,  they  will  not  be 
charged,  but  if  they  come  into 
the  branch  because  the  queues 
are  too  long  outside,  they  will. 
There  is  an  element  of  discre¬ 
tion,"  he  said. 

So  far.  Abbey  has  promised 
not  to  bring  in  similar  charges 
for  the  1.6  million  customers  of 
its  main  account.  Bui  there  is 
widespread  belief  that  charges 
are  the  way  of  the  future  for 
current  accounts,  even  for  those 
who  remain  in  credit 

Free  banking  is  a  relatively 
new  concept.  It  was  introduced 
in  the  mid-1980s  and  has 
proved  so  popular  that  there 
has  been  an  outcry  each  time 
the  banks  have  threatened  to 
rescind  it  Banks  already  pass 
on  the  charges  for  debits  to 
customers  who  run  up  over¬ 
drafts.  but  free  banking  for 
those  in  credit  is  expensive  for 
banks  so,  instead  of  unilateral¬ 
ly  bringing  in  charges,  banks 


Karen  Zagor  reports  on  the 
resurgence  of  charges  for 
normal  banking  transactions 


have  slowly  started  to  insert 
fees  into  a  handful  of  new 
products.  Presumably,  as  the 
number  of  fee-based  accounts 
increases,  the  idea  of  paying  for 
a  bank  account  will  seem  more 
tolerable  and  the  banks  will  be 
able  to  extend  charges  to  their 
standard  current  acoounts. 

Barclays  was  die  first  to  slip 
fees  into  its  current  account 
roster  when  it  brought  in  Bar¬ 
clays  Additions  last  year.  The 
idea  is  that  customers  will 
think  it  worth  paying  £5  a 
month  for  “value-added  serv¬ 
ices".  These  include  a  free  will¬ 
writing  service.  £5,000  of  free 
life  .assurance  cover,  private 
children's  medical  insurance 
for  £250  per  child  per  month,  a 
24-hour  legal  helpline  and  pur¬ 
chase  protection  on  debit  card 
purchases  above  £50.  These 
additions,  while  nice  enough, 
are  probably  not  worth  the 
monthly  charge  unless  family 
medical  insurance  is  a  concern. 

For  customers  who  regularly 


Back  to  the  way  we  were:  banks  made  charges  for  normal  transactions  until  the  1980s 
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All  rata  within  the  Guernsey  Instant 
Account  haw  been  increased  again,  which 
means  you  can  now  earn  an  excellent  rate 
of  up  to  7.25%. 

THE  MORE  YOU  INVEST  -  THE 
HIGHER  YOUR  INTEREST  RATE 

You  can  invest  any  amount  in  Guernsey 
Instant,  from  a  minimum  of  £ 10,000  to 
a  maximum  of  C2  million. 

The  size  of  your  balance  determines 
the  variable  interest  rate  you  earn. 

£250,000  or  more . 7.25% 

£50,000  to  £249,999 . 7.05% 

£25,000  to  £49399 . 6.60% 

£10,000  to  C24,999 . 6.55% 

Backed  by  the  solid  reassurance  of  one 
oF  the  UK's  top  building  societies,  with  the 
added  benefits  of  interest  paid  gross,  this 
is  an  account  that  investors  will  find 
difficult  to  resist. 

ACCESS  TO  YOUR  MONEY 

You  can  make  withdrawals  without 
notice  or  penalty,  once  the  account  opening 
procedures  are  completed.  Your  withdrawal 
can  either  be  sent  by  post  or.  for  a  charge, 
by  telegraphic  transfer. 

OPENING  YOUR  ACCOUNT 

Opening  your  Guernsey  Instanr 
account  couldn't  be  simpler.  Just  complete 
the  coupon  below  and  post  it,  together  with 
your  cheque  made  payable  to  Skipton 
Guernsey  Limited  to  the  address  shown. 
The  fid!  application  form  will  be  forwarded 
to  you  and  must  be  completed  on  receipt. 

I  PLEASE  USE  BLOCK  CAPITALS.  TTCKWHERE  APPROPRIATE-  | 
|  !/Wr*rfAu»ope»»*Curfi«ry  Inawi  |  J 

J  account  and  naase  ■  cheque  for  l_  — — - - ■  J 

>  MINIMUM  CIOJOOO  MAXIMUM  £7  MILLION.  j 
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slip  in  and  out  of  the  red, 
however,  the  overdraft  set-up 
may  more  than  compensate  for 
the  fees.  Barclays  Additions 
customers  pay  no  charges  or 
interest  for  overdrafts  of  £100. 
Depending  on  personal  cir¬ 
cumstances.  they  may  be  able 
to  arrange  an  overdraft  of  up  to 
£5.000  with  no  usage  fee. 

TSB's  Select  account,  launch¬ 
ed  in  January,  has  a  similar 
structure.  For  a  fee  of  £3  a 
month,  customers  face  no  char¬ 
ges  if  they  inadvertantly  run  up 
an  overdraft  of  £50.  The  extra 


fri/fs  on  the  account  include 
£500  off  the  price  of  a  new  car 
and  telephone  shopping  with 
free  delivery  for  a  range  of 
75.000  consumer  goods  such  as 
beds  and  electrical  goods. 

Abbey's  latest  move,  while 
not  dramatic  in  itself,  contrib¬ 
utes  to  a  culture  where  paying 
for  banking  is  acceptable.  For 
consumers,  the  fear  is  that  the 
UK  will  eventually  follow 
America,  where  hank  fees  are  a 
fact  of  life.  Chase  Manhattan  is 
not  unusual  in  demanding  a 
balance  of  £2.000  in  a  cheque 
account  or  G.000  split  between 
a  cheque  and  savings  account, 
for  free  banking.  Customers 
whose  balances  fall  below  these 
limits  face  a  monthly  mainte¬ 
nance  charge  of  E6.  plus 
charges  for  every  transaction. 

Ar  a  time  when  more  and 


more  UK  financial  institutions 
are  introducing  charges,  it  is 
good  to  see  that  some  are  still 
dedicated  to  free  hanking.  In 
January.  Midland  Bank  intro¬ 
duced  an  account  “to  reverse 
die  trend  of  complex,  fee-based 
accounts",  a  spokesman  said. 
Like  the  TSB  and  Barclays 
accounts,  the  Midland  account 
comes  with  an  overdraft  buffer 
zone,  in  this  case  £50.  In 
addition,  there  is  no  arrange¬ 
ment  fee  for  overdrafts  up  to 
£3,000.  Customers  in  credit  can 
withdraw  up  to  £200  a  day. 
have  access  to  a  debit  card  and 
can  transfer  funds  to  linked 
savings  a  counts  at  the  same 
branch  for  no  fee,  provided 
they  are  in  credit  “And  we 
don’t  charge  if  you  want  to  use 
die  counter  instead  of  foe 
ATM,"  a  spokesman  said. 


8.55%  (8.9%..) 


Whether  you’re  considering  investing  in  residential 
property  for  the  first  time,  or  you’re  already  a 
seasoned  private  landlord,  we  challenge  you  to 
find  a  lower  rate  for  a  second  property. 

But  feel  free  to  save  yourself  a  lot  of  time  and  money. 
Just  call  us  first. 

4- 

parapon 

A  mortgages 


••  -  •  -  % 
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YOUR  HOME  IS  AT  RISK  IF  YOU  DO  NOT  KEEP  UP  REPAYMENTS  ON  A 
MORTGAGE  OR  OTHER  LOAN  SECURED  ON  IT. 
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IF  YOU’RE  GOING  TO 
BUY  A  PENSION,  MAKE 
SURE  IT’S  ONE  OF  THE 
BEST  ON  THE  MARKET. 


Choosing  a  personal  pension  plan  is  not  an  easy 
task.  Superficially,  many  plans  can  look  similar,  so 
what  factors  should  you  consider  when  making 
your  choice? 

Price,  performance  and  flexibility  are  perhaps  the 
key  indicators  that  will  enable  you  to  differenriare 
the  wheat  from  the  chaff. 

PRICE 

All  companies  are  now  required  to  disclose  to 
potential  buyers  the  cost  of  investments  such  as 
personal  pension  plans.  Comparing  the  charges 
made  by  different  companies  can  he  quite 
revealing. 

The  chart  above  left  compares  the  effect  of  the 
charges  made  by  various  companies  to  recoup 
such  costs  as  commission,  remuneration  and 
administration  for  a  £200  pm,  20  year  regular 
contribution  with-profits  personal  pension  plan. 
Source:  Money  Management,  October  1996. 

Not  only  are  the  effects  of  The  Equitable’s 
charges  the  lowest  of  the  companies  surveyed,  but 
also  the  effects  of  our  charges  are  almost  half  the 
average. 

PERFORMANCE 

For  more  than  20  years  the  industry  journal.  Planned 
Savings,  has  monitored  foe  investment  performance 


of  regular  contribution  wrth-prcifits  personal  pension 
plans  maturing  over  different  time  periods. 

Of  the  56  performance  cables  published  since 
surveys  began  in  1974,  The  Equitable  has  appeared 
in  foe  top  ten  on  no  less  than  45  occasions. 

That  consistency  of  performance  covering  two 
decades  is  unmatched  by  any  other  company 

Past  performance  is  no  guarantee  of  future 
performance. 

FLEXIBILITY 

With  an  Equitable  Personal  'Benson  Ran  you  may 
vary  your  contributions  without  penalty  If  you  have 
to  stop  paying  contributions  your  existing  benefits 
arc  unaffected.  So  we  don’t  tie  yob  to  specific 
contributions  and  provided  foe  minimum 
contribution  is  made  you  may  invest  what  you  want 
when  you  want.  Additionally;  if  you  retire  earlier  or 
later  than  planned,  there’s  no  penalty  Ifour  benefits 
will  be  foe  same  as  if  you  had  chosen  that  date  at  foe 
outset. 

So.  if  you  would  like  to  learn  more  about  The 
Equitable  Personal  Pension  Plan  by  post  and  by 
telephone,  return  the  coupon  or  call  Aylesbury 
(09901  38  48  58. 

www.equitable.co.uk 
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To:  The  Equitable  Life,  FREEPOST,  VWron  Street.  Aylesbury, 
Bucks  HP21 7BR. 

I  wodd  welcome  details  on  Hie  Equiabfe’s  pension  plan 
I  am  sdf  empkwoj  □ 

I  an  an  enqjfayee  not  in  a  company  pension  scheme  D 

TMCM7J 

NAME  (Mr/Mrs/Missi  — . — - - - - - 


ADDRESS 


ftstcode- 


Ty.-  (Office  L. 


Td;  (Hotnei. 


\gfc  guarantee  (ha  no  company  outside  The  Hqukahle  and  its 
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The  Equitable  Life 

You  profit  from  our  principles 
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P E RSO N A L  PENS l O N S 


Do  you  want  a 
pension  that  gives 
you  control? 


Your  working  life  con  seem  to  offer  you  a  series  of 
choices,  such  as  what  type  of  career,  which  job,  and 
when  to  retire.  So  shouldn't  your  pension  give  you  the 
same  degree  of  control? 

An  Equitable  Life  personal  pension  plan  offers  you 
just  that!  You  have  maximum  flexibility  -  without 
penalties. 

Whether  you  need  to  increase  or  reduce  your 
pension  contributions,  or  decide  to  retire  early  -  for 
example,  earlier  than  originally  planned  -  there  are  no 
penalties  to  pay. 

Furthermore,  since  it  was  established,  in  1762,  The 
Equitable  Life  has  never  paid  commission  to  third 
parties  for  the  introduction  of  new  business. 

So,  if  you  would  like.to  know  more  about  a  pension 
that  gives  you  control,  call  (0990)  38  48  58  or  return' 
rhe  coupon  below  for  information  by  post  and  by 
telephone. 


www. equhable.co.uk 


Infbnnadca/adrke  will  only  be  given  on  Equitable  croup  products 
Regulated  by  the  Personal  Investment  Authority 
THE  EQUTTABLE  UFE,  FREEPOST.  WALTON  STREET,  AHJiSBUfK.  BUCEINGHAM5HIKE  HPIft  7SR 


To:  Tbc  Equitable  Life.  FREEPOST.  Walton  Street-  AYLESBURY.  Bucks  HP2I  7BK 
I  would  welcome  dnaSi  on  the  Equitable's  pawn  plans.  I  am  idf  entplojml  Q 
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The  Equitable  Life 

You  profit  from  our  principles 


Gavin  Lumsden  starts  a  series  for  those  who  have  just  become  shareholders  for  the  first  tiin_  * 


Take  a  stake  in  Britain  pic 


down:  in  history  for  turning  mfflions  of 
people  into  shareholders  Cor  the  first  time.  More  than 
£35  billion  of  free  shares  have  been  handed  out  to 
members  of  the  Alliance  &  Leicester,  Halifax,  Woolwich, 
and  Norwich  Union  alter  their  derisions  to  shed  their 
mutual  status  and  transform  themselves  into  companies 
that  are  quoted  on  the  stock  market  The  Northern  Rock 
follows  next  month. 

The  scale  of  this  bonanza  has  been  unprecedented, 
dwarfing  even  the  privatisations  of  the  Eighties.  In  spite  of 
expectations  that  these  new  shareholders  would  cash  In 
their  shares  as  soon  as  possible,  millions  have  kept  them. 
Just  30  per  cent  of  the  7,6  million  beneficiaries  .of1 the  Halifax 
flotation  have  sold  their  shares,  leaving  532  million  on  the 
register.  In  this  new  Weekend  Money  series,  we  wfll  answer 
the  questions  being  asked  by  this  new  group  of  shareholders 
and  cover  every  aspect  or  share  ownership.  Topics  will 
include  understanding  share  prices  and  ratios,  how  to  read 
the  share  pages  and  how  to  find  a  broker.  This  week  we  start 
with  die  basics. 


What  does  being  a 
shareholder  mean? 


What  factors  will  move  the 
share  price? 


Having  shares  makes 
you  one  of  the  owners  of 


the  company,  with  a  stake  in  its 
future.  The  value  of  your  inv¬ 
estment  will  fluctuate  with  the 
fortunes  of  die  company.  It  will 
be  affected  by  developments  in 
the  company's  sector.  Convert¬ 
ed  building  societies  are  in  die 
banks  sector. 

The  performance  or  the  ex¬ 
pected  performance  of  the  com¬ 
pany  will  be  a  big  influence.  In 
theory,  when  a  company  does 
well  its  shares  will  rise  in 
value,  when  it  does  badly  its 
shares  will  fall. 


What  risks  are  involved 
in  share  ownership? 


Investing  in  the  stock 
market  nvolves  a  mea¬ 
sure  of  risk,  with  some  shares 
being  inherently  more  risky 
than  others.  You  can  lessen 


the  risk  by  having  a  portfolio, 
spreading  your  cash  over  a 
number  of  shares.  It  is  this 
element  of  risk  that  disting¬ 
uishes  share  ownership  from 
a  building  society  account 
where  your  money  is  secure 
and  earns  a  modest  amount  of 
interest. 

However,  there  is  a  golden 
rule  of  investment  that  is 
worth  bearing  in  mind  —  you 
only  get  rewarded  for  taking 
risks.  Even  a  building  society 
account  involves  a  level  of 
risk.  Interest  rates  can  change 
and  over  the  long  term  your 
money  may  not  be  protected 
from  inflation. 

Shares,  on  the  other  hand, 
offer  two  potential  benefits. 
One  is  the  prospect  of  capital 
growth  if  the  share  price  rises. 
In  addition  quoted  companies 
aim  to  distribute  a  proportion 
of  their  profits  to  shareholders 
in  the  form  of  dividends. 


Shares  can  go  down  as  well  as  up:  the  October  1987  crash  taught  a  tough  lesson  to  those  who  bought  privatisation  issues 


Dividends  are  usually 
paid  twice  a  year,  with 


tax? 


How  do  dividends  work 
and  are  they  subject  to 


shareholders  receiving  an  in¬ 
terim  and  a  final  dividend. 
Companies  deduct  tax  at  the 
rate  of  20  per  cent  from 
dividends  before  they  are  paid 
out  Basic  rate  taxpayers  have 


We  call  IT 

The  Investment  Trust 
Pension 


"I  call  IT  getting  into  the 
swing  of  retirement" 


The  Investment  Trust  Pension  from  Edinburgh 
Fund  Managers  is  a  low  cost  pension  with 
unparalleled  investment  choice. 

Low  charges  mean  more  money  is  invested,  which 
could  make  your  pension  bigger  for  the  same  outlay. 

■  No  penalty  for  changing  contributions 

■  No  penalty  for  transferring  money  out 

■  No  penalty  for  changing  retirement  date 

We  don’t  restrict  you  to  our  investment  trusts,  and  you 
can  choose  36  trusts  from  10  management  groups. 

Outstanding  performance 


VALUE  OF  £10,000  INVESTED 

10  YEAR? 

15  YEARS* 

Average  Managed  Pension  Fund 

£23,249 

£81,716 

Average  Investment  Trust 

£18,547 

£91,489 

Average  Edinburgh  Fund  Managers 
Investment  Trust 

£24,756 

£92,927 

Edinburgh  Fund  Managers  is  one  of  the  UK’s 
leading  Investment  Trust  managers.  The  group  also 
provides  an  Investment  Trust  Savings  Scheme,  PEPs, 
Unit  Trusts  and  Private  Client  Management. 

You  can  join  The  Investment  Trust  Pension  whether 
you  are  employed,  self-employed,  in  a  company 
pension  scheme  or  not.  To  find  out  more  ask  your 
Independent  Financial  Adviser  or  call  our 
Client  HelpDesk  FREE  on  0800  838  993. 


Investment  Trust's  are  the  idea!  wa 


to  save  tor  retirement. 


.250  per  month  in  the  averat 


r.dinburilh  I  und  Manager*  Investment  I  rust 


over  the  last  20  wars  is  todnv  worth  .03  5  ,004 


What  arc  vour  plans  tor  retirement? 


Edinburgh 


FUND  MANAGERS 


Edinburgh  Fund  Managers  pic,  Donaldson  House,  97  Hayniarket  Terrace,  Edinburgh  EH  12  5 HD. 

Regulared  by  IMRO  and  the  Personal  Investment  Authority.  Past  performance  is  not  necessarily  a  guide  to  future  performance.  The  value  of 
investments  and  the  income  from  diem  may  fall  as  well  as  rise  and  investors  may  get  back  less  than  they  originally  invested. 1  Source:  Micropal, 
mid  to  mid,  net  income  reinvested  as  at  1.8.97  TPN060997 


no  further  liability.  But  higher 
rate  taxpayers  must  pay  an 
additional  2fl  per  cent 

Even  though  they  are  liable 
to  income  tax.  dividends  can 
substantially  increase  the  val¬ 
ue  of  your  investment.  The 
Alliance  &  Leicester,  for  exam¬ 
ple.  will  pay  an  interim  divi¬ 
dend  of  6.4p  per  share  on  Oct¬ 
ober  20.  Members  who  have 
held  on  to  the  250  shares  they 
received  in  April  will  get  E16 
before  tax  A&L  will  pay  a 
final  dividend  for  the  year  in 
May  1998  which  it  aims  to 
make  twice  as  large  as  the  in¬ 
terim.  This  makes  £48  in  total, 
before  tax  In  the  meantime. 
AST's  shares  continue  to  rise, 
up  l!2p  to  645p  since  flotation. 

The  Halifax  meanwhile,  is 
not  paying  an  interim  divi¬ 
dend  but  will  pay  a  total 
dividend  in  May. 

Dividends  are  the  hidden 
jewel  in  the  stock  market 
crown.  In  the  past  ten  years 
the  FTSE  All-share  index 
which  measures  the  average 
performance  of  companies 
quoted  on  the  London  Stock 
Exchange,  has  achieved  a 
capital  return  of  9855  per  cent 
In  other  words,  had  you 
invested  £1,000  across  all  the 
companies  in  the  index  and 
spent  all  the  dividends  you 
had  received  you  would  still 
have  £1,985.47.  Not  a  bad  res¬ 
ult  If  you  had  reinvested  all 
your  dividend  income  in  more 
shares,  you  would  now  be 
sitting  on  £280286. 


We  are  close  to  the 
anniversary  of  “Black 
Monday"  on  October  19. 1987, 
the  most  significant  stock  mar¬ 
ket  crash  of  our  era.  In  two 
days  the  All-share  fell  113  per 
cent  to  952.  By  November  9  it 
had  collapsed  by  more  than  a 
quarter  as  investors  rushed  to 
get  their  money  out  of  shares. 

The  index  subsequently  re¬ 
covered  and  now  stands  dose 
to  2300.  nearly  three  times  its 
post-crash  level.  Such  has 
been  the  success  of  the  stock 
market  since  Black  Monday 
that  many  think  another  “ cor¬ 
rection"  is  in  the  offing.  If  so, 
the  only  way  to  protect  your¬ 
self  is  to  invest  money  you  will 


INVESTMENT 


A  GUIDE 
FOR 
BEGINNERS 


Is  this  not  a  bad  time  to 
be  bolding  shares?  Are 
we  now  doe  for  another 
slump? 


not  need  again  in  the  short 
term.  This  way  you  can  watch 
the  performance  of  the  mar¬ 
kets  with  Buddhist-like  calm. 

Even  without  a  general  mar¬ 
ket  collapse,  you  can  suffer  if 
the  company  in  which  you  hold 
shares  does  badly  or  deddes 
not  to  pay  a  dividend.  The  best 
way  to  protect  yourself  against 
this  is  to  spread  your  money 
around.  Constructing  your 
own  portfolio  of  shares  re¬ 
quires  a  lot  of  money  to  be 
effective,  and  will  take  up  a  lot 
of  your  time  unless  you  pay  a 
stockbroker  to  do  it  for  you. 
How  much  do  I  need  to 
invest? 


No  tax 


we’re  British. 


You  pay  tax  when  you  earn  your  money,  you  pay  tax  when  you  spend  it 
So  why  let  the  taxman  get  his  hands  on  a  scandalous  20%  of  your 
interest  when  you  save  it?  Take  precautions  by  sending  off  for  our  jargon- 
free  Money  Guide.  When  you  get  between  the 
covers  it  will  show  you  how  to  stop  the 
taxman’s  advances >.  And  give  you  a  unde  range 
of  financial  tips  that  could  help  your  assets 
grow.  For  your  free  copy  call  our  freephone 
number  or  send  off  the  coupon,  - 


Call  TSB  PhoncBank  now  for  your  free  guide 

0500  758  400 


TSB  Ban* pic  anJTCB Bonfc  Scotland  pic  aw  ropwaanadwa ol flw  TSB  Mortodng  Group,  wtikft  jq  hnfc.a. _ .. _ __ 

«*»!»  and- dtahem  ommmona.  AcMco  or 
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Tax-Free  Savings 

Yn.  I  Humid  hke  (o  m*-r  my  free  TSB  Money  Guide.  W  TSB  AWy  Guide  Offer.  FREEPOST  SCE  4Z7Z.  9HW. 
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You  can  start  with  a 
modest  amount,  but 
should  eventually  be  aiming 
for  a  portfolio  of  £50,000. 
which  will  enable  you  to 
spread  your  risk.  However, 
the  same  effect  can  be 
achieved  with  much  less  in¬ 
vested  in  a  selection  of  collec¬ 
tive  funds,  such  as  unit  or 
investment  trusts.  If,  like  most 
people,  you  are  looking  to 
invest  a  £1.000  lump  sum  or 
regularly  save  £50  a  month, 
the  best  option  is  to  put  your 
money  into  one  of  these  funds. 
These  funds  work  on  die  old 
adage  of  not  putting  all  your 
eggs  in  one  basket  by  invest¬ 
ing  in  a  broad  range  of  shares. 
In  theory,  at  least  if  one  fails 
the  others  will  grow.  They  are 
an  even  more  attractive  invest¬ 
ment  if  they  are  part  of  a 
personal  equity  plan. 

If  you  are  still  holding 
shares  in  converted  building 
societies  it  might  be  worth 
considering  selling  them  to 
reinvest  the  proceeds  in  a 
diversified  fund.  Although  fi¬ 
nancial  stocks  such  as  the 
Alliance  &  Leicester  and  foe 
Halifax  have  been  among  the 
best  stock  market  performers 
this  year.  they,  are  unlikely  to 
remain  on  top  for  long.  Even  if 
financial  stocks  do  not  actual¬ 
ly  fall,  shares  from  other 
sectors  are  likely  to  catch  them 
up.  Charles  Leveti-Scrivener 
of  Towry  Law,  the  financial 
adviser,  says  now  is  a  good 
time  to  take  a  profit  Technical 
reasons,  such  as  the  shortage 
of  stock  for  institutions,  have 
pushed  foe  shares  of  A&L  and 
Halifax  artificially  high,  but 
will  fade  soon,  he  reckons. 
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oolwich  looks 
to  the  age 
of  retirement 

rr  e  newly  floated  Wool- 
1  rich  entered  the  pen- 
-l_  ons  fray  this  week, 
tat  it  claims  is  a  no- 
.  value-for-money  plan 
aimec  t  customers  who  do  not 
have  i  cmpany  pension. 

But  1  snapshot  survey  by 
The  7  tes  shows  that  the  new 
Woolvrh  pension  has  higher 
charg<  than  the  low-cost  tele¬ 
phone  ased  rivals,  such  as 
Legal  :  General  Direct  and 
Virgin  )irect.  The  survey  also 
shows  at  in  spite  of  strenuous 
efforts  y  regulators  to  enable 
consults  to  shop  around. 
buyin{  a  pension  is  still  a 
bafflin  and  arduous  task. 

Anyon  attempting  to  arrange 
a  pens  1  needs  information  on 
future  performance  and  the 
differe  investment  options 
availa  ?.  Our  survey  showed 
that  t!  information  was  both 
diffiai  to  obtain  and  to  assess. 

The  1  ision  shopper  has  to 
comp} :  bid /offer  spreads,  an¬ 
nual  targes,  allocation  rates, 
and  a  ost  of  differing  product 
featur  such  as  waiver  of 
premin,  optional  life  cover 
and  a  trading  out. 

We  rompared  Woolwich'S 
new  tering  with  Eagle  Star 
DtrecsScottish  Widows.  Legal 
&  O  ral  Direct  and  Virgin 
Direct  Each  company  was 
asked  t  supply  a  quote  for  a 
3i>yea  old  woman  putting  in 
£100  eah  month  for  the  next  30 
years,  tiding  up  to  a  total  of 
£36,00Sn  contributions. 

The  tsult?  The  highest  re 
uming  a  9  per  cent 
1  the  investment  every 
below)  comes  from 
General,  which 
a  pension  pot  of- 
in  total  after  charges. 

This  wt  Id  provide  a  pension, 
on  cur  nt  annuity  rates,  of 
£13,000  er  annum.  Woolwich 
forecast  a  payout  of  £133,000. 
the  san  as  Eagle  Star,  while 
Scottish  Widows  and  Virgin 
are  slig  ly  higher  at  £135.000 
and  £13533  respectively. 

Johnson.  Woolwich 
operations  director. 

■i'eVe  built  into  our 

I  of  flexibility,  and 
advice.  We’re  not 
isions  on  the  cheap- 
basis.  but  we  are 
being  in  the  toy 
all  pension  proyid- 
>es,  and  for  all  time 
just  over  30  years." 

Wolwich.  while  not  the 


Robin 
pension 
said:  “V 


cheapest,  is  pan  of  the  price 
revolution  sweeping  through 
the  pensions  industry.  A  Con¬ 
sumers'  Association  spokes¬ 
man  said:  “We  thought  we’d  be 
against  the  new  direct  and 
telesales  operations.  But  what 
they  have  done  is  generally 
move  charges  down,  addressed 
people’s  need  for  flexibility  and 
avoided  loading  policies  with 
very  heavy  early  charges." 

Pension  buyers  have  to  be 
extremely  cautious  in  relying 
upon  illustrations  and 'projec¬ 
tions  provided  by  pension  com¬ 
panies  as  ihe  basis  for  their 
decisions. 

■  Projections.  The  investor 
watchdogs  require  rhat  pension 
companies  give  a  forecast  of 
possible  future  returns  by  us¬ 
ing  standardised  projection 
rates,  of  b.  9  and  12  per  cenr  a 
year.  There  is  absolutely  no 
guarantee  that  investments  will 
grow  at  this  level.  Growth  rates 
of  above  12  per  cent  were 
common  in  the  1980s,  but  the 
low-inflation  1990s  have  seen 
investment  returns  at  lower 
nominal  rates.  The  figure 
quoted  for  the  annual  pension 
is  misleading  as  it  is  based  on 
today's  annuity  rates,  when  no 
one  knows  what  annuity  rates 
will  be  when  someone  retires. 
Neither  can  the  figures  take 
account  of  future  inflation. 

■  Performance.  Actual  re¬ 
turns  vary  enormously  be¬ 
tween  different  pension  com¬ 
panies,  and  poor  returns  can 
easily  wipe  out  the  gains  from 
low  charges.  Woolwich  will  use 
Mercury  Asset  Management, 
which  has  had  top-ranking 

performance  in  the  past,  to  look 

-  after  its  personal  pension  plan. 
But  past  performance  is  no 
guarantee  of  future  returns. 

■  Investment  Options.  The 
two  cheapest  pension  compan¬ 
ies  in  our  survey,  L&G  and  Vir¬ 
gin.  do  not  give  investors  a 
choice  about  where  their 
money  can  be  invested.  It  all 
goes  into  cheap-to-run  “index 
trackers”  that  mirror  the  re¬ 
turns  of  the  FTSE.  Index  track¬ 
ers  are  narrower  in  focus  and 
more  volatile  than  witb-profit 
funds  offered  by  other  compan¬ 
ies,  which  aim  to  smooth  the 
Quotations  of  the  market. 

■  Advice.  The  level  of  charges 
in  a  pension  partly  reflects  the 
amount  of  advice  provided. 

Patrick  Collinson 


Qi  tes  are  based  on  a  30 
ye  mid  paying  £100  per 
me  th  for  30  years  and  9 
pei  rent  growth  pa. 

jolwich 

cted  sum:  £133,000 
deductions:  £15.500 
>es:  initially  nil. 

’ly  fee  £230,  annual 
1  per  cent 

B  sbttish  Widows 
•roj  led  sum:  £135.000 
’ota  deductions:  £10.500 
;ha  es:  Bid/offer  spread 
[pei  rent,  annual  0575  fee 
n  ye  rs  1-15.  Plan  fee  £2.06. 

MUa\&  General 
Proj<  ted  sum:  £146.000 


Total  deductions:  C&880 
Charges:  bid/offer  spread 
of  5  per  cent  plus  102J2  per 
cent  allocation  rale. 
Equates  to  initial  charge  of 
about  3  per  cent  Annual 
charge  0.5  per  cent,  month¬ 
ly  fee  £1.50. 

■  Virgin  Direct 
Projected  sura:  £137.533. 
Tool  deductions:  £13.002. 
Charges:  None  initially,  I 
per  cent  annual  fee.  falling 
to  0.7  per  cent  in  last  ten 
years.  £2  pear  month. 

■  Eagle  Star 
Projected  sura  £133,000 

'  Total  deductions:  E15.700 
Charges:  l  per  cent  annual 
charge.  £2  monthly  fee. 


PEP  Fund 

Initial  PEP 
charge 

Average 

annual 

growth 

(5yrs) 

Save  &  Prosper  Growth  Pep 

o%* 

27%+ 

Fidelity  International  Pep 

5%% 

21% 

Perpetual  Pep  Growth 

5%% 

19% 

Morgan  Grenfell  Int.  Growth 

S%% 

17% 

Invesco  International  Growth 

3% 

16% 

Barclays  Unicorn  Worldwide 

5%% 

15% 

‘Subject  to  0.5%  Government  Stamp  Dirty 
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Advice  for  elderly 
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on  investments 


Help  the  Aged's  updat¬ 
ed  leaflet  Managing 
a  Lump  Sum  pro¬ 
vides  a  good  starting  point  for 
senior  citizens  wishing  to  save 
or  invest  their  money.  The 
guide  assesses  the  levels  of 
risk  attached  to  different  in¬ 
vestments,  gives  advice  on 
how  to  judge  the  suitability  of 
financial  packages,  such  as 
National  Savings  Pensioners 
Bonds.  Peps  and  unit  trusts, 
and  suggests  how  to  draw  up 
a  personal  investment  plan. 
Induded  is  a  list  of  do’s  and 
donts.  for  example,  do  think 
carefully  about  you  and  your 
partner's  age  before  tying  up 
money  in  medium  or  long¬ 
term  investments  and  don’t 
invest  money  in  an  area  of 
risk  if  you  cannot  afford  to 
lose  it.  To  obtain  a  free  copy, 
send  a  SAE  to  Help  the  Aged, 
Information  Department,  St 
James's  Walk.  Clerkenwell 
Green.  London  EC1R0BE. 


was  established  as  a  charity  in 
1993a  more  than  £6.5  million 
has  been  repaid  to  creditors. 
Call  0800 138 11U. 


□  If  you  are  looking  to  buy  a 
car  on  finance,  a  guide  has 
been  published  that  will  steer 
you  through  the  maze  of 
options  available.  The  leaflet, 
produced  by  Lombard  Motor 
Finance,  answers  some  of  the 
more  common  customer  que¬ 
ries,  such  as  whether  it  is 
possible  to  change  the  date 
when  repayments  are  due  and 
if  the  monthly  amounts  on  a 
fixed-rate  agreement  can  be 
increased.  The  guide  explains 
the  terms  conditional  sale, 
personal  contract  purchase, 
credit  protection  insurance 
and  personal  leasing.  For  a 
copy  of  Dealing  with  Fi¬ 
nance,  Call  01737  776363. 


INSTANT  ACCESS  ACCOUNTS 

Account 

Notice 
-  of  term 

Deposit 

Interest 
Rate  paid 

Salnsbury's  Bank  0500  405060 

Inst  Access 

Instant 

£1 

650 

Y|V 

Scottish  Widows  Bank  0345  828829 

Inst  Access 

Postal 

£500 

6.65 

C&G  0800  742437 

Inst  Transfer 

InstantB 

£1,000 

7.00 

Al  fiance  &  Lsic  BS  0845  6088860 

First  CIs  Inst 

Postal 

£10,000 

7.50 

Yty 

Notice 

Interest 

NOTICE  ACCOUNTS  &  BONDS 

Account 

of  term 

Deposit 

Rate 

paid 

Scottish  Widows  Bank  0345  829829 

60  Day  Notice 

60  day  p 

£500 

6.80 

Y|y 

Coventry  BS  0345  665522 

Postal  50 

50  day  p 

£5,000 

7.25 

Northern  Rock  BS  0500  505000 

Select  90 

90  day  p 

£10,000 

7.55 

Scarborough  BS  01723  500616 

Scarborough  120  120  day 

£5,000 

7.50 

Yty 

Notice 

Interest 

FIRST  TESSAS  (TAX  FREE) 

Account. 

of  term 

Deposit 

Rate 

pan 

Principality  BS  01222  344188 

5  year 

£2,500 

7.65 

£ 

Sun  Banking  Com  01438  744505 

5  year 

£3,000 

7.60 

Investec  Bank  (UK)  0171  203  1650 

Premter+feeder  5  year 

£9,000 

7.55 

YW 

Midland  Bank  0800  180180 

5  year 

£100 

7.50 

Yty 

4B  ! 

1 

%  1 

I 

1 

-131 

CREDIT  CAROS 


I  One  Bank  0800  669000 
RBS  Advanta  0800  077770 
Co-operative  Bank  0800 108000 


Card  type 

Interest 
per  month 

APR% 

Fee  per 
annum 

Visa 

0.64%N 

7.90%N 

NH 

Visa 

0.79%N 

9.90%N 

NP 

Advantage  Visa 

0.87%C 

10.90% 

NU 

□  A  free  telephone  service  has 
been  launched  to  help  those 
needing  advice  about  money 
problems.  The  Foundation  for 
Credit  Counselling  offers  con¬ 
fidential  assistance  from  a 
trained  counsellor  and  if  it  is 
appropriate,  a  debt  repay¬ 
ment  schedule  will  be  drawn 
up  for  you.  Since  the  Consum¬ 
er  Credit  Counselling  Service 


□  A  fact  sheet  has  been 
published  that  explains  the 
difference  between  fee-based 
and  commission-based  ad¬ 
vice,  plus  the  pros  and  cons  of 
each.  How  is  Your  IF  A  Paid? 
includes  a  list  of  questions  you 
should  ask  your  adviser,  in¬ 
cluding  how  will  their  charges 
affect  the  returns  you  get  on 
your  investments?  Call  0117 
971  1177  for  a  free  copy. 


PERSONAL  LOANS 


APR 


Monthly  payment  on  £5,000  for  3yra 
with  insurance  no  insurance 


Direct  Line  0181  680  9966 
Hamilton  Direct  Bank  0800  303000 
Alliance  &  Laic  Grp  0990  626262 


12.80%A 

12.90% 

13.30% 


£183.75 

£189.98 

£187.73 


£166.38 

£166.65 

£167.56 


NB.A 
other  rates 


Uzanne  Rose 


Minimum  age  22  yeare,  B  ■=  Withdrawals  via  Bank  Clearing  System,  C  ■=  no  interest  free  period,  F 1 
es  variable),  N  ■>  Introductory  rate  for  a  Bmttsd  period,  P  =  By  Post  only 

*  HATES  SHOWN  ARE  GROSS  AND  SUBJECT  TO  CHANGE  WITHOUT  NOTICE 
PLEASE  CHECK  RATES  BEFORE  INVESTING 
Source:  K/hnayFacts.  the  Monthly  Guide  to  investment  S  Mortgage  Ratos  [01692  500  677) 


■  Fixed  Hate  (all  k 


MMMi 

|gt; 

1 

1 

ANNUAL  INCOME 

Rates  as  at  September  4  1997 

Standard 

Investment  (£) 

Company 

Rate  (%) 

1  Year 

1,000 

Hambro  Assured 

5.05 

5,000 

GE  Fin  Assur 

6.20 

10,000 

GE  Fin  Assur 

6.80* 

2  Years 

1,000 

Hambro  Assured 

5.70 

10,000 

Hambro  Assured 

6.50 

20,000 

Hambro  Assured 

6.60 

50,000 

AIGLHe 

6.66 

3  Years 

1.000 

Hambro  Assured 

5.85 

3,000 

ITT  London  &  Ed 

6.30 

20,000 

Hambro  Assured 

6.60 

50,000 

Hambro  Assured 

6.70 

4  Years 

1,000 

Hambro  Assured 

6.20 

3,000 

ITT  London  &  Ed 

635 

5  Years 

1,000 

Hambro  Assured 

630 

3,000 

ITT  London  &  Ed 

6.70. 

HP 

FIXED  RATH 

Gross 

coupon 

Buying 

price 

% 

Gross 

yield 

Minimum 
Issue,  purchase 
price  amount 

Birmingham.  Mids hires  9.375% 

119^9 

7.830 

100.17 

1,000 

Bradford  &  Bingley 

11.625% 

143.73 

8.088 

100.13 

10,000 

Bradford  &  Btngley 

13.000% 

160.64 

8.093 

100^0 

10,000 

Britannia 

13.000% 

160.84 

8.083 

100.42 

1,000 

Coventry 

12.125% 

150.98 

7579 

100.75 

1,000 

First  National 

11.750% 

143.16 

8.207 

100.25 

10,000 

Leeds  &  Holbeck 

13375% 

165.86 

8.064 

10023 

1,000 

Newcastle 

10.750% 

132.41 

8.083 

100.32 

1.000 

Newcastle 

12.625% 

156X13 

8.092 

100.45 

1,000 

Northern  Rock 

12.625% 

15527 

8.131 

100.14 

1,000 

Skfpton 

12.875% 

159.69 

8.063 

100.48 

1.000 

Pi 5| LENDERS 

-ea.-3L~_-  ■  >:■  ~ :  - - - 


m 


‘  * 


Gross 

rale 


At  am  raws 
20% 


(ySn/maxJmuni 

mVB9&TVtf£ 


Notice  <mtact 


Ordinary  A if  1  JjO 

Investment  A/c”s  4.75 
Income  Bond"  «  8.50 
Frrat  Opt  Bond,  6.25 
44th  Issue  CertTs  *  5.35 
Children's  Bondt  8.75 
Gen  Ext  Rate  3.51 

Capital  Bond*  a  6.65  5.32  3.99 
Hth  bid  Unkedfi  2.75 
Pensnrs  Band  S3  ■  7.00 


1 20  0.90  10-10.000** 

3  B0  2-85  20-50G**7 

520  3.902,000-25.000** 
5.00  3.751,000-20.000** 
100-10.000 
25-1,000 


Imth 

3mth 


Sday 

Imth 


100-250,000 

100-10,000 


8day 

Sday 


5.60.420  500-50, POPs  BOday 


05  845000 
0B  645000 
0©  645000 
065645000 

Offi  645000 
065645000 
065645000 
06*645000 
06*645000 
06*645000 


end  n  tea  ’£500-  rdO.OOO  earn  tvgHer  rates  ** riered  rates  apply. 


All  figures  are  the  gross  annual  annuity  (£100,00 
purchase),  guaranteed  5  years,  paid  monthly  In  avarice 

SINGLE  UFE  (level  ann)  Mate:  Age  60  Age  65  ,  Age  70 


Canada  Life — 
Norwich  Un . 

. Level 

_ Level 

£9,430 

£9,578 

£9.534 

£9,359 

£10,516 

£10,512 

£10,462 

£10,412 

£11,907 

£11,816 

£11,675 

£11,846 

Equitable  Lf . 

_ _ Level 

Prudential - 

. Level 

£9,452 

£10,374 

£11,693 

SINGLE  UFE 

Female:  Age  60 

Age  65 

Age  70 

Prudential . 

Norwich  Un  ... 
Genera/i  - 

. Level 

. Level 

£8,977 

£9,010 

£8,697 

£8,727 

£9,872 

£9,729 

£9,618 

£9,543 

£10,966 

£10,805 

£10.885 

£10,734 

Sun  Lf  of  Can. 

.....Level 

£81609 

£9362 

£10,464 

JOINT  UFE,  2/3  WIDOWS 
(level  annuity) 

Male:  Age  60 
Female:  Age  55 

Age  65 
Age  60 

1  Age  70 
Age  65 

£8,567 

£9,097 

S  £  9,761 

.Level 

£8,499 

£9,032 

£  9  851 

Canada  Ufa ... 

Generali  - 

Equitable  Lf — 

... ..Levei 

. Level 

_ Level 

£8.295 

£8,225 

£8,277 

£8,921 

£8,873 

£8,813 

£9,807 
£9,763 
£  9.547 

# 


Met 


;.ira 


Small  * 


* 


Source:  Annuity  Dtroct  (0171  538  9393} 


Statistics  compiled  by  Uzanne  Rose 


Lender 


Interest 
rate  % 


Loan 

size 


Max 

% 


Notes 


Lender 


Interest 
rate  % 


Loan 
size 


Max 

% 


Notes 


Budding  Soetottos 
Chelsea 
0800  291291 
Northern  Rock 
0800  591500 
Bradford  &  Bfngley 
0800  570600 

Bonks 

Bank  of  Ireland 
01189  510100 
Bristol  &  West 
0117  979  2222 


539 

£20-1 50k 

80 

5.24 

to  £250k 

90 

5.60 

£15k+ 

85 

09 9 

£20- 145k 

95 

2-90 

no  max 

90 

Fixed  to  1.8.99 


Fixed  at  524% 

to  1.12000 
2.10%  discount 
for  2  years 


7.05%  dise-6  mth 
3%  disc-6  mths 
Fixed  to  1 228 


Gross 

FLOATING  RATE  coupon 

Buying 

price 

Issue 

pries 

Minimum 

purchase 

Cheshire  (30/09-27^03)9.04063% 

iiaoo 

100.00 

1,000 

First  Nat(22/09-20/03)  9.12031% 

104.00 

100.00 

1,000 

PTBS  =  Pramarwrit  Intaraat-bBaring  ahanaa 

Source  ABN  AMRO  Hoara  QomQ  —  0171  flOl  0101 

■i’J.C’,  if  V-  '••...  .  . 


Lender 


interest 
rate  % 


Loan 

size 


Max 

% 


Notes 


Sowar  Chamberlain  do  Bro§ 01 71 -434 4222.  Net  rates.  Income  and  capital  (xurantsad. 
Earty  surrender.  Tomra  vary.  Monthly  income  may  be  xvaflaWa. 


Bulking  Societtea 
Nottingham  Imper. 
01 15  Ml  7220 
Leeds  &  Holbeck 
01132257777 
Scarborough 
0990133148 


0.75  £25-1 50k  75 


029  to  £1 80k  95 


120  £30- 100k  95 


Fixed  at  0.75% 
to  31.128 
7%dso-6mlhs, 
1%  cfec-12  mths 
6.99%  dso-6  mth 
2%6nrth102%-1y 


Banks 

Bank  of  Ireland 
01189  510100 
National 
01908  343400 


029  £20-1 45k'  95 


429  to  £1 25k 


7.B1%dsc-6  mth 
3%dsc-6  mth 
Fixed  at  4.99% 
to  31 .1029 


Newbury 

4.85 

£15-100k 

95 

3%  dtsco  nt  for 

01635  43676 

1  year 

Mansfield 

2,20 

£25-250k 

90 

6%dsc-6rm,1.49% 

01248  202055 

dsc6mth,i99%4y 

Clay  Cross 

5.25 

£15- 100k 

95 

3%  disco  nt 

01246  862120 

for  1  year 

Banks 

Bnk  of  Ireland 

0.99 

£20-1 45k 

95 

7.05%  die  6  mths 

01189  510100 

3%  disc  (mths 

Halifax  pic 

5.45 

£25-250k 

95 

3%  dsc-3.959. 

01422  333333 

0J5%ovenvr-10.04 

Lager  tenders,  loans  and  bst-time  buyers  tables  by  Bay's  Guidos  Ltd.  (0171 880482). 

» 


THEtSKteTIMES 


THE  SUCCESS  STORY  OF  THE  NINEtES 
CAN  YOU  ALWAYS  GET  YOUR  COF? 

Dear  Newsagent  please  deliver/ save  me  a  copy  ofTHETlIES 


Name 


Address. 


.Postcode. 


1  \o  bonus  I 
Ibbev  ins 


BW  offer 


AEGON  UFE  ASSURANCE 
EdMmnfe  Park  EdSobragb.  EH129SE 
0131 B9  9m 

Balanced  575X0  600.40  *11X0 

ITXtqalqr  781  jo  wnxo  .21 M 

Properly  44«jo  47i jo  -040 

Fixed  Interest  J7I.J0  393X0  ♦  J.KJ 

Money  ZT7.70  M3.ro  *  am 

uneraedaral  WHO  siaxa  *lfrta 


ABBEY UFE 

HoMcahani  Rad.  Bweawnah 
BUS  SAL 


0002292373 
Custodian  S4 
Ethical  S4 
International  S4 
Protected  GUi  s« 

as  l*ii  Padflc 
European 
Prop  Fd  Srr4 
Equity  ser  4 

Men  serf 
ConvSeM 
Money  hr  4 
Fixed  Ini  5er4 
American  Sw  4 
Klpt)  incsn-4 


Japan  Sera 
ALBANY  UFE 


0170742111 
Equity  Fd  Acc 
European  Fd  Ac 
Fired  lnl  AjX 
GTd  Money  Acc 
I  ml  Managed  acc  *50*0 
liunoiniMc  TNoo 
Japan  Fund  36080 

n  American  act  500.40 
Prop  W  Aec  5iu.fi] 


♦  i.ro  ... 

Japan 

32120 

33820 

-  100 

i7S.« 

1«L20 

♦  1X0  ... 

Noitb  America 

2tfl03 

2X320 

♦1000 

zn.w 

*  J.10  ... 

liuenutdonal 

4eo.ro 

SObJO 

*  SflO 

1JQJQ 

13720 

*0J1  ... 

European 

41500 

437X0 

-1610 

a»jo 

21620 

-  2J0  ... 

Far  Earn 

ixz.ro 

171.50 

-  I.ro 

*XXD 

278-50 

•  1100  ... 

*  00  . . . 

307 JO 

U1S0 

*  SJO  ... 

CANADA  LIFT 

feflXO 

4ISX0 

-11 JB  ... 

M  High  StreeL  Potrera  Bra;  HertJ  BN6 

sn.ro 

3B3.W 

-  030  ... 

017*751  [22 

J64J0 

3B3XO 

*  OJO  ... 

Managed 

4ju.ro 

4W.10 

•  6X0 

42M0 

444.10 

*  120  ... 

Propmy 

2B».w 

mm 

•  040 

B57J0 

W2XD 

*34X0  ... 

GUi  X  Fad  im 

285.70 

300X0 

*  IJO 

«*.ro 

w.ro 

♦  16X0  ... 

Equliy 

54300 

571X0 

♦  MO 

2N.ro 

252.40 

•  aro  ... 

Cuii 

s7.ro 

2SQJD 

-  020 

Juan! 

J22« 

*  a.  ro  . . . 

Clift  £unl  Mgtf 

336JG 

54BJD 

•i4.ro 

408X0 

43640 

-  640 

Managed  Fund 

WJO 

■wi.ro 

•  1*00 

Potter*  Bar  ENklAJ 

SBjLCO 

friiro 

*  0-50 

Equity  Fund 

134610 

1410X0 

*2450 

2IB7XO  Z28IXO 

*37.10  ... 

GUI  Edged  Fd 

73700 

775X0 

*  320 

fefi.ro 

S*»J0 

•I&JO  ... 

Deport  Fond 

3fr7.ro 

387 JO 

•  DM 

•  ixu  ... 

«exo 

ta&Jo 

*11X0 

J7|0Q 

3*650 

-  ojo  ... 

Intemarioiul 

warn 

&B4.ro 

•la  io 

WSXO  -2QJ0 

wow  -  s.«o 
274.40  -  B.« 
5JL5D  *21.50 
529X0  -  a-w 


Maniple Inr ACC  1347.40  1418X0  >2430 


ALLIED  DUNBAR  ASSURANCE 
Swindon  SN1 IEL 
0T74J  5M5J4 

Fad  lot  Dtp  Acc  4lb50  «650  -  OJO 
Equity  ACT  1961.70  206503  *S5J0 
Property  AK  7I1J0  75040  •  1.10 

FarEXMJKC  320.40  337 JO  -  I  JO 
Managed  Capital  08020  71600  .14X0 
-do- Acc  1474.10  1551.70  *33X0 

OICTICMAX  1343.40  I4IU0  -3400 
Gib  Edged  ACC  S93X0  *25.10  -  0J0 
ATOCT  Equity  ACC  1343X0  14*7X0  -5 1  JK> 
AmerManAcr  575X0  605.40  *14.70 
Acicr  Prop  ACC  L220O  128.50  •  M0 

DMrlbiirion  Bondi  2690  2840  •  0.40 


AXA  EQUITY  a  LAW 
ASSURANCE 
Aacnbu  Road.  High 
01444  463463 
Root  Serb  IWXO 

Bated  Serb  473x0 
Opportunity  Ser  6  227.10 
DuirfbmJon  sera  ioud 
UK  Equates  ser  6  1467X0 
HJglicr  UicScrfr  1449.70 
Norm  AroerSerft  72200 

Far  Exit  sere  -Sujo 

Europe  5erfi  57840 

mm]  Sere  757JD 

Property  Sere  627X0 
Fixed  I  in  Sere  S20XU 
lnd-LnKdSecS6  XMl2d 
deed  Dep Sere  33810 


UFE 


Wyraobe.  B«te* 


IO5J0 
1024X0 
23400 
II5J0 
1544X0 
1578X0 
7^.40 
542.MJ 
60300 
747 JO 
6fa0u00 
547  JO 
JXIXI 
340 JO 


•  0.40 
*24JD 

•  MO 


I.IO 


-3840 
•34  JO 
-34JQ 

-  4.40 
•2IXO 
•2SJD 

-  QJO 

•  4X0 


*  040 


BARCLAYS  UFE 


OBI  S34B44 
Eqairy  acc 
-do-  inldal 
Gill  Edged  *oe 
-do- InJrtxl 


Loadaa  E7VB 


-do-  minx] 

ManauedAR 

-do-  Initial 
Money  acc 
property  mc 
■rto- Initial 
Aroertc*  ak 

Far  East  GwiJi 
FuumctoJ  acc 
SOOACCum 

Japan  acc 
Income  act 
S  pedal  510.  acc 
Unl»  TBdl  Ace 


BLACK  HORSE  UFE 
Mwduntn  Hxw. 

01634X34000 
The  Managed  Fd  II&2.7D 
income  Fund  I060J3 
Em  Income  4S0J3 
wuridwtdeGdi  Midi 

Balanced!  mod  428.44 
SmBUr  COS  Reco*  108000 
NAmerAGend  Strut, 
Pad  He  Bam  3&5.4I 
German  Growte  »aj 
japan  Groain  155.7* 
TbeUXCdlFd 
contl  EuroGdi 

property  Fund 

Fixed  inlaw 
cash  Fund 

Managed  Inv 
Mth  Aincr  pjkov 

Abtnot  Fund 

Managed  Gnh 


301.47 
I43A3 
417  M 
345J7S 
31463 
037.15 
36602 


107870 
1116.14 
100039 
652X5 
477 J4 
II36JO 
60338 
40483 

325.43 
163.48 
3I7J4 
203.83 

460.43 
4I8IS 
33 1.(4 
670X4 
3*5-24 


•15X4 

*21.54 

*  145] 

*  6.14 

*16.78 

*  3J7 
-15X4 
-17X3 
.  3J7 
-  821 

-  523 

-  L4J 

.  a77 

*  842 

-023 

*  ATI 

*  833 


S16J7  543JJ  -172 


BRITANNIA 

SB  badmdl  St  dunm  C2  6HR 
034120  2000 

Manured  Pert  23070  244J0  *4.10 
FnTiu  rviaucr  PI  in  270J8  235-70  -  IM 
With  Front  Peri  14&.40  207X0  *  OXJ 


UX  Opportunity 
Euro  OppommJiy 
Norm  AmerOpp 
FarEanOpp 
Gwih  Prop  sen 
Cfll  PropSerZ 
Fined  ini 
Cad, 

Ovrueai 
Formerly  IAS 
Managed  Fund 
UR  Equity 
Propeny 
Money  Maim 
Flmd  tiueitu 


301  JO 
32SJ0 
■to  m 
am 
178X0 
216.50 
24840 
]  76-20 

II I  JO 


4B3J0 

41040 

24880 

274-10 

J5WO 


*  ... 

BrtKDlAWMCat  11220 

*  OiO  ... 

HAMBRO  ASSURED 

34400 

♦1S0O  ... 

Equity  Mgd  SI 

Jraro 

333X0 

*  7 JO  ... 

Hrabfrur  Houac.  PMlmjl  Platon,  Lncx 

♦UJO  ... 

Managed  SI 

31420 

330X0 

*  6J0  ... 

PR2  2PR.  01772540000 

232-70 

-  no  ... 

Adventurous  SI 

252.10 

265X0 

*  6.40  ... 

Managed 

23610 

♦  2.70  . 

1*420 

MooogedO 

232X0 

22400 

*  430  ... 

-dn-vens 

295X0 

311.10 

♦  440  . 

229. 10 

Eagfe/tUd  Uu 

412X0 

427X0 

*1610  601 

UKEqrtiy 

251.40 

264W 

♦  420  . 

Pcmton  Fundi 

-do- Pens 

31650 

326X0 

♦  6X0  . 

uniiwnnpfurai  hud 

♦  aio  ... 

imemaaonal 

IB9XO 

199X0 

♦  1.10  . 

329 JO 

*  JJO  ... 

Secure  (21  i 

11100 

*  aio  ... 

-do- Pern 

213.90 

ZB- 10 

»  1.50  . 

Managed  Bt 

12900 

♦  3.10  ... 

Deposit 

15470 

162X0 

*  OJO  . 

508X0 

*  MO  ... 

Equity  Mngd  B  1 

131-30 

♦  USD  ... 

-do-rtm 

189X0 

199  JO 

*  020  . 

♦IUO  ... 

Adventurous  B 1 

12ZJ0 

*  3.70  ... 

31460 

BrUtol  A  Wen  B 

iL2.ro 

•  610  ... 

030  ... 
♦  1X0  ... 


CITY  OF  WESTMINSTER  ASSURANCE 
Seaary  Home.  500  Andwy  BM. 

Mitara  Keynes  MK92NU.  0H086NKH 

Froperry  Fund  IB4J0  IWJO  . 

Managed  Fund  tteUO  407X0  *1x70  ... 
Equity  Fund  524.10  S57XO  .1850  ... 


CLERICAL  MEDICAL! FIDELITY 
INVESTMENTS 

Narrow  Plato.  Bristol  BS20JK.  011742405*6 
AUunUMF  FlUKh 

382.40  40220  *  840  ... 

215.10  226-50  *  4.4D  ... 

167 JO  176.10  •  Q.10  ... 

46840  487 JO  -I  I  JO  ... 

250.70  263.40  •  010  ... 
247 JO  2*040  *  0.10  ... 
142. K)  208JO  »  030  ... 
207 JO  21850  *020  ... 
38060  400.70  -ULJD  ... 
300*D  316X0  ♦  7 JO  ... 
307X0  323X0  *  4J0  ... 
48840  506.40  *  1X0  ... 
428J0  44800  -1OJ0  ... 

484.70  51550  *1840  ... 

122.10  I2SXO  *4.40  ... 
344 JO  *20X0  -  5X0  ... 
14800  205-30  *  a  10  ... 
145X0  205 JO  *  Q10  ... 

Ftadblr  BeOiruiBU  Plani  Fundi 
Mbrd  4S6J0  48840  *  «J0  ... 

Eqote  J48J0  624*7  *1440  ... 

Property  .  234X0  347JO  •  0.10  ... 

dhAMxedlm  J282D  34030  *050  ... 

Index  Linked  205X0  216.70  *  0*1  ... 

cajfi  287 JO  302J0  •  0-S0  ... 

m> American  47820  sraxo  -jcuo  ... 

Far  EM  Acc  31640  333X0  -  7X0... 

IncemaooncJ Acc  38 8«  40810  -  640  ... 

Special 56a  741.40  78050  -  230  ... 

European  Flea  7Ti.ro  754.70  *2610  ... 


Sapphire  MJwd 

Buliy 

Emerald 

Equity 

Properly 
db  A  Fixed  Im 
indexed  Sea 
C«tt 

Nth  American 
Far  East 

Intel  undo uol 

special  s  la 

I  nil  income 
European 
Japanoe 
SEAsla 

WUn  Pnjflts  Reg 

-do- Spec 


IZSbJO 

1 322X0 

*21. 40  ... 

Qatomal  Mtoal  Hrar,  CfcalhaM  Mariiir. 

*17X0  ... 

Keni  MEI4YY.  OHMSWOOD 

472X0 

497.70 

•  i.ro  ... 

(UMutKeyt 

27425 

•  120  ... 

-dfr-Pitran afceri 

426X9 

S3IJO 

-1490  ... 

223.71 

235X8  . 

XU  40 

319X0 

-  890  ... 

■do- Equity 

TAVM 

7tnx  . 

75140 

*1630  ... 

-do-  fu  uu 

433.19 

455.99  . 

43  IJO 

45400 

-  9.90  . . . 

-do- Managed 

525.13 

5S2.77  . 

323.90 

34100 

*  020  ... 

3B1XS 

“101.77  . 

35440 

•  020  ... 

(Penii:  Cart  cap 

217X9 

202X0 

213.10 

-do- Cart  Id* 

35673 

369.19  . 

4TO.7U 

93500 

■*23-20  ... 

-do- Equity  CSp 

1949.10 

3051-70  . 

-  2J0  ... 

314615 

5*7X0 

-1410  ... 

-do- Filed  cap 

46445 

48491  . 

-  201  ... 

-dx-rntdlnv 

74427 

25470 

»  7X0  . . . 

-do-lndacap 

217X9 

229.16  . 

-U.TO  ... 

-do- index  lire 

35671 

369.18  . 

*  SJO  ... 

-do- Mngd  cap 

764.11 

B0434  . 

20*.  10 

219.10 

*  6J0  ... 

-do- Mngd  Inv 

12)105 

1295X5  . 

COMMERCIAL  UNION 

SI  Hdorik  1  Ihaicrdiafi.  ECS  0T71 2831500 

viu- Ann  acc  I5)i  iiiiai  ...  -io.cn  ... 

var Annex  123.48  ...  *1838  ... 

Prime; Managed  53630  S64X0  >11.70  ... 

Prime: UK EquOy  711.10  74SXO  *18(0  ... 
Prime  UR  EqoXlJ  307.70  387.10  -  640  ... 
Prime  Properly  WOO  09X0  -  0L3O  ... 
Prime Fadlm  274X0  289.10  -  0.H)  ... 

POnre  lndca-UE  I45J0  2U840  . 

primecub  228X0  240.70  -  020  ... 


CONFEDERATION  UFE 

Ixttae  War.  Stecaage,  Herts  SG12NN 

0M38744M0 

Managed  Fund  146520  154870  -  1.40 
Equity  II  2211X0  2X2800  *  1.40 


Fft  Crown  see  Windsor 


EAGLE  STAR  LIFE  ASSURANCE 
Mqfltwfflcr  Drive.  ChcBruhata.  GLB7LQ. 

aEHzzzmi 

Lit  Funds 


UIWtB  PfU(S8«t  11610 
Secure  tot  lioxo 
MnnagcdtOt .  IXM» 
Equny  Mngd  to  t  130X0 
MntmutM  ot  i  121.40 


*  l>  3*3 

*  aio 

*  2-50 

*  8(0 
-  303 


wkly  Hid 
Offer  *h-  % 


FRIENDS'  PROVIDENT 

Cask  Street.  SaBcbuiy.  WQn  SP1 3SH 

0172240366 

420X0  442X0  *IDJ0 
587.10  61800  *13.10 
48640  512.10  *  2X0 
38870  404 JO  *1810 


Managed 
UKEquHy 
Siewaittnip 

I  Equity 


Nonta  AUKrttui  211.40  254J0 


Padflc  Barin 
European 
Property 
Fixed  Interest 
index  United 
cash 


840 


Deposli 


177.90  1 87 JO  *2X0... 

380.40  40050  *15X0  ... 

147X0  207X0  . 

28800  3Q3XO  *  0X0  ... 
143X0  303X0  *  0.10  ... 
223X0  235.40  *  0J0  ... 

FP  Life  Anurancn  ex  sm 

Fixed  rumen  AJP.dff  X7IAO  ♦  4.40  ... 

4*4 AO  444.10  *23X0  ... 
381X0  401X0  *0J0  ... 

558.40  588J0  *  0X0  ... 
675X0  71010  *2840  ... 
7|Q40  74830  *11  JO  ... 
847X0  44500  -4HJ0  ... 
tnrrro  [09BJ0  -2290  ... 

562.40  582-50  -1810  4A7 
40830  43080  *13X0  ... 
343JO  361  JO  -  3X0  ... 

rxo  ... 
1820  ... 
I6XD  ... 
14X0  ... 
1320  ... 


American 
Australian 

European 
Income  Acc 

-do-  OKI 
International 
Japan  Smaller 
Singapore  »Mal  N840  419JO 
Smaller  Cos  601  JO  633.10 
TUiyoFund  62080  653A0 
UK  Equity  82100  864.20 

OEM  irangd  Mg  44870  1052J0 


GT  GLOBAL  FUND  MGMT  LTD 

Alban  Gale.  Mtt  Fir.  125  Loudon  WaB.  Land 

ECZY5AS.  0f71 7WG67 

C7T  Plan  Far  Easl  3I3J0  32480  -27X0  ... 

GT  Plan  wrrtdc  603X0  63SA0  *3X0  ... 


GAN  LIFE  *  PENSIONS  . 

Gan  Howie.  Hariow.  Eam 
CM302EW.  MZn  626282 
POTttoUOAK  853JO  8S3J0  -17.40  .. 

-do-  Inv  A  853-20  848X0  *1840  ... 

UK  Equity  56300  542.70  *1140  ... 

GUrbS  235X0  248JD  -  0.90  ... 

Managed  38860  404.10  *  uo  .. 


GENERAL  ACCIDENT 
2  RoBfte-  St  Yort  YOI I  HR.  ONM629982 


Managed 
UnJttScd  Profit 
UK  Equity 
Fixed  ini 

twWIlerwl 
cash  Deposit 
Property 
ImrmadimaJ 
American 
Japan 


274.10  243.70  •  630 

16603  174X0  *0X0 

417-30  434X0 

231.10  243X3 

18610  145.10 

143X0  nun  •  ujo  .. 

14300  20310  •  OJO  .. 

22200  233X0  •  5X0  .. 

26870  2X3X0  -10.10  .. 

21610  227 JO  *  3.70  .. 


>10X0 
.  050 
'  0.10 


Japan smllr Ctn  22IJ0  232X0 


275.40  29OJ0 


:Pund 

Com- Life 
Formatty  Pnrvtdcnl  Mutual 
Managed  CM  637.40 


650X0  664X0 


Eqany  Did 

Equity  tab 
HJnkedGU 

Hinted  GUI  InH  146.(0  15380 

Oku  Equity  Ord  <7340  mjo 
Oscat  Equity  ion  29L4P  J07J0 
Property  (M  2*4X0  315X0 
Pro  party  inn  184.40  144X0 

FBodlmOid  33600  355X0 
Fixed  IM  InH  ant-40  214.80 
Deposit  Ord  23020  242J0 
Dcpcolt InJUaJ  1*200  1*830  -aio... 


Managed  tnJtw 

-fJO-  52T- 

Equity  irausl 
-do- ace 
Find  Ira  tnfriai 

-do- Arc 
inmnUal 


GUARDIAN  ROYAL  EXCHANGE 
RajM  Eadroage  London  EC3.  0171 2S37MI 

AnPTOpBds  4!*40  *75X0  . 

. 50370  62500  *1340  ... 

400.70  94810  -21  AO  ... 
467X0  101830  -22J0  ... 
1467 JO  1544711  -34 JO  ... 
<47  40  52410  *  1J0  ... 
7S5J0  745.10  *  2J0  ... 
5430)  57X40  -14.50  ... 
A270O  87050  -29X0  ... 

NUt  Ainer  Initial  30030  31630  -13X0  ... 

41450  436X0  -1840  ... 

207.70  218X0  *4X0  ... 
28400  29400  *  660  ... 

141130  203.71  . 

29340  301X0  . 

mcex-LnJca  iron  172.40  18200  -  am  . .. 

23660  23l-ar  . 

207X0  216XD  » ata  ... 
3I5JO  331.40  •  OJO  ... 
140.10  15440  *  7X0  ... 

187.70  447X0  *4X0  ... 


-do- ACC 

Padflc  Initial 
-do- ACE 
Property  fnWal 

-do- AR 


Deposit  Initial 

-do- acc 
Euro  InWal 
-do- ACC 


HALIFAX  LIFE  LTD 

TO  Boa  HI  York  YOI  IYB  «im«HN 

Lift  Funds 

3420  3607  *  0X2  . 


Rrandarian 


OpponunUy 

Dcpasli 

PemtonFurds 

Rniumionsz 

Balanced  52 
oppoitunKj  52 
Deposits! 


3425 

3605 

•  OM 

34X1 

MM 

•  0X3 

2fr3l 

27X9 

•  am 

2671 

28.12 

*641 

27 J4 

2475 

•  0X9 

2645 

BM 

•  DX3 

24X0 

25X9 

.  "ret 

wkly  Yld 
Offer  % 


LULL  SAMUEL  LIFE 
NLA  Toner.  Aritflreaadir  Road. 
OBI  HH  4355 


Ccojdoo 


Security  Fund 
BAKU  Fund 

internatkmal 

Dollar  Fund 
Capital  Fund 
Income  Rind 


757.40  *02.10 
814-50  867X0 
717X0  75840 
67380  71310 
70610 
inr>  an  1082.40 


Property  Series  A  53810  570-50 
Property  Unttl  S44JO  444J0 
Financial  Fund  471.10  1027.70 
Managed  Ser  A  73150  775X0 
Menard  Units  1524X0  134340 
High  YtrVJ  Rmd  908*0  462X0 
Money  Series  A  *72-60  341.40 


*1170 
*0  2D 
*2550 
+3380 
*1410 
+26W 


Money  Unto 
Eqirhy  Fluid 
Fixed  Interest 

Indexed  secs 


■432X0  454X0 

851.40  401  JO 

452.40  478*0 
210X0  222.40 


European  Fund  Kttxo  II40.H) 
Manual  Res  31030  32BX0 


Far  East  pond 

Smaller  Ca 
S  pedal  SM 
Man  currency 
Japanese  Tech 
US  Smaller  O01 


*27.40 

+17.40 

+31X0 

+21X0 

-031 
•  020 
*2340 

-  040 

-  0.10 

•42X0 

•  1X0 

•  4J0 
»  4.40 

*  4X0 

*  040 


58SXO  61870 
671.40  711.10 
W30O  733.40 
288X0  305.70 
243 JO  31040 
523X0  554.10  *22X0 
Formerly  Target  Ute  Assurance  Co.  Lot 
Depoitl 
Financial  Ser  I 
Filed  interest 
Com 
Managed 
MngJGmwUl 
Properly 


TSB  American 
TSBBrtr  Gantt 
Tsb  European 
TSB  income 
TSB  imi 
TSB  padflc 


275JO 

2SO0O 

*  OJO 

79X0 

uxo 

*  2JD 

38410 

«HiO 

»  040 

75X0 

810X0 

S»J0 

-  JJO 

257.40 

271.10 

-  4*0 

Ml  JO 

4ii.ro 

1Z3J0 

i29.ro 

-  fljn 

38600 

40450 

*1400 

1266X0 

I333XO 

•ii.ro 

4D490 

*  9X0 

hum 

550.70 

579X0 

*11X0 

4IIXU 

432.70 

-  iro 

IRISH  LIFE  ASSURANCE 
IrM  Life  Centre,  Victoria  Street  St  Mbk 
Herta  AL15IF.  01723  48181 
GJotwJ  Managed  7W.ro  808X0  *  880... 

Glob*]  property  332X0  35010  *  200... 

Global  Fired  Ini  614.50  652.10  *  1.70  ... 

Gtotoat  Equity  846S0  84100  *11.10  ... 

Global  cash  23820  23070  -  020  ... 


For  Laurmtlan  see  Lincoln 


LEGAL  A  GENERAL  UNIT  ASSURANCE 
2  MroflcOare  Road.  Hare,  ton  BN5 ISE 
01273  824000 


*  1.90  ... 

bsm  LnM  ran 

134X0 

141.90 

-1050  ... 

-do- MX 

«1W 

210X0 

•  610 

•  2X0  ... 

BitiOppilni 

192JO 

tm  mi 

*  320 

•  2X0  .. 

-do- MX 

259 JO 

27)00 

-  500 

cam  Initial 

I7IXO 

iao.ro 

•  650 

*14X0  ... 

-do- acc 

SUJO 

334J0 

-  470  ... 

Equity  Initial 

906X0 

954JD 

*21X0 

-25.70  ... 

-do- Me 

UfliXO 

1783X0 

-4470 

•1520  ... 

Plied  initial 

MOJO 

40b.ro 

*  OJO 

*  OJO  ... 

-do-Mc 

722J0 

76640 

•  ISO 

•i3.ro  1!! 

bndcx-Lnkd  GUi 

141X0 

149.10 

*  020 

■do-MC 

mm 

237.90 

*  630 

•  450  ... 

1  ml  Initial 

365 JO 

314X0 

*  940 

»  690  . . . 

-de-ace 

672J0 

707  90 

*1610 

•  oxo  ... 

Managed  Initial 

993X0 

624.90 

*1220 

-  090  ... 

-do- Are 

1109X0 

I1B4JO 

*2630 

-  OJO  ... 

Piupeny  initial 

zsi.to 

243J0 

-  030 

*  OJO  ... 

-do- ACC 

432.10 

45490 

*610 

Oxford  Road,  Uabridgc. 


LINCOLN 

MM^T&>LLZran5  200200 
Equity  UnlD  Elto-77 
Property  Units  310200  327100 
BUBd  EaecUob  871700  917500 
2nd  Equity  acc  wuo  4CUD 
2nd  Him  IncAc  868X0  91840 
2nd  Property  Acc  27800  243X0 
*4d  Mngd  2  Ate  211X0  22240 
2nd  Mngd  3  Acc  eOLXO  63660 
2nd  Mngd  4  Acc  28840  30350 
2nd  Oepodl  ACC  31SJ0  311X0 
2nd  Cfll  AO;  35870  377X0 
XndAdierrur  107800  113J0O 
2nd  toil  MnyAK  74400  26200 
ZudlndatMc  nun  24U0 

2nd  Far  Ecu  Acc  37020  3(flXO 
2nd  Globa]  ACC  20340  212.40 

2nd  Euro  ACC  221.40  23JXD 
2nd  Japan  ACC  15040  15830 
2nd  lmCrBd  acc  177x0  iboxo 
2nd  Cap  GUI  ACC  lCflxO  17840 


-44900  ... 
+  100  ... 
*14300  ... 
*22X0  ... 
*17.70  ... 


*  1.40 
+1340 

*  110 

*  a  10 

*  1.10 

*4400 
+  2.90 

*  OJO 
MOJO 

*  610 

*  4xa 
«  320 

*  2.10 

*  370 


Property 
Managed 
American 
UK  Equity  Fd 
1  apart 

iMa-LM 

HigJIYTeM 

Moray 

lBteroaflma] 


»4J0  62SJD 

543.70  572X0 
642.10  67SXD 
ftSaifl  684X0 
16870  174-30 
20870  219X0 
120800  127100 
447.90  471X0 

454.70  47850 


•  020 
*12.10 
*2600 
*1620 


Perqerual  Arifec  4ia40  432-40 
GrowaiMX  HMD  994X0 


car  Edged 


508-20  53400 


•  0X0 
*2400 

*  610 
*1380 
*  S.7D 
•18X0 
+  1X0 


"2  * 


European 
Flu  East 


200X0  21300  •  870  ... 
195.90  30610  +  350  ... 


LONDON  LIFE 

MB  Ibnfe  Street  BrlsaoL 

0U79M7T77 

Equity  t  1264X0 

Fired  interen  1  SW.W 
Property  e 
DeposK* 

MbCd  I 

indeied  snidu 
Uumpatanal  1 
Equity  a: 

Fixed  liu  Ai 
Property  A 1 
Deposit  A  l 
Mixed  At 
Index  Slack  At 


BSI6EA 


477X0 

mto 

mso 

2SO50 

345.10 
znja 
229X0 
SMJO 

1 83.10 
25360 
19592 


Inienuutonal  ai  21490 


Equity  Pi 
Fixed  lnl  Pt 

Property  re 
Depart!  pe 
Mixed  PI 
index  Stock  PI 


1114.90 

720.10 

37350 

397X0 

75080 

28830 


Iruemailona!  PI  41640 


*31.40 

*  330 

*  I0D 

*  OJO 

♦raw 

*  1.70 

*  840 

*  7X0 

*  1X0 

*  OJO 

*  020 

•  5X0 

*  IJO 

♦  500 
*3400 

*  4X0 

*  OJO 
»  OJO 

•  I860 

•  nm 
♦1340 


LONDON  a  MANCHESTER  ASSCE 
WMade  Part.  EUeMr  EX5  IDS.  I 


fur  Trust  Crp  J 

64690 

•  IXO 

-do-  Arc  1 

L2I2.W 

•  400 

Fropertjr  Cap  1 

13520 

-do- Axel 

25030 

*  aio 

FullnKreacapt  31410 

+  aro 

-do- Aral 

j7fl.ro 

*  1x0 

Equity  Cop! 

4I2JD0 

*  TJO 

-do- Aral 

763X0 

*I4J0 

Infernal]  cap  1 

26000 

*  J.W 

-do- acci 

476X0 

♦  720 

Gid  Deport  Cap  1 

159X0 

-  a  10 

-do- Ac:* 

285.10 

*  020 

FleriWr  Cop  1 

109.10 

*  5.90 

-do- Aral 

755.10 

•  UJO 

Moneymaker  Fd  r  572.90 

*  7X0 

Capital  Gnmtfal  2500X0 

.43.ro 

MAG 

Victoria  Road.  CMnfofd.  Eaaex 
OQ45266266 

ATOtS  Bond  ACC  70500  740X3 
Ainer  Rec  Bond  861.70  90440 
Am  Stnlrco*  Dd  344  JO  J6IX0 
Ausnalaala  Bd  3ZIXU  J37X0 
Comnumy  Bond  405.10  42600 
Deport  Bond  ACC  401X0  421X0 
Equity  Bund  MX  190621  203310 
European  BdAec  580X0  60840 
ExnaYldBd  Acs  1032.50  10*4X0 
GDI  BdOd  MX  537.70  56470 
Goto  Band  ACC  15030  157.4D 
High  Yield  Bond  423J0  444001 
Inaat-UlkGt  Bd  23350  247X0 
unemtutonal  Bd  94850  wnoo 
japan  Bood  Are  202X0  212X0 
ApanSOlGOfM  197X0  317 -5D 
Managed  Bomb  III2X0  116860 

prop  Bond  acc  sii.oo  537xo 
Rec  Btmd  ACC  1022X0  107320 
S  Eas  Aria  BdACe  31850  334 JO 


CM1IFB 


*28X0  ... 
•3350  ... 
•1340  ... 

•  8X0  ... 

*  5.40  ... 

•  OJO  ... 
*32JD  ... 
*27.40  ... 
*17.70  ... 

*  1X0  ... 

*  310  ... 

•KUO  ... 

-  OJO  ... 

*3300  ... 

•  810  ... 

-  370  ... 
•2610  ... 

-  100  ... 
*1300  ... 
•  690  ... 


MGM  ASSURANCE 


MGM  Hmk.  Hat  Road.  Wdnfetog 
BNII20Y.  BI909  204631 
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Timing  is  all  when  fishing  for  Asian  stocks 


B 


Bottom-fishing,  Far  East  style:  the  only  way  to  make 


a  decent  catch  in  fish  and  shares 


ottom  fishing  may  sound  like  a 
nefarious  activity  for  most  in¬ 
vestors,  but  in  the  Far  Cast 
markets  it  could  soon  be  the  only  way 
of  gaining  any  profit 
The  term  refers  to  the  practice  of 
investors  who  like  to  buy  stocks  and 
shares  when  they  are  cheap.  It  Is  most 
easily  accomplished  in  markets  that 
have  fallen  from  their  peak. 

The  Far  East  is  showing  strong 
potential  for  this  kind  of  bargain- 
hunting.  Since  July  2,  when  Thailand 
devalued  the  baht  the  region  has 
been  racked  by  currency  speculation 
and  stock  market  crashes.  In  spite  of 
the  injection  of  $17.2  billion  (£10.9 
billion)  by  the  International  Mone¬ 
tary  Fund  the  baht  continued  to  fall, 
starting  a  domino  effect  that  has 
taken  in  the  economies  of  Malaysia, 
Indonesia  and  Singapore. 

In  the  past  two  months  these 
markets  have  fallen  between  20  and 
40  per  cent,  stunning  investors  after  a 
decade  of  “miracle"  growth  by  the 
Asian  tigers.  The  dream  also  turned 
sour  for  Mahathir  Mohamad,  Prime 


Minister  of  Malaysia,  whose  increas¬ 
ingly  extreme  threats  to  foreign 
investors  have  fiieQed  die  instability. 

Such  has  been  the  fallout  that  even 
Hong  Kong,  traditionally  die  bastion 
of  Far  East  markets,  has  dropped  15 
per  cent  since  its  reintegration  with 
China  on  June  30.  This  is  because 
investors,  anxious  to  reduce  their 
weighting  in  the  region,  have  found  it 
easier  to  sell  shares  in  Hong  Kong 
than  in  the  middle  of  the  disaster 
zone.  However,  the  market  has  begun 
to  recover  this  week  and  is  expected  to 
reach  its  pre-handover  level  in  the 
next  few  months. 

In  spite  of  the  recent  buffeting 
Hong  Kong's  long-term  growth  pros¬ 
pects,  now  it  is  incorporated  in  the 
potential  world  economic  power¬ 
house  of  China,  are  good. 

Funds  investing  in  die  Far  East 
have  been  badly  hit,  particularly 
those  focusing  on  individual  coun¬ 
tries.  Old  Mutual's  Thailand  Fund, 
for  instance,  has  dropped  a  fifth  in 
value  since  July,  according  to  Micro- 
pal,  the  statistics  provider.  Fidelity's 


Asean  unit  trust  has  fallen  more  than 
16  per  cent  in  the  same  period. 
Investment  trusts  in  the  Far  East 
excluding  Japan,  have  seen  discounts 
on  their  share  prices  widen  bya  third, 
to  more  than  16  per  cent,  in  the  past 
month  alone.  Offshore  funds  have  not 
fared  any  better. 

After  such  trauma,  investors  in 
these  funds  have  little  option 
but  to  stay  where  they  are  in 
the  hope  that  things  will  improve.  For 
other  investors,  the  turmoil  In  Asian 
stocks  raises  the  tantalising  possibili¬ 
ty  that  they  can  get  in  at  the  bottom  of 
a  rising  market,  the  classic  way  of 
making  the  most  of  your  money.  But 
should  they  leap  in  now  or  wait? 

Ashok  Shah,  Far  East  portfolio 
manager  at  Old  Mutual  says  inves¬ 
tors  should  wait  three  to  six  months 
before  the  market  hits  rock-bottom. 
He  believes  the  region’s  governments 
have  yet  to  acknowledge  that  they 
face  at  least  five  years  of  painfol 
economic  restructuring  to  remedy  the 
mismanagement  of  the  early  1990s 


when  the  flood  of  capital  into  the 
countries  not  only  pushed  up  debt 
levels  but  led  to  the  ovation  of  excess 
industrial  capacity,  just  as.  they  were 
beginning  to  face  stiff  competition. 
Asian  exporters  were  additionally 
hampered  by  high  interest  rates 
caused  by  Unking  their  currencies  to 
the  US  dollar.  It  is  this  curency  peg 
that  has  come  under  pressure  from 
speculators  such  as  George  Soros. 

Mr  Shah  says  The  market  is 
fairing  a  solution.  It  is  telling  these 
countries  that  the  only  way  to  use 
their  spare  capacity  is  to  be  competi¬ 
tive.  TTiey  have  to  devalue  to  make 
their  exports  cheaper."  Until  they  face 
up  to  this  he  believes  their  stock 
markets  face  a  rocky  ride. 

Peter  Warwick,  a  fund  manager  at 
Flemings,  believes  the  turning  point 
could  come  sooner  but  only  if  the 
region’s  governments  stop  protecting 
their  currencies  with  artificially  high 
interest  rates  and  if  exports  begun  to 
rise  in  value. 

Gavin  Lumsden 


Sara  McConnell  and  Lizanne  Rose  take  a  look  at  the  poor  rates  now  on  offer 

Small  savers  short-changed 


Building  societies  and 
banks  are  short-chang¬ 
ing  smaller  savers  with 
derisory  ;  interest  rales  and 
slamming  the  door  on  those 
with  hundreds  rather  rhan 
thousands  to  invest. 

Saver$*  rates  rose  again  this 
week  to  reflect  the  four  base 
rate  increases  since  May.  All 
the  main  players  report  huge 
increases  in  savings  inflows  as 
people  open  accounts  or  build 
up  balances  in  the  hope  of  a 
better  ideal.  This  week. 
Barclays  reported  a  15  per  cent 
year-on-year  rise  in  numbers 
of  savers.  Last  month,  the 
Halifax  said  the  amount  pour¬ 
ing  into  its  coffers  had  nearly 
trebled  over  the  past  year. 

But  those  wanting  to  invest  a 
few  hundred  and  withdraw  it 
when  they  want  may- as  well 
put  it  under  the  mattress  for  alT 
the  interest  they  will  earn  in 
traditional  banks  and  building 
societies.  With  the  exception  of 
Royal  Bank  of  Scodaijd  and  the 
Midland, Jill  the  big  high  street 
institution^  are  paying  negative 
real  rates'  of  interest  on  bal¬ 


ances  below  £500.  The  main 
players  are  now  paying  re¬ 
spectable  rates  on  bigger  bal¬ 
ances  in  “flagship  accounts”. 
Abbey  National,  for  example, 
is  paying  72  per  cent  gross  on 
the  minimum  £2,000  balance 
in  its  recently  launched  Bonus 
Postal  account  But  there  was 
no  rise  for  Abbey  customers 
with  less  than  £500  in  the 
branch-based  Instant  Saver 
account  They  continue  to  earn 
1.8  per  cent  grass. 

Similarly,  Halifax,  custom¬ 
ers  with  less  than  £500  in  a 
Liquid  Gold  instant  access 
account  have  seen  no  rise  on 
their  03  per  cent  gross  since 
the  start  of  the  year.  Woolwich 
Prime  Gold  customers  are  still 
earning  1 25  per  cent  gross  on 
balances  of  less  than  £500 
even  after  the  new  bank  raised 
rates  yesterday. 

Some  of  the  worst  rates  on 
offer  are  from  building  sod  cr¬ 
ies:  including  the  Nationwide, 
which  has  spent  millions  pro¬ 
claiming  its  commitment  to 
mutuality  by  promising  to  use 
some  of  its  profits  to  improve 


rates  for  savers  and  borrow¬ 
ers.  Its  Cashbuilder  account 
pays  just  1.25  per  cent  gross  to 
savers  with  Jess  rhan  £500  ro 
invest  The  Britannia,  which 
has  temporarily  staved  off 
calls  from  members  to  convert 
or  merge  by  introducing  a 
system  of  bonuses,  is  paying  a 
laughable  0.1  per  cent  on 
balances  of  less  than  £500  in 
its  Flexible  Savings  Account. 
The  Bradford  &  Bingley.  also  a 
keen  mutual,  is  paying  IJ55  per 
cent  on  the  same  balance. 


S 


ocieties  that  have  an¬ 
nounced  derisions  to 
convert  to  banks  are  in 
the  strongest  position  to  lock 
in  people  to  poor  rates.  Bir¬ 
mingham  Midshires,  which  is 
being  taken  over  by  Royal 
Bank  of  Scotland,  is  advising 
people  to  sit  tight  to  make  sure 
they  do  not  jeopardise  poten¬ 
tial  bonus  payouts.  But  mem¬ 
bers  in  the  Quantum  Instant 
Access  account  will  have  fn 
wait  out  the  next  year  watch¬ 
ing  balances  of  up  to  £5,000 
earning  just  1-55  per  cent.  Bal¬ 


ances  or  less  than  £500  earn  0.1 
per  cent.  Customers  in  the 
society’s  First  Class  instant 
access  postal  account  are  do¬ 
ing  rather  better,  earning  5  per 
cent  on  balances  of  between 
£5.000  and  £10.000. 

Northern  Rock  members 
have  just  been  freed  from 
accounts  paying  as  little  as 
0.75  per  cent  gross  on  balances 
of  E500  and  can  take  their 
money  elsewhere  without  risk¬ 
ing  forthcoming  bonuses.  But 
this  raises  the  question  of  who 
wants  their  cash.  Building 
societies  have  been  so  desper¬ 
ate  to  dose  their  doors  to 
potential  carpetbaggers  hop¬ 
ing  for  conversions  that  they 
have  jacked  up  balances  to 
levels  unattainable  for  many 
smaller  savers.  They  will  not 
get  much  joy  from  their  own 
society,  which  admitted:  "Lots 
of  our  products  are  aimed  at 
people  with  £5,000  or  more. 
We  do  recognise  that  some  of 
our  rates  are  not  that  good”. 

The  Nationwide  confirmed 
this  week  that  it  had  no  instant 
access  account  for  new  cus- 


No  bonus  for  big 
Abbey  investors 


Savings  institutions  may 
seem  to  care  little  for 
small  savers.  But  they  do  not 
always  extend  first-class  ser¬ 
vice  to  the  larger  investors  in 
the  current  target  market 
Hugh  Heffer,  pictured  right 
a  Times  reader,  tried  to  open 
an  Abbey  National  Bonus 
Postal  account  in  late  July. 
He  did  not  receive  a  formal 
receipt  for  his  deposit  of 
£11,219.04  until  this  week. 

When  Mr  Heffer  contacted 
the  bank,  he  was  told  that 


they  were  "overwhelmed  by 
fife  response”  to  the  offer.  He 
was  tempted  to  dose  the 

account  and  withdraw  his 
cash,  but  since  the  account 
had  not  been  officially 
opened,  he  bad  no  with¬ 
drawal  forms.  The  Abbey 
said  that  the  Bonus  account 
had  been  more  successful 
than  expected.  A  spokesman 
said:  “We  have  an  emergen¬ 
cy  team  working  on  the 
backlog.  Investors  will  suffer 
no  loss  of  interest” 


An  Equitable  way 
to  top  up  your 
company  pension. 


DiU  you  know  that  to  receive  tbe  marimum  pension 
availaiale,  you  would  typically  have  to  be  a  member  of  the 
same  company  pension  scheme  for  40  years? 

O i  that  changing  your  job,  even  once,  could 
dramatically  reduce  your  pension?  So  that,  just  when  you 
have  more  time  to  enjoy  Kfe,  you  have  less  money. 

Temping  up  your  company  pension  with  an  Equitable 
Free-Standing  Additional  Voluntary  Contribution  Scheme 

can  help  bridge  the  gap.  .  •  n 

You  make  contributions  from  your  gross  income,  with  I 

tax  relief  at  the  highest  rate  you  pay.  II 

Remember  that  the  value  of  tax  relief  available  will 
depend  on  individual  circumstances,  and  that  current 
legislation  can  change  in  the  future. 

^hat‘s  more,  we  don’t  believe  in  paying  commission  to 
third  parties  for  the  introduction  of  new  business. 

ifyou  would  like  more  information  by  post  and  by 
telephone  call  (0990)  38  48  58,  or  return  the  coupon  below. 

\  www.equitable.co.uk 
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!  ADDRESS 


|  Tel: 

DnfeofBinfa 


j  The  Equitable  Life 
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THE  WEEK  IN  MONEY 


THE  Personal  Investment 
Authority  has  imposed  a 
fine  of  £425,000  on  DBS 
Financial  Management,  the 
financial  advisers'  network, 
over  the  slow  progress  of  its 
pensions  mis-selling  re¬ 
view.  One  of  the  PLA's 
directors,  Ken  Davy,  re¬ 
signed  from  Che  City  regula¬ 
tor's  board,  feeling  his 
continuation  to  be  inappro¬ 
priate  in  view  of  his  position 
as  chairman  of  DBS. 

□  Ofgas,  the  regulator,  is 
working  on  plans  to  stem 
aggressive  sales  tartics  of 
gas  supply  companies.  Re¬ 
sponsible  marketing  will  be 
part  of  licence  requirements 
rather  than  doorstep  ethics 


being  left  to  the  conscience 
of  companies. 

□  The  885,000  beneficiaries 
of  the  Northern  Rock  con¬ 
version  could  be  in  line  for  a 
windfall  of  £1.950,  double 
what  was  previously  expect¬ 
ed,  when  the  society  floats 
on  October  1. 

□  Abbey  National  is  to 
charge  its  400,000  Instant 
Plus  account  holders  £1  for 
.over-the-counter  trans¬ 
actions  to  encourage  them 
to  use  cash  machines,  or  the 
telephone  banking  service. 
The  Abbey’s  move  has  been 
seen  as  the  first  step  to¬ 
wards  charges  on  current 
accounts. 


EARN  pQ  %  p.a.  OR  MORE 
tor  10  YEARS  plus  CAPITAL  BONUS 

with  a  LOW  RISK  GIP™ 
(GEARED  INVESTMENT  PLAN) 
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CASHING  IN  YOUR 
ENDOWMENT  ? 


IT'S  EASY  TO  GET  MORE 

Wfe  regularly  pay  up  to  30%  MORE*  than  the  surrender  value 
for  with  profits  endowment  and  whole  life  policies. 
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Ufa  Company  Offered  £1*1,31 1 

Policy  Portfolio  Price  £21,100  { 
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Don’t  lose  out  -  .* 

contact  Policy  Portfolio  Pie  today.  PORTFOLIO 
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TEL:  0181  343  4567  Lines  Open  24  Hours  -  7  Days  a  ;veeT 
Gadd  House,  Arcadia  Avenue,  London  N3  2JU 


turners  with  less  than  E500  to 
invest.  The  Cashbuilder  ac¬ 
count  has  a  minimum  balance 
of  £5,000,  as  does  its 
InvestDirect  postal  account.  It 
started  taking  applications  for 
new  accounts  again  last  week 
after  being  overwhelmed  by 
investors  hoping  for  conver¬ 
sion  bonuses.  The  society  is 
"reviewing"  minimum  bal¬ 
ances  and  says  "it  is  one  of  the 
biggest  disappointments 
about  the  recent  situation  cre¬ 
ated  by  carpetbaggers  which 
meant  that  we  didn't  have  any 
products  for  smaller  savers". 

The  best  many  societies  can 
offer  is  a  savings  account  that 
ensures  them  a  regular  in¬ 
come  without  too  many  with¬ 
drawals.  The  Bradford  & 
Bingley  pays  7.15  per  cent  to 
those  saving  a  minimum  of 
E10  a  month  for  a  year.  The 
price  for  new  customers  open¬ 
ing  an  instant  access  account 
at  the  society,  or  postal  ac¬ 
count  is  now  £1.000.  Nation¬ 
wide  offers  75  per  cent  to  those 
putting  in  £20  a  month  for  II 
months  of  the  year. 


INSTANT  ACCESS  ACCOUNTS 


GROSS  INTEREST 
El, 000  £5.000  £10,000  PAID 
1LSG  2.90  2.95  Yly 
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4.15 

Qly 

0.75 

135 

2.30 
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3.10 

3.60 

3.90 
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BANK/ SOCIETY  ACCOUNT  NAME  £100 

Alliance  &  Leicester  Instant  Access  0.55 

0116  201  (000 

Unlimired  withdrawals  but  if  balance  falls  under  £ 1.000  two  free  withdrawals  can  be  made 
per  month  with  subsequent  withdrawals  charged  at  6Qp  each. 

Barclays  iBank  Instant  Savings  0.75 

0S00  400100 

Birmingham  Midshires  Quantum  Inst  Acc 
0645  72072J 

Minimum  £500  to  open  account. 

Bradford  &  Bingley  First  Choice 

01274  555332 

Account  can  be  opened  with  £500  if  you  are  an  existing  member  -  rate  3.10  per  cent  0.75% 
bonus  added  if  fewer  than  5  withdrawals  made  per  annum. 

Bristol  &  West  Instant  Access 

0(17  979  2222 

Minimum  investment  £500  -  2.50% 

Britannia  Instant  Access  0.10 

01538  399399 

50p  charged  for  withdrawals  if  account  falls  below  £100 
Halifax  Liquid  Gold  050 

01422  333333 

£50  minimum  deposit;  60p  charged  for  cash  card  withdrawals  if  not  at  Halifax  ATM. 
Midland  Bank  Saver  Plus  4.25  425  425  425  bYly 

0800180180 

Nationwide  Cashbuilder  -  -  4.20  430  Yly 

Cut  only  be  opened  £5,000.  Existing  customers  may  open  account  with  £500  (rate  is  3.80  per 
cent).  Card  cash  withdrawals  60p  if  not  at  Nationwide  ATM. 

Northern  Rock  Instant  Access  0.50  1.05  1.05 

0500  505000 

Royal  Bank  of  Scotland  Instant  Access  3.25  4.00  4.75 

0800  121121 

Minimum  deposit  £50;  ten  free  withdrawals  per  quarter  then  50p  each 
Salisbury's  Bank  Inst  Acc  Savings  630  630  630 

0500  405060 
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Princess  Diana 
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Cup  demands 
likely  to 
take  their  toll 

Bv  David  Hands,  rugby  correspondent 


IMPERFECT  its  structure  may  be 
unequal  the  distribution  of  money’ 
but  the  greai  adventure  that  the 
Heineken  Cup  —  in  only  two  years 

—  has  become  immerses  the  best 
teams  of  six  countries  this  week¬ 
end.  This  season,  moreover  its 
home-and-away  formula  will  leave 
no  room  for  error.  Weaknesses  will 
be  ruthlessly  exploited  by  sides 
seeking  home  advantage  in  the 
knockout  stages  and  knowing  that 
a  good  points  difference  could 
achieve  that. 

The  feast  that  begins  in  Dublin 
this  afternoon,  when  Leinster  lay 
out  their  newly-acquired  provincial 
champions  title  before  Toulouse, 
will  not  conclude  until  January  31. 
when  the  final  is  contested  at  either 
a  French  venue  or  Twickenham,  it 
will  not  have  escaped  British  eyes 
that  the  cup  has  yet  to  leave  France 

—  Toulouse  won  the  inaugural 
competition  and.  last  season,  Brive 
captured  the  hearts  of  the  44.000 
who  saw  them  beat  Leicester  in 
Cardiff. 

A  television  audience  of  35  mil¬ 
lion  throughout  the  world  also 
appreciated  that  final.  “Sometimes, 
for  no  obvious  reason,  a  competi¬ 
tion  catches  the  public  imagina¬ 
tion."  Roger  Pickering,  the  chief 
executive  of  European  Rugby  Cup 
Lrd.  the  tournament  organisers, 
said  as  he  extolled  its  virtues,  but 
the  reasons,  in  this  case,  are  clean 
this  is  a  competition  that  is 
breaking  parochial  boundaries, 
that  is  a  money-spinner  and  that 
has  forced  clubs  to  adopt  a  far  more 
visionary  approach. 

It  has  also  imposed  great  de¬ 
mands  upon  professional  clubs  still 
coming  to  terms  with  the  new  age. 
Leicester  found  that  they  could  not 
keep  the  three  balls  —  Europe, 
domestic  league  and  cup  —  in  the 
air  a  year  ago  and  nearly  dropped 
them  all.  Their  rivals  will  have 
learnt  from  that  not  to  set  impossi¬ 
ble  targets.  It  will  be  no  surprise  to 
see  the  teams  who  contest  the  final 
in  January  faltering  in  domestic 
competitions,  partly  from  anti¬ 
climax  and  partly  because  their 
best  players  will  he  taken  for 


international  rugby.  "We  know 
that  if  we  play  anywhere  near  our 
potential  for  a  sustained  period  of 
time,  we  axe  going  to  win  some¬ 
thing,"  Martin  Johnson,  the  British 
Isles  captain,  who  leads  Leicester 
against  Milan  tomorrow,  said. 

Johnson  is  right  to  be  caurious 
and  to  echo  the  approach  taken  by 
the  Lions,  who  looked  no  further 
than  one  game  ahead:  at  feast  the 
next  six  weeks  allows  the  Heineken 
Cup  sides  to  concentrate  whole¬ 
heartedly  on  their  European 
ambitions. 

Qualification  for  the  knockout 
phase  alone  will  be  tough,  though 
the  composite  teams  —  Scotland's 
districts.  Ireland's  provinces.  Ita¬ 
ly's  two  reinforced  clubs  —  may  not 
suffer  in  comparison  with  dubs 
who  have  had  Unle  time  in  which  to 
play  lotnperirive  marches.  Wasps, 
For  example,  go  to  Swansea 
tomorrow  with  only  one  Premier¬ 
ship  outing  behind  "them. 

How  many  English  players  have 
the  experience  of  playing  against 
Welsh  opponents?  Internationals 
perhaps,  but  there  are  so  few 
Anglo-Welsh  fixtures  that  St 
Helen's  tomorrow  will  be  a  new 
experience  for  many  young  Wasps. 
The  game  within  the  game  will  be 
the  confrontation  aT  centre  between 
the  shuddering  strength  of  Scott 
Gibbs  and  the  Anglo-Irish  combi¬ 
nation  of  Rob  Henderson  and  Nick 
Greenstock. 

Bath  go  to  Pontypridd  tomorrow 
led  by  Jonathan  Callard  in  the 
absence  of  Andy  Nicol,  their  cap¬ 
tain.  Phil  de  Glanville,  caretaker- 
captain  for  the  last  fortnight  seeks 
to  concentrate  on  his  own  game. 

Leicester  are  unchanged  against 
Milan,  but  Will  Carling  returns  to 
Harlequins  in  time  for  the  meeting 
with  Munster  at  the  Stoop. 

Brian  Ashton,  the  Ireland  coach, 
has  expressed  interest  in  Kevin 
Nowlan.  the  Leinster  full  back 
from  St  Mary’s  College  who  faces 
the  examination  of  his  young  life  by 
the  wily  Christian  Deylaud  and  his 
Toulouse  pack. 

Cup  details,  page  47 


More  to  Wood  than  beef  and  bustle 


pesjensom 


It  is  a  catholic  bookshelf 
which  contains  de  Bono’s 
Lateral  Thinking  cheek  by 
jowl  with  The  Irish  Phrase 
Book,  with  Stephen  Hawking  for 
Beginners  just  down  the  way. 
Books  that  adequately  reflect  the 
lively,  enquiring,  humorous  mind 
of  Keith  Wood,  who  is  yet  another 
reminder  that  the  greatest  charac¬ 
ters  in  rugby  union  tend  to  come 
from  the  front  row. 

It  has  not  been  a  good  week  for 
Wood.  Harlequins,  under  his 
leadership  lost  in  conlrovereial 
circumstances  to  Bath  at  the 
weekend  and  he  has  been  snuf¬ 
fling  around  ibe  house  trying  to 
shake  off  influenza. 

The  hooker,  as  sociable  a  man 
as  you  could  wish,  went  back  to  ius 
native  Clare  after  the  British  Isles 
tour  of  South  Africa  and  struggled 
to  come  to  terms  with  the  impact 
the  Lions'  success  had  upon  do¬ 
mestic  rugby  followers.  "1  hadn't 
played  during  the  last  week  of  the 
tour  because  of  injuiy,  it  wasn't 
physical  exhaustion  but  total  men¬ 
tal  melt-down.''  Wood  said. 

“I  was  destroyed.  People  in  my 
home  town  jKillaloe,  about  15 
miles  from  Umerickj  who  knew 
me  respected  that  but  in  limerick, 
which  is  a  place  1  love.  1  only  went 
out  the  once  and  tiiat  was  to  a 
dinner  that  Ganyowen  laid  on  for 
me.  which  was  brilliant  I  just 
wasn't  able  to  face  people  and  talk 
about  the  rugby. 

“It  was  bizarre  ...  apart  from 
physiotherapy  on  my  injuiy  1 
virtually  did  nothing  for  three 
weeks  except  sleep.  1  was’ flattened 
by  the  whole  experience  and  1  still 
feel  the  residual  effects  now." 

Now.  of  course,  is  yet  another 
overcrowded  season  which  gives 


Wood,  the  Ireland  hooker,  a  country  boy  at  heart  has  adjusted  well  to  Harlequins  and  city  life 


little  enough  opportunity  for  the 
high-profile  players  to  rest  body 
and  mind.  So  what  do  profession¬ 
al  rugby  players  do.  Wood  is 
asked,  to  which  the  answer  is  that 
most  of  them  are  still  learning  how 
to  manage  the  time  they  have 
available  when  they  are  not  train¬ 
ing  or  playing. 

When  Wood,  25  and  the  holder 
of  nine  Ireland  caps,  accepted  a 
contract  with  Harlequins  last  year, 
he  made  himself  a  promise  to  stick 
it  out,  even  if  he  hated  the  lifestyle. 
That  was  part  of  the  challenge,  not 
only  to  move  from  life  in  limerick 
in  a  house  shared  with  three  or 
four  other  rugby  players  but  to  the 
quintessential  Englishness  of  Har¬ 
lequins  and  the  big  city. 

“1  thought  1  would  hate  it." 
Wood  said.  "I'm  a  country  boy 
from  Clare,  but  I’d  been  injured,  1 
wanted  the  challenge,  I  was  irritat¬ 
ed  with  people  dragging  their 
heels  in  Ireland  over  professional¬ 
ism:  the  die-hard  amateur  stance.  I 


had  a  good  job  but  l  wanted 
something  fresh.  1  was  ready  for 
change.  And  now  I  find  I  enjoy 
London.  Richmond  and  Twicken¬ 
ham  are  like  little  towns,  you 
make  life  what  you  want  it  to  be." 

Wood,  the  youngest  of 
three  brothers,  never 
saw  his  father  play. 
Gordon  Wood 
propped  Ireland  and  the  Lions 
during  the  1950s  but  died  when 
Keith  was  only  ten.  His  ambitions 
are  his  own  and  thrust  him  to  the 
front  of  Irish  rugby  at  an  early 
age.  although  there  was  a  time 
when  hurling  was  his  first  love 
and  his  bustling,  ball-handling 
approach  derives  from  his  time  as 
a  centre  forward  in  that  other 
spoil 

In  1994,  when  he  won  the  first  of 
his  caps,  he  returned  from  Ire¬ 
land's  tour  to  Australia  with  a 
hugely-enhanced  reputation  and 
the  nickname  of  Fester  from  the 


character  in  The  Addams  Famify 
—  the  consequence  of  a  shaven 
head  and  black  eyes  acquired  in 
the  hurly-burly  of  battle.  That  his 
total  of  caps  has  yet  to  reach 
double  figures  is  the  consequence 
of  a  series  of  (mostly)  shoulder 
injuries. 

Yet  he  survived  the  gruelling 
South  African  experience,  until  the 
groin  injur)'  which  terminated  his 
tour  after  the  series  was  won.  Now 
he  can  concentrate  on  the  captain¬ 
cy  of  his  club  —  they  play  Munster 
tomorrow  —  and  upon  Ireland. 

“The  biggest  honour  I  have  had 
in  rugby  is  to  captain  my  country. 
The  biggest  achievement,  which  is 
slightly  different,  was  to  play  in 
the  winning  Tests  for  the  Lions," 
Wood  said.  “But  my  goal  hasn't 
changed.  It  is  to  be  as  good  as  l 
possibly  can  be.  That’s  not  the  cop- 
out  some  people  say  it  is.  If  you  are 
ambitious,  and  I  am.  it's  the  carrot 
1  always  have  dangling  ahead  of 
me." 


Ban  threat 
to  players 
who  put 
club  first 

By  David  h*nds 


THE  Welsh  Rugby  Union  (WRU) 
has  brought  the  dub  versus  coun¬ 
try  dispute  to  its  conclusion  by 
threatening  a  life  ban  on  any  player 
who  will  not  conform  to  guidelines 
on  availability  laid  down  by  the 
union.  Tire  decision,  announced 
yesterday,  is  sure  to  bring  protests 
from  players  contracted  to  English 
dubs  whose  fixtures  may  clash 
with  Wales’s  national 
preparations. 

"From  this  moment  on.  any 
player  making  himself  unavailable 
for  any  senior  Welsh  team  other 
than  for  reasons  acceptable  to  the 
WRU  (for  example,  illness,  births, 
deaths  or  marriage]  should  forfeit 
his  right  to  be  selected  for  any 
future  Welsh  team."  Terry  Cobner. 
the  union's  technical  director,  said. 

Wales's  efforts  to  enforce  the 
requirements  of  the  International 
Rugby  Foorball  Board,  wliich  dic¬ 
tate  that  national  commitments 
must  come  first,  were  condemned 
as  "draconian"  by  Mike  Burton, 
ibe  former  England  prop  who  now 
represents  the  interests  of  two 
dozen  Welsh  players,  not  all  of 
ihem  internationals  and  some  of 
whom  still  live  and  play  in 
Wales. 

“It  shows  the  paranoia  swamp¬ 
ing  rugby  unions  worldwide.”  Bur¬ 
ton  said.  “Tire  game's  expanding 
too  quickly  for  them  and  it's  not 
correct  to  restrict  players  in  this 
way." 

One  of  Burton’s  clients.  Scon 
Quinnell,  spent  pan  of  last  season 
in  dispute  with  the  WRU  and 
Quinnell’s  club.  Richmond,  will  be 
furious  at  the  edict.  But  players  trill 
now  be  forced  to  consider  whether 
their  contractual  agreements  at 
dub  level  are  worth  more  than  the 
loss  of  international  status,  which 
carries  with  it  immediate  financial 
reward  and  potential  commercial 
advantages. 

Richmond  have  seven  Wales 
internationals  in  their  squad  while 
leuan  Evans.  Wales's  leading  try- 
scorer.  recently  moved  to  Bath, 
where  Nathan  Thomas  and  Rich¬ 
ard  Webster  play.  Harlequins  and 
Moseley  both  have  present  or 
potential  Wales  internationals. 
There  is  no  immediate  clash  with 
the  English  programme,  but  on 
March  7.  when  Wales  play  Scot¬ 
land,  there  is  a  round  of  the  Allied 
Dunbar  Premiership  scheduled. 


BBC1 


6.00  am  The  People  Gather  Coverage  from 
Central  London  as  the  crowds  tiepin  to 
arrive  arrive  (212235) 

8  JO  Diana:  A  Newsroom!  Special  (20709) 

9.00  Diana:  The  Nation’s  Farewell  with 
David  Dimbleby.  Lire  coverage  of  the 
/uneraJ  of  Diana.  Princess  of  Wales.  The 
day  s  programming  wfll  Include  the 
procession  and  the  service  from 
Westminster  Abbey  (9656506) 

6.00  pm  News,  Regional  News:  Weather 
(235) 

6.30  Wallace  &  Gromit  in  the  Wrong 
Trousers  Another  adventure  from  the 
award- winning  NicK  Park  (815) 

7.00  FILM:  Free  Willy  (1993)  Heatwarming 
tale  3 bout  a  troubled  young  boy  and  his 
friendship  with  a  captive  whale 
(34756546) 

8.45  Only  Foote  and  Horses  Classic  comedy 
with  Del  Boy  and  Rodney  (649308) 

9.35  News,  Regional  News;  Weather  (48S709) 
10.00  Farewell  to  the  People’s  Princess  A 
special  tribute  programme  |5186) 

11.00  pat  and  Margaret  Comedy  dram3 
(346167) 

12-25  am  News  (3223991) 

12J0  FILM:  The  Getting  of  Wisdom  (1977) 

Period  drama  set  in  an  Australian  girts 
school  (859842) 

2.05  Weather  (1124587)  2-20  Close 
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620 am  Open  University:  Richard  II: 
PoDtkta,  Patriotism  and  Authority 
Shakespeare's  Richard  II  (4044631) 

MS  Science  and  Nuclear  Waste  (5811761) 

7.10  Mozambique  Under  Attack  (6888083) 

7.35  Data  About  Data  (6071070) 

8.00  Okie  DoUe  (Children's  BBC)  (7722896) 

8.10  Peter  Pan  and  the  Pirates  (4023803) 
830  Beatrix  Potter  (11051) 

9.00  Diana:  A  Newsround  Special  (35631) 

9.30  Diana;  The  Nation’s  Farewell 
(9944490) 

9-50  The  Procession  to  Westminster 
Abbey  (2666525) 

11.00  The  Funeral  Service  Followed  by  one 
minute  silence  (61273) 

12.30  pm  FILM:  Lassie  Come  Home  (1943) 

Classic  family  adventure  drama  featuring 
the  beloved  collie  (7554593) 

1.55  Okie  Doke  (87926709) 

2.05  Beatrix  Potter  (31005693) 

235  Blue  Peter  (5340525) 

3.00  FernguDy:  The  Last  Rainforest 
(2148709) 

4.10  Les  Miserables  in  Conert  The  tong- 
running  musical  celebrates  ns  tenth 
armiveisary  with  a  concert  at  the  Albert 
Hall  I49B00235) 

6.40  Stephen  Hawking’s  Universe  (571308) 

7.30  Faure’s  Requiem:  BBC  Proros  97 
(141419) 

8.15  Restless  Nation  (108964) 

9.05  Bookmark  Not  Waving  but  Drowning  by 
Stevte  Smith  (151902) 

9.55  FILM:  Out  ol  Africa  (1985)  The  story  of 
Karen  Dine  sen,  who  foil  Denmark  in  191 3 
to  marry  a  Swedish  baron  and  rim  a 
cotlee  farm  in  Kenya  (12295544) 

12.30  am  FILM:  The  Lilies  at  the  Reid  (1963) 
Dram3  about  the  relationship  between  a 
former  American  soldier  and  a  group  of 
refugee  German  nuns  (61303) 

2.00  Weather  (1123853)  2.05  Close 


LWT/GRANADA  C’TRAL  ■  ANGLIA  HTV  WESTC’TY 


SUNDAY 


6.05  am  Open  University:  Difference  on 
Screen  (79672621 

6£5  Outsiders  Iru  Muslims  in  Europe 

(5540313) 

7.25  Open  Sunday  (81682161 
8.00  Uttie  Polar  Bear  (37285521 

8.15  Medical  Matters  (3814303) 

8.30  Quasimodo  (72484) 

9.00  Fully  Booked  (355007) 

1 1.30  Sunday  Grandstand  (7674) 

7.45  pm  Stephen  Hawking’s  Universe  The 
professor  charts  Ihe  history  of  mans 
understanding  ol  the  night  sky  (646587) 
8.35  Star  Trek:  Voyager  A  transporter 
accident  causes  chaos  (786484) 

9.20  For  Richer,  for  Poorer.  A  Nation 
Decides  Gcrdon  Brewer  in  Edinburgh. 
John  Humphrys  in  Wales  and  Sue 
Cameron  In  England  attempt  to  gauge 
public  opinion  on  devolution  (906587) 

10.10  FILM:  She  Wore  a  Yellow  Ribbon 
(1949)  John  Wayne  stars  as  a  Cavalry 
officer  on  the  brink  of  retirement  1 51 4552 j 
11 50  It’s  Jos*  Cricket  with  Rory 
Sremner  (732620) 

12JZ0  am  Cricket  (2737359) 

1.10  weather  (4486137)  1.15  Close 
2*00  Learning  Zone:  Summer  WgMs: 
Discovering  Art  Essentials  (32069)  4 .00 
Languages  Business  Language  Special 
(78663)  5.00  Business  and  Wort::  G^i  ty 
in  French  (997 50)  5.30  Inland  Revenue 
Self-Assessment  (99175) 


6.00  am  GMTV  (724815) 

9.00  ITN  Coverage  of  the  Funeral  of  Diana, 
Princess  ol  Wales  Continuous 
coverage  of  the  funeral  procession  as  it 
moves  through  the  streets  of  Central 
London  The  sen/ice  at  Westminster 
Abbey  wi!  be  followed  by  a  one-minute 
silence  as  a  mark  ol  respect  to  Diana. 
Princess  erf  Wales  (3142099) 

4.00  pm  The  Darting  Buds  of  May  Comedy 
with  David  Jason  and  Catherine  Zeta 
Jones (2525) 

6.00  rTN  News;  Followed  by  Local  News 

(54254) 

7.00  Jane  Austen’s  Emma  Television 
adaptation  of  the  classic  romantic  novel 
(83167) 

9.00  Farewell  to  a  Princess  A  special  tribute 
programme  (7167) 

10.00  FILM:  Mermaids  (1990)  1960sromam»c 
comedy  staning  Cher  as  an  eccentric 
mother  With  Bob  Hoskjns  and  Wynona 
Ryder  (1877) 

12.00  kalian  Grand  Pro  Qualifying 
Highlights  Action  from  the  day's 
qualifying  session  at  Moroa  (2794649) 
i2J>o  am  in  Bed  wtth  Me  Dinner  More  comic 
observations  from  Bob  Mills  (46323031 

1.25  FILM:  Delta  Fever  (164378) 

3.00  Carnal  Knowledge  19454910) 

3.55  Rockmanla  (2556842) 

4^50  The  Chart  Show  The  latest  music  video 
charts  (8983033) 

530  News  (69668) 


SUNDAY 


6.00  am  GMTV  (7791755) 

935  Disney  Club  Cartoon  tun  tot  children  ol 
aU  ages  (2147620) 

935  Holy  Smoke  A  new  religious  series 
covering  everthlng  from  Anglicism  to  Zen 
Buddhism  (1999823) 

10.25  Morning  Worship  {5166991 ) 

11.25 Devolution  *97— the  Future  of  the 
Union  An  examination  of  (he  issues 
involved  in  home  rule  for  Scotland  and 
Wales  (6406378) 

12.15  pm  tTN  News  (6845804) 

12.20  Regional  programmes  (6866397) 

12.30  FI:  Italian  Grand  Prix  Live  coverage  of 
(he  race  in  Monza  (76025666) 

3.10  FILM:  Robin  Hood  (1990)  Patrick 
Beigm  stars  as  the  heroic  outlaw  in  this 
atmospheric  version  ol  the  classic  tale 
(19144026) 

5.00  Treasures  includes  golf  balls  that  are  to o 
valuable  to  Jose  and  a  man  who  refused 
£40.000  tor  his  favourite  comic  bool. 
(2129) 

5.30  Regional  programmes  (209587) 

5.40  The  Capital  Mourns  (730755} 

6.15  ITN  News  (195282) 

6.30  Survival  Special  A  trim  following  the 
efforts  of  a  field  biologist  hunting  lor  the 
elusive  snow  leopard  of  Mongolia  and  the 
Gobi  bear  (71736) 

7  JO  Coronation  Street  (129) 

8.00  Heartbeat  Police  drama  staffing  Nick 
Berry  (3378) 

9.00  UN  News  1179674) 

9.15  Agatha  Christie’s  Poirot  Detective 
drama  starring  David  Sucnet  (695939) 

11.15  FI:  Italian  Grand  Prix  Highlights  from 
the  day’s  action  in  Monza  (770649) 

12.15  am  FILM:  Indecency  (114069) 

1.55  FI:  Italian  Grand  Prix  (87718663) 

4.40  Jonathan  Dimbleby  (5892576) 

5.25  ITV  Sport  Ctessics47943595j 

5  JO  The  ITN  Morning  News  (86601 ) 


6.00  am  GMTV  (724815) 

9.00  ITN  Coverage  otthe  Funeral  of  Diana, 
Princess  of  Wales  (3142099) 

4,00  pm  The  Darling  Buds  of  May  (2525) 
6.00  ITN  News;  Local  News  (54254) 

7.00  Jane  Austen's  Emma  (83167) 

900  Farewell  to  a  Princess  (7167) 

10.00  FILM:  Mermaids  (1877) 

12.00  Italian  GP  Qualifying  (2794649) 

1230  am  FILM:  Full  Moon  in  Blue  Water 
(777129)  2.35  Rocfcmania  (64684651 

335  FILM'  Mark  of  the  Phoenix  (6353113) 
4-35  Dear  NicK  (4754692)  5.30  News  (69668) 


CHN  3  NE/YORKSHJRE 


6.00  am  GMTV  (724815) 

9.00  ITN  Coverage  of  the  Funeral  of  Diana, 
Princess  of  Wales  (3142099) 

4.00  pm  The  Darting  Buds  of  May  (2525) 
6.00  ITN  News;  Local  News  (54254) 

7.00  Jane  Austen's  Emma  (83167) 

9.00  Farewell  to  a  Princess  (7167) 

10.00  FILM:  Mermaids  (1877) 

12.00  Kalian  GP  Qualifying  (2794649) 

12.50  am  TBA  (314194)  2A0  Coach 

18991129)  3-05  Planet  Mirth  (69780991)  3.30 
Collins  and  Maconie  s  Movie  Club  (97606262) 

3.55  He  Iter  Skelter  (4164804)  4.45  Murder .  She 
Wrote  (5920303)  5.30  News  (696681 


SUNDAY1 


ANGLIA  HTVWESTC  TY 


6.00  am  As  ITV  until  3.10pm 

3.10  The  Cosby  Mysteries  (5569755) 

4.10  Regional  programmes  (2388262) 

5.10  Regional  programmes  (8445736) 

6.10  Regional  programmes  (300216) 

6.15  ITN  News  (195282) 

6.30  Survival  Special  (71736) 

7.30  Coronation  Street  (129) 

8.00  Heartbeat  (337B) 

9.00  ITN  News  (179674) 

9.15  Agatha  Christie’s  Poirot  (69593?) 

11.15  FI:  Italian  Grand  Prix  (770649) 

12.15  am  Chart  Show  (2777972) 

1.05  FILM:  Night  of  the  Hunter  (183885) 
250  The  Paul  Ross  Show  (8909137) 

4.15  The  Mysterious  West  (30576) 

4.45  Sound  Bites  (29592953) 

5.00  Coronation  Street  (93576) 

5J0  News  (86601) 


CHN  3  N E/YORKSHIRE 


6.00  am  As  ITV  until  3.10pm 

3.10  Cartoon  Time  (4460303) 

3.15  Coronation  Street  (1880007) 

4.10  FILM:  Robin  Hood  (42095945) 

6.00  Regional  programmes  (144587) 

6.15  ITN  News  (195282) 

6.30  Survival  Special  (71 736) 

7.30  Coronation  Street  (129) 

8J50  Heartbeat  (3378) 

9.00  UN  News  (179674) 

9.15  Agatha  Christie’s  Poirot  (695939) 

11.15  FI:  Italian  Grand  Prix  (770649) 
12.l5amFlLM:  Brotherhood  of  the  Gun 

(354750) 

1J0  FILM:  Anth  (87737798) 

4  JO  Jobfindef  (93972) 

5.30  News  (86601) 


CHANNEL  4 


6.00  am  Sesame  St  6£5  Dennis  7.15  Sonic 
the  Hedgehog  7.45  The  Finder  8.00  Dr  Seuss 
on  the  Loose  8JS  For  Better  or  Worse  8.50 
Cadillacs  and  Dinosaurs  9.15  The  Adventures 
ol  Tin  Tm  10.00  Back  to  the  Future  1025  The 
Legend  of  White  Fang  10.50  The  Adventures  of 
Mole  11.40  Prince  Cinders  12.05pm  Abel's 
Island  12.35  Eerie  Indiana:  Who's  Who 
1.00  Channel  4  News  Summary  (83333341) 

1.10  FlUllk  Smoky  (6802273) 

2.35  FILM:  The  Uon,  the  Witch  and  the 
Wardrobe  (54945341) 

4.10  WHdside  (4227167) 

4J5  Alex  Mack  (621 1506) 

SJIO  Animation  (94791861 
5.05  BrooksMe  (8648148) 

630  Serenade  to  a  Princess  (525) 

7.00  Channel  4  News  Special:  Diana  -  the 
People's  Day  (2917051) 

8.05  Stones  of  the  Raj  (246051 ) 

8.35  Mark  Tuny’s  Faces  of  India  (144254) 
9.00  ER  (5709) 

10.00  Drop  the  Dead  Donkey  (18964) 

10.30  Homicide:  Life  on  the  Street  (444715) 

11 .25  Nights  Out  at  the  Empire  (580506) 

12.15  am  Crapston  Villas  (2583194)  , 

12.35  The  Client  1.30  Si  Elsewhere  220  The 
New  Twilight  Zone  2-5S  Peart  325  The  Naked 
Truth  3.50  Planet  Showbiz  4.15  PorVpie  4.40 
Dweebs  5.05  Partners  5.40  Blitz  5.40  Close 


6>£0am  Children's  TV  10.15  Angladd.  Diana, 
Tywysoges  Cyrmi  1230pm  To  be  announced 
7.00  News  7.35  Tom  Nefyn  9.15  Portreadau: 
Phyllis  Kinney  9.50  FILM:  Someone  Else's 
Child  11.35  Homicide.  Life  on  the  Street 
12.35am  The  Client  1.30  St  Elsewhere  2J0 
New  Twilight  Zone  2JS5  Pearl  325  Naked  Troth 
350  Planet  Showbiz  4.15  Porkpte  4.40 
Dweebs  5.05  Partners  5.30  Diwedd 


SUNDAY 


6.35  am  Clangers  6^5  Hong  Kong  Phooey 
7.10  The  Herbs  720  Camberwick  Green  7.40 
Hammerman  305  Doug  8J?0  Inspector  Gadget 
850  Hang  Time  9.20  Rocko  9.45  Saved  by  the 
Bell  The  College  Yeas 

10.15  Happy  Days  (9967533) 

10  AO  Holtyoaks  (3243303) 

1 150  The  Waitons  (7552939) 

12.40  pm  FILM:  Bataan  (62689007) 

2.45  FILM:  The  One  That  Got  Away 
(244674) 

4.45  News  and  Weather  (2972842) 

450 Travelog  Treks  (6379378) 

5.00  The  Potter,  the  Miner  and  the 
Papermakar  (5741) 

550  The  Secrets  of  Loch  Ness  (96533) 
650  Grand  Prix  Athletics  (11587) 

8.00  Byzantium:  The  Lost  Empire  (4620) 
9.00  Ian  Hisfop's  School  Rules  (4484) 
10.00  FILM:  Miller's  Crossing  (73860129) 
12.05  am  To  Hell  and  Back  12.40  Roam 
Sweet  Home  1.40  FILM  Sardar  450  Calcutta 
Chronicles  5.20  Bombay  Chat  5.45  Sun's 
Gonna  Shine 


655am  As  Channel  4  until  10.15am  House 
Gang  10.40  HoHyoaks  11  AO  The  Waltons 
12.40pm  To  be  announced  1255  Snap!  125 
Space  Cadets  155  Btootekte  3.20  HoDol 
Bananas  355  Pobol  y  Cwm  5.40  Y  Clwb  Rygbi 
8.00  Gore  uon  Eisteddfod  Meition  A'r  Cyflimau 
850  Sion  a  Sian  9.00  Newyddtan  9.10 
ManlHesto  9.40  Grand  Prix  Athletics:  BUPa 
Series  Final  11.10  FILM:  Mortal  Passions 
(1990)  12- 55am  House  Gang  1-25  Diwedd 


CHANNEL  5 


6.00  am  Dappledown  Farm  (7139877) 

650  Attractions  (6338728) 

7.00  5  News  Early  (5374254) 

750 Wimzie's  House  (5853761) 

B.00  Alvin  and  the  Chipmunks  (3912803) 
850 Land  of  the  Lost  (4362344) 

9.00  SeVBriy  HJIte  90210  (6898849) 

955  5  News:  Funeral  of  Diana  Princess  of 
Wales  Live  coverage  of  Ihe  funeral 
procession  as  if  moves  from  Kensington 
Palace  to  Westminster  Abbey.  The  day's 
broadcast  will  include  a  one-minute 
silence  as  a  mark  ol  respect  for  Diana. 
Princess  o)  Wales  (71208490) 

1.00  pm  FILM:  Something  So  Right 
(26651438) 

250  Animal  Calypso  (4027457) 

3.15  Sunset  Beach  (81642761) 

555  5  News  and  Sport  (3552983) 

8.00  Hercules:  The  Legendary  Journeys 
(7887148) 

650  Night  Fever  (2435885) 

755  5  News  and  Sport  (91 1 7709.) 

8.05  Xena:  Warrior  Princess  (18364)9) 

950  A  Mind  to  iGO  (96839631) 

1 050  FILM:  CJrcuHiy  Man  (76349099) 

1220  am  FILM:  Courage  (51 121620) 

3.10  FILM:  Outcast  of  the  Islands  (7814736) 
455  Night  Stand  (5570587) 

5.30  Whittle  (7023262) 


SUNDAY 


6.00  am  Animal  Omens  (7033649) 

6.30  Havakazoo  (6225200) 

7.00  Dappledown  Farm  (5778026) 

730  Wimzie’s  House  (5757533) 

8.00  Mr  Men  and  Uttte  Miss  (6458133) 
8.05  The  Wind  in  the  Willows  (1221755) 
850  The  Valley  Between  (3611656) 

9.00  Mirror,  Mirror  (3239656) 

950  Mag  Plus  (9168736) 

10.00  Do  You  Believe  In?  (6216552) 

1050  My  Sunday  (3716200) 

11.00  Marietta  Frosfrup's  Brunch  (6852262) 

11.30  Exclusive  Weekend  (92066991 ) 

12.50  pm  S  News  (43390736) 

1.00  The  Mag  (9167007) 

2.00  USA  High  (44693113) 

250  The  Mag  (2359991) 

3.15  Family  Affairs  (99861754) 

525  Wild  Encounters  (6319026) 

6J25  5  News  and  Sport  (4902736) 

620  Flock  Rockin’  Beats  (9376194) 

7.00  Foul  Play  (1675295) 

8.00  Meirose  Place  (1724620) 

855  S  News  and  Sport  (6490376) 

9.00  FILM:  American  Friends  (96806303) 
IQ-SOTumstyle  (8767533) 

11.50  Live  and  Dangerous  (49038939) 

5.00  am  Live  and  Dangerous  (9352595) 


SKY  NEWS 


Sky  News  will  present  live  and  comprehensive 
coverage  of  the  funeral  ol  Diana,  Princess  ol 
Wales  wtth  regular  news  updates  and  tribute 
programmes  throughout  the  weekend 


■  These  listings  are  correct  at  time  of  going 
to  press.  Due  to  the  coverage  of  the  funeral 
of  Diana,  Princess  of  Wales,  all  channels 
are  subject  to  last  minute  changes  and/or 
cancellations.  Further  information  tor 
selected  programmes  may  be  found  in 
today's  edition  of  The  Directory. 
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Ferrari  fanatics  will  accept  only  victory  for  team’s  fiftieth  anniversary 

Schumacher  rides  above  the  hysteria 


From  Michael  Calvin 
in  MONZA 

MICHAEL  SCHUMACHER 
noticed  the  panic  in  the  eyes  of 
a  young  boy  who  was  in 
danger  of  being  submerged  by 
the  scrum  in  front  of  the 
Ferrari  garage  here  yesterday 
morning.  He  ushered  him 
forward,  scribbled  an  auto¬ 
graph  and  returned  him  to  his 
mother.  It  was  an  endearingly 
gentle  gesrure  with  inevitable 
consequences. 

The  crowd  surged  towards 
Schumacher,  babbling  excit¬ 
edly.  Three  bodyguards 
materialised  by  his  side.  A 
possee  of  photgraphers  scuf¬ 
fled  in  the  comer.  In  the  stark, 
concrete  slab  of  a  main  stand 
on  the  opposite  side  of  the 
track,  the  spectators,  propelled 
to  their  feet  by  a  strange  form 
of  emotional  osmosis,  rose  as 
one.  Ferrari  were  back  in 
town.  La  passione  was  un¬ 
checked. 

The  Autodromo  Nazionale. 
set  in  the  verdant  acres  of  a 
former  royal  park  in  the 
otherwise  inconsequential 
town  of  Monza,  might  be 
renowned  as  the  cathedral  of 
Formula  One.  but  it  has  more 
in  common  with  a  circus  tent. 
Emotions  are  exaggerated, 
disbelief  is  suspended.  The 
mundane  realities  of  everyday 
life  cease  to  matter. 

Much,  too  much,  is  taken 
for  granted  by  the  tifosL  the 
fanatics  who  quhe  literally 
climb  the  walls.  Popular  opin¬ 
ion  decrees  that  nothing  less 
than  a  Ferrari  victory  in  the 
Italian  Grand  Prix  tomorrow 
will  do  justice  to  the  team's 
fiftieth  anniversary  celebra¬ 
tions.  Thirteenth  place  for 
Schumacher  in  free  practice, 
2_2sec  off  the  pace  set  by 
Heinz-Harald  Frentzen,  was 
regarded  as  something  akin  to 
disgrace. 

The  romanticism  of  the 
Ferrari  legend  is  reflected  by 
the  florid  language  of  the 
banners  draped  over  the  wire 
fence  which  faces  the  pit-lane. 
“Ferrari  you  are  a  marvellous 
creature"  reads  one. 
"Schummy  you  are  our  guard¬ 
ian  angel"  says  another. 

A  third,  directed  at  his  team¬ 
mate,  Eddie  Irvine,  insists, 
somewhat  incomprehensibly: 
"You  have  the  eyes  of  the  Irish 
sky". 

The  tifosi  revere  risk,  wor¬ 
ship  tradition.  Gerhard  Ber¬ 
ger  might  be  in  the  twilight  of 
his  career  with  Benetton,  but 
he  was  canonised  the  moment 
his  Ferrari  won  the  1988 
Italian  Grand  Prix,  a  month 
after  the  death  of  Enzo  Ferrari, 
the  team's  founder.  "Continue 
to  warm  us  with  your  smile" 
implore  the  terrace  scribblers, 
who  are  evidently  graduates  of 
the  Adrian  Mole  school  of 


sa  it  .ir-rac  .  r  ■  - : - ^ - — . . . - — 1 — •  ■  - 

With  die  Ferrari  prancing  horse  in  attendance.  Schumacher  checks  his  rivals*  practice  times  at  Monza  yesterday.  “1  don’t  know  anything  about  Ferrari’s  past."  he  admitted 


creative  writing.  “Look  at  the 
sky  Gerhard.  It  is  the  only 
thing  bigger  than  you." 

Yet  they  are  intolerant  of 
failure,  scathing  when  as¬ 
sumptions  of  superiority  are 
undermined.  Influenced  fay  a 
hysterical  press,  which  dis¬ 
torts  rumour  into  fact  on  a 
daily  basis,  they  are  the  instru¬ 
ments  of  needless  change. 

"The  pressure  is  always 
there,  it  really  is."  Irvine  said. 
"As  long  as  you’re  doing  well 
it’s  great  but  if  you’re  not,  well 
..."  His  wry  grin  rendered 
words  meaningless. 

Italy  instinctively  under¬ 
stands  the  grand  gesture,  the 
selfless  struggle  of  the  local 
boy  made  good.  Generations 
of  schoolboys  have  been 
weaned  on  the  heroics  of 
Francesco  Baracca,  the 
doomed  First  World  War  pi¬ 
lot,  whose  symbol  of  a  blade 
prancing  horse,  which  deco¬ 
rated  the  plane  in  which 
he  died,  was  adopted  by 


Enzo  Ferrari  as  a  mark  of 
respect 

The  life  of  Ferrari,  the 
Commendatore.  has  been  re¬ 
written  as  a  morality  play.  He 
was  invalided  out  of  the 
Somme,  where  he  tended 
mules,  and  was  refused  work. 
Legend  depicts  him  weeping 
with  shame,  lingering  in  a 
local  park  on  a  bitter  winter* 


day  and  promising  to  better 
himself.  Yet  mythology  masks 
reality.  He  used  people 
shamelessly  as  he  built  an 
empire  which  often  veered  on 
the  edge  of  implosion.  He  was 
a  manipulative  figure,  capable 
of  casual  cruelty,  and  took 
unashamed  delight  in  playing 
his  drivers  off  against  each 
other.  The  team  are  peren¬ 


nial  underachievers,  habitual¬ 
ly  governed  by  committee  and 
plagued  by  the  type  of  political 
in-fighting  that  encourages 
mediocrity. 

Yet  Schumacher  dares  to  be 
different  He  refuses  to  pay 
homage  to  history,  and  is 
openly  dismissive  of  embroi¬ 
dered  tales  of  dentine-do.  “I 
don't  know  anything  about 


PRACTICE  TIMES  (3.585  miles):  1. 
H-H  Frentzen  (Gar)  WBI  lams -Renault. 
Imin  33.991  sec  (average  speed. 
247312  kmph),  2.  J  VBIeneuve  [Can) 
WHUams-Renault,  1.24.837;  3.  J  Aleai 
(Ft)  Benetton-Renault.  124.847;  4,  D 
Codthaid  (GB)  Mctaren-Mercedes. 
125.050;  5.  G  Fisfctiela  fit)  Joidan- 
Peugeat.  1-25.050;  6.  M  Hafainen  (Fin) 
McLaran-Mercedea,  125.096:  7.  J 
Trulli  (It)  Pfost-Mugen-Honda. 
125.317;  8.  E  Irvine  (Ire)  Ferrari, 
1:25240:  9,  R  Schumacher  (Ger) 
Jofdan-Peugeot.  1:25  422:  10.  J 
Magnussen  (Den)  Stewart-Ford. 
1:25  488;  11.  G  Berger  (Austria) 
BenertorvftenaUt  125.559;  12.  J  Her¬ 
bert  (GB)  Sauber.  125  B45,  13.  M 
Schunachar  (Get)  Ferrari.  126224; 


14.  P  DWz  (Br)  Airows-Yamaha. 
126.246:  15.  R  Barrichelto  (Br)  Stew- 
art-Fod.  126.421;  16,  □  Hit  (GB) 
Airows-Yamaha.  126.502,  17.  M  Sato 
(Fin)  TyrreU-Ford.  126.608;  18,  G 
MorbidelN  (It)  Sauber,  1:26.896:  19,  S 
Nakano  (Japan)  Prost-Mugerc+ionda, 
126  727;  20,  J  Veratappen  (Ho#) 
Tyrred-Ford.  126.755;  21.  u  Kateyama 
(Japan)  Mhard-Hart.  126891;  22.  T 
Marques  (Br)  Minardi- Hart,  1 28.388. 

LATEST  WORLD  CHAMPIONSHIP 
POSmONS  (after  12  ol  17  rounds): 
Drivers:  1  M  Schumacher  (Ger)  66pts. 
2  J  VBIeneuve  (Can)  55, 3  H-H  Frentzen 
(Ger)  23.  4  J  Alesi  (Fr)  22.  5  G  Berger 
(Austria)  21,  6  E  Irvine  (GB)  18,  f  0 
Pan  is  (Fr)  15.  equal  8  M  HakWnen  (Fin), 


D  Coufthard  (GB).  G  Fisicheta  (It)  and 
J  Herbert  (GS)  14.  12  R  Schumacher 
(Gw)  11.  13  D  HB  (GB)  7.  14  R 
Banfcheiro  (Br)  6. 15  A  Wurz  (Austria)  4, 
16  JTrufB  Ot)  3. 17  M  Sato  (Fin)  2,  equal 
18  S  Nakano  (Japan)  and  N  Larini  (It)  1 . 


Constructors:  i,  Ferrari  84pts;  2, 
Wiliama-Renault  78;  3,  Be  nett  on- Re¬ 
nault  47)  4,  McLacen-Mercedes  28:  5, 
Jod an- Peugeot  25:  8.  Prost  Mugen- 
Monda  20;  7,  Sauber-Petranas  15;  8. 
Arrows-' Yamaha  7;  9,  Stewart-Ford  6; 
10,  Tvrrell-Ford  2 

REMAINING  GRANDS  PRIX:  Tomor¬ 
row;  Italian  (Monza)  Sept  21:  Austna 
(A-l  Ring).  Sept  28:  Lutembowg 
(Nurtiurgnng).  Oct  1 2:  Japan  (Suzuka) 
Oct  26:  Eurcpe  (Jerez). 


Ferrari’s  past,"  he  admitted. 
“Probably  I  will  understand 
much  more  when  I  am  older, 
once  I  am  our  of  the  business." 
The  unspoken  conclusion,  rhat 
emotion  is  excess  has  gage, 
may  verge  on  heresy  but  it  is 
the'key  to  his  season. 

Pressure  comes  in  different 
forms.  Damon  Hill's  sixteenth 
place  suggested  he  was  divert¬ 
ed  by  the  prospecr  of  complet¬ 
ing  a  move  to  the  Prost  team. 
Schumacher,  by  contrast,  was 
visibly  at  ease  with  the  respon¬ 
sibility  of  protecting  his 
championship  lead. 

Should  he  engineer  Fer¬ 
rari’s  first  world"  title  since  ’ 
Jody  Scheckter  won  in  1979,  he 
will  have  broken  the  mould. 
The  old  ways,  of  bluff  and 
bluster  and  diride  and  rule, 
will  be  forever  tainted.  It  will 
be  a  long-awaited  success  for 
multinationalism. 

Schumacher  embodies  Teu¬ 
tonic  efficiency;  Jean  Todt,  the 
team  manager,  employs  Gal¬ 


lic  cunning;  and  Ross  Brawn, 
the  technical  director,  repre¬ 
sents  the  analytical  traditions 
of  the  British  motor  racing 
industry.  The  Italian  charm, 
and  the  cash,  is  supplied  by 
Luca  di  Montezemelo,  the 
chairman,  who  returned  to 
Ferrari  after  organising  the 
1990  World  Cup. 

"It  could  be  that  the  sport  is 
on  the  cusp  of  another  period 
of  Ferrari  domination," 
Scheckter  says.  "Montezemelo 
made  the  money  available  for 
it  to  happen.  Todt  put  the 
infrastructure  there,  and 
Schumacher  has  put  it  all 
together.  This  year  could  be 
just  the  start" 

Such  statements  stimulate  a 
dangerous  sense  of  anticipa¬ 
tion  in  the  makeshift  campsite 
which  scars  the  park  The 
tifosi  are  impatient  impulsive. 
They  demand  nothing  but  the 
best  Nothing  but  victory  in 
the  only  race  that  really 
matters. 


EQUESTRIANISM 


O’Connor  makes 
light  work  of 
testing  dressage 


By  Jenny  MacArthuR 


DAVID  O'CONNOR,  a 
member  of  the  United  States 
silver  medal-winning  team  at 
the  Olympic  Games  in  Atlan¬ 
ta,  took  the  lead  ar  the  three- 
quarters  stage  of  the  dressage 
phase  of  The  Blenheim 
Vauxhall  Monterey  Interna¬ 
tional  Horse  Trials  yesterday 
after  a  superb  test  on  Joseph 
Zada's  II -year-old  gelding, 
Ughtfoot. 

The  35-year-old  Virginian, 
who  won  at  Badminton  in 
May  on  Custom  Made,  has  a 
Z.*l-point  lead,  ahead  of  Mark 
Todd,  the  dual  Olympic 
champion  from  New  Zea¬ 
land,  on  Word  for  Word. 
Katie  M  each  am.  the  over¬ 
night  leader,  had  dropped  to 
third  place,  with  Owl  Creek. 

Ughtfoot,  on  which  O'Con¬ 
nor  was  in  the  lead  at 
Lexington  earilier  this  year 
until  he  incurred  ten  penalty 
points  in  the  final 
showjumping  phase  —  allow¬ 
ing  his  wife,  Karen,  to  win  on 
Worth  the  Trust  —  was  one  of 
three  rides  that  the  American 
had  available  for  the  Open 
European  championships, 
which  start  on  Thursday  at 
Burghley.  » 

Having  plumped  for  Cus¬ 
tom  Made  for  the  champion¬ 
ships.  with  Giltedge,  the 
horse  on  which  he  gained  his 
Olympic  medal,  as  his  re¬ 
serve  horse.  O’Connor  decid¬ 
ed  to  bring  Liehrfoot  to 
Blenheim.  Despite  a  hazard¬ 
ous  start  to  his  international 
career  —  the  horse  was  run 
over  by  ambulance  on  the 
cross-country  course  at  the 
Boeketo  event  in  Holland  two 
years  ago  —  he  has  become 
one  of  die  most  reliable 
performers. 

Having  underlined  his 
form  with  a  fine  performance 
in  finishing  fourth  at  the 
Scottish  championships  at 


Thirlestane  last  month. 
O'Connor  .  a  stylish  and 
determined  rider,  will  be  hard 
to  dislodge  in  the  influential 
speed  and  endurance  phase 
tomorrow.  Karen  O’Connor, 
who  has  been  named  with  her 
husband  on  the  United  States 
team  for  the  European  cham¬ 
pionships,  is  in  twelfth  place 
on  Worth  the  Trust 

Todd,  who  is  in  third  place 
behind  his  compatriots.  An¬ 
drew  Nicholson  and  Blyth 
Tait  in  the  FEI  world  three- 
day  event  rankings,  was 
deUghted  with  his  test  on 
Word  for  Word.  Aged  eight 
the  New  Zealand-bred  thor¬ 
oughbred  is  one  of  the  youn¬ 
gest  horses  competing  and  the 
cross-country  tomorrow  will 
be  his  sternest  test  so 
far. 

However,  the  course,  de¬ 
signed  by  Mike  Etherington- 
Smith,  who  will  design  the 
Olympic  course  at  Sydney  in 
2000,  has  taken  Todd  by 
surprise.  "I  particularly 
brought  this  horse  to  Blen¬ 
heim  because  he’s  very  accu¬ 
rate  and  I  thought  that  the 
course  would  be  similar  to  last 
year."  he  said.  “Now  I  find  it's 
much  more  of  a  straightfor¬ 
ward,  galloping  course.  I  just 
hope  it  suits  him.” 

Other  good  tests  yesterday 
came  from  Owen  Moore,  of 
Great  Britain,  on  Prime  Con¬ 
tender.  who  was  fourth,  and 
Ian  Stark,  a  leading  member 
of  the  squad  for  the  champion- 
ships  next  week,  who  was  fifth 
on  The  Moose.  After  two  falls 
in  recent  weeks,  the  selectors 
will  be  anxiously  watching 
Stark's  performance  over  the 
28-fence  course  tomorrow. 

STANDINGS  (at  Dwe-quarwre  stage  ol 
dressage)1  1.  UghUoot  (D  O  Connor.  US) 
4fl  a  2.  Ward  lor  Word  fM  Todd.  NZ)  49  ft 
3.  Om  Creel,  ik  Meaehajn.  GB)  49.fr  4. 
Prime  Con  lend®  io  Moore)  S02:  5.  The 
Moose  (1  SfflK  GB)  512  0.  WBam  HA  (N 
McDonneKl  52.6. 


GOLF:  THREAT  OF  LEGAL  ACTION  BY  MARTIN  AND  CONTROVERSY  OVER  GREENS  SOURS  ATMOSPHERE 


Long,  hard  European 
season  ends  in  acrimony 


The  end  of  summer  has 
been  a  difficult  time  for 
the  PGA  European 
Tour  these  past  few  years. 
With  the  row  this  week  be¬ 
tween  Miguel  Angel  Martin 
and  the  Ryder  Cup  committee 
overshadowing  the  deplor¬ 
able  state  of  the  greens  here  in 
Crans,  where  the  European 
Masters  is  taking  place,  this 
summer  has  been  no 
different. 

In  1994.  Nick  Faldo  an¬ 
nounced  that  he  was  leaving 
his  home  on  the  continent  to 
compete  more  in  the  United 
States.  He  was  going,  he  said, 
because  of  the  uneven  quality 
of  the  courses  in  Europe.  He 
was  also  unhappy  about  the 
putting  surfaces  on  many  of 
the  greens. 

The  autumn  of  1995  was 
marked  by  Jose  Maria 
Olaz&baf’s  withdrawal  from 
competitive  play  with  a  foot 
injury  that  was  later  diag¬ 
nosed  as  a  hernia  on  the  base 
of  his  spine.  Two  years  ago, 
almost  to  the  week.  Olazabal 
withdrew  from  the  Ryder  Cup 
team  saying  he  was  not  fit 
enough  to  play  36  holes 
in  a  day. 

At  the  end  of  August  _ 

and  the  beginning  of 
September  1996  the 
professionals  who 
competed  in  the  One  2 
One  British  Masters 
at  Collin  gtree  were 
presented  with  greens  of  poor 
quality  that  looked  blue.  Once 
again  there  was  an  outcry  and 
the  European  Tour 
apologised. 

A  year  on,  Colin 
Montgomerie  and  Nick  Faldo 
could  not  conceal  their  dis¬ 
may  when  they  reached 
Crans.  Heavy  rain  had  caused 
the  greens  to  become  water¬ 
logged  and  then  there  was  a 
disagreement  between  the 
European  Tour  and  local 
greenkeeping  staff  as  to  the 
remedial  treatment  that  was 
needed. 


JOHN  HOPKINS 


on  the  dog  days  of 
a  golfing  summer 


“They  are  the  worst  greens  I 
have  ever  seen,"  Mont¬ 
gomerie  said.  Faldo  even  mis¬ 
chievously  suggested  playing 
the  course  from  the  greens  to 
the  tees. 

The  leading  players  receive 
considerable  financial  induce¬ 
ment  to  appear  in  tourna¬ 
ments  such  as  this  one  and 
thus  have  an  obligation  not  to 
complain  too  much  in  public. 


‘Els  thinks  the  tour 
is  going  backwards* 

But  Faldo's  patience  was  test¬ 
ed  to  tiie  limit,  as  was 
Montgomerie’s,  because-  he 
felt  there  had  been  little 
improvement  since  1994.  Re¬ 
cently  Ernie  Els,  who  hails 
from  South  Africa,  said  that 
he  thought  the  European 
Tour  was.  if  anything,  going 

backwards. 

"Whatever  the  system  is 
now  it  is  not  working,”  Faldo 
said.  “We  have  got  to  review 
the  system.  We  said  this  last 
year.  I  would  like  to  think  they 
would  do  something  about  it 
Ken  I  Schofield]  has  done 


a  great  job  increasing  the 
money  but  we  want  to  play 
on  better,  tougher  courses." 

As  if  this  was  not  enough 
for  Schofield,  the  executive 
director  of  the  PGA  European 
Tour,  and  John  Pa  ram  or.  the 
director  of  this  tournament, 
there  was  also  the  threat 
hanging  over  the  Ryder  Cup 
committee,  or  which  Schofield 
is  an  ex-officio  member,  posed 
by  Martin’s  threatened  legal 
action. 

Martin,  who  was  dismissed 
from  the  Europe  Ryder  Cup 
team,  is  tiyjng  to  be  reinstated 
and  there  is  even  hyperbolic 
talk  of  an  injunction  to  stop 
the  competition  from  going 
ahead 

Yesterday  was  the  day 
when  Martin  was  due  to  test 
his  injured  wrist  with  some 
light  chipping  practice.  He 
has  entered  the  British  Mas¬ 
ters  tournament  the  week 
after  next  and  he  is  clearly 
belligerent 

Schofield,  though,  is  re¬ 
laxed.  The  Ryder  Cup  com¬ 
mittee’s  lawyers  say  that  there 
is  little  chance  of  such  an 
injunction  being  successful.  It 
is  mare  likely,  Schofield  said, 

_  that  compensation 

wili  have  to  be  paid 
for  loss  of  income  to 
Martin. 

“We’ve  got  to  move 

— _  on."  Schofield  said. 

“We  have  got  to  have 
the  captain  and  his  men 
in  position  at  Valderrama 
about  6pm  in  two  Mondays' 
time.  We  cannot  delay  any 
further." 

Hardly  were  those  words 
out  of  his  mouth  than  there 
came  news  of  an  incident 
between  two  caddies  on 
Thursday  night  that  ended 
with  a  fight  and  a  stabbing. 

As  a  result,  one  ended  in 
hospital,  die  other  in  court 
and  was  being  held  in  custo¬ 
dy.  Both  will  he  banned  from 
tbe  tour.  The  dog  days  of 
summer,  indeed. 


Montgomerie  adds 
walkout  threat 
to  course  attack 


By  Our  Sports  Staff 


COUN  MONTGOMERIE  is 
not  the  most  patient  of  men  at 
the  best  of  times,  but  the  state 
of  the  course  at  Crans-sur- 
Sierre  is  testing  his  patience  to 
the  limit.  After  a  round  of  72, 
one  over  par.  that  left  him 
languishing  eight  strokes  be¬ 
hind  the  leader  of  the  Canon 
European  Masters  —  another 
Scot,  Scott  Henderson  — 
Montgomerie  said  that  he  was 
ready  to  walk  out  of  the 
tournament. 

“Do  y.ou  want  the  truth?"  he 
asked,  with  an  answer  ready, 
just  in  case.  "If  I  didn't  have  a 
contract  to  be  here.  I  would 
have  gone  home  as  soon  as  i 
saw  this.  1  haven’t  made  up 
my  mind  whether  I  go  home 
now  or  not.  One  thing  I  don’t 
like  doing  in  my  fife  is  waiting 
my  time.  1  am  wasting  my 
time  right  now.” 

His  mood  was  not  helped  by 
a  letter  given  to  all  players 
from’Gastan  Barras.  the  presi¬ 
dent  of  the  tournament's 
organising  committee,  regret¬ 
ting  the  stote  of  the  greens  and 
saying  it  was  the  fault  of  his 
staff.  “Just  another  excuse." 
Montgomerie  said  dismiss- 
ively. 

His  disgust  at  the  course  in 
Switzerland  is  shared,  to  a 
greater  or  lesser  degree,  by  all 
the  players  taking  part  in  the 
event,  but  while  Nick  Faldo 
had  called  the  greens  the 
worsr  he  had  ever  seen,  he  was 
much  happier  yesterday  after 
adding  a  65  to  his  opening  66. 
On  11  under  par,  he  trailed 
Henderson  by  only  three  shots 
and  said;  “Winning  here 
would  be  a  nice  little  boost 
before  we  ger  ready  for  the 
Ryder  Cup.  I'm  a  little  sur¬ 
prised  to  be  11  under,  because 
the  ball  is  jumping  all  over  the 
show." 

Henderson,  from  Aberdeen, 
who  made  it  through  the 


qualifying  school  at  the  fifth 
attempt  last  year,  added  a  66 
to  his  first  round  62  for  a  14- 
under-par  total  of  128  that  was 
only  two  shots  outside  the  tour 
record  for  this  stage  of  a 
tournament.  “I’m  enjoying 
seeing  my  name  up  at  the  top 
of  the  leaderboard."  he  said. 
"I  wish  it  was  there  more 
often. 

“I  know  everybody  is  bitch¬ 
ing  about  the  greens,  but 
there’s  no  point  losing  it  there. 
Nobody's  going  to  go  through 
the  week  without  missing 
from  a  foot." 

Henderson  did  miss  from  IS 
inches  at  tiie  5th  yesterday,  but 
that  was  more  than  made  up 
for  by  his  six  birdies,  two  of 
them  on  tbe  temporary  greens 
being  used  at  the  6th  and  8th. 
Faldo  birdied  both  of  those 
holes,  too. 

Severiano  Ballesteros  was 
among  the  late  starters  and  he 
said  that  he  had  not  been  able 
to  get  to  sleep  until  2J0am 
after  a  succession  of  phone 
calls  asking  him  about  the 
expulsion  of  his  compatridt. 
Miguel  Angel  Martin,  from 
his  Ryder  Cup  side.Thls  is 
making  me  an  old  man," 
Ballesteros,  40.  said, 

Trish  Johnson,  the  holder, 
dosed  on  the  lead  with  a 
second  round  of  69  in  the 
French  Women's  Open  at 
Paris  International  yesterday. 
The  round  left  the  Briton  at 
one  under  par  on  143,  just  one 
stroke  behind  Karen  Lunn.  of 
Australia,  who  added  a  70  to 
her  opening  round  of  72. 

Johnson  and  Lunn  were  in 
the  same  threesome,  starting 
from  the  10th  tee.  Johnson 
overtook  the  Australian  when 
she  hit  three  birdies  in  a  row 
from  the  2nd  hole,  but  pulled 
her  seven  iron  into  the  water 
for  a  double-bogey  five  at  the 
short  6th. 

*Fi 


ROWING 

Redgrave 
ready  to 
augment 
gold  tally 

From  Mike  Rosewell 

ROWING  CORRESPONDENT 
fN  A1GUEBELETTE 

STEVE  REDG  RAVE  will, 
as  always,  be  "calling  the 
shots"  to  his  crew  mates  in 
the  British  coxless  four 
when  he  goes  for  his 
seventh  world  champion¬ 
ship  gold  medal  today. 
The  crew  'are  overwhelm¬ 
ing  favourites  and  did  not 
extend  themselves  when 
winning  their  heat  and 
semi-final. 

Their  coach,  Jurgen 
Grtibler,  caused  raised 
eyebrows  when  he  men¬ 
tioned  5min  43sec  as  a 
target  time.  Redgrave 
said:  “We  have  readied 
most  of  his  targets  in  the 
past" 

British  rowing,  general¬ 
ly,  has  more  than  readied 
its  target  with  13  of  the 
19-boat  team  in  finals  this 
weekend  —  a  result,  most 
admit,  of  the  E1.8  million 
lottery  grant  as  well  as 
dedication  and  natural 
ability. 

Tun  Foster,  No  3  in  the 
coxless  four,  said  yester¬ 
day:  "This  is  the  first  time 
J  will  leave  a  world  cham¬ 
pionships  without  won¬ 
dering  how  to  pay  for  it" 

Miriam  Batten,  who 
with  Gillian  Lindsay  lines 
up  in  the  women's  doubles 
final,  won  Britain's  first 
heavyweight  women's 
world  medal,  in  1991,  but 
was  going  to  retire  after 
the  Olympic  Games  in 
Atlanta.  Financial  help 
and  the  arrival  of  Mike 
Spracklen  as  coach 
changed  her  mind  and  the 
duo  have  realistic  medal 
hopes,  although  Germany 
are  the  favourites. 

Two  other  British  fours, 
apart  from  tiie  Redgrave 
crew,  are  medal  possibili¬ 
ties.  The  men’s  anted  four 
appear  capable  of  bronze. 
An  entry  of  only  six  crews 
in  the  women’s  coxless 
fours  led  to  a  straight  final 
today,  but  the  British 
crew,  winners  and  course 
record-holders  in  Lucerne, 
have  been  kept  basy  since 
they  are  also  in  the  wom¬ 
en’s  eights  final  tomorrow. 

Although  it  is  difficult  to 
visualise  any  gold  medals 
apart  from  the  men’s 


Redgrave  in  command 

coxless  four,  the  arrival  of 
a  series  of  bronze  will 
depend  even  more  than 
usual  on  "getting  it  right 
on  the  day". 

Many  British  qualifiers 
have  done  that  already 
this  week.  AH  three  eights 
have  excelled  and  the 
lightweight  men,  in  partic¬ 
ular,  are  great  scrappers. 
Sean  Bowden,  the  chief 
lightweight  coach,  said:  "1 
wouldn't  like  to  race 
them.” 

The  men’s  heavyweight 
eight  has  kept  pressure  on 
all  their  older  opponents 
and  the  women,  unraced 
before  last  Monday,  have 
been  a  revelation,  backing 
up  the  prediction  of  David 
Tanner,  the  team  manag¬ 
er,  that  they  would  prove 
“faster  than  calm  reason 
suggests". 

Guin  Batten,  the  sculler 
who  was  fifth  in  Atlanta, 
lines  up  adjacent  to  the 
Olympic  champion, 
Ekaterina  Khodotovjtch, 
from  Belarus,  today.  "I 
have  more  consistency 
and  there  are  more  people 
around  my  speed  this 
year,"  she  said.  Being  next 
lo  the  Olympic  champion 
could  help  her. 

Greg  Searle’s  appear¬ 
ance  in  the  men's  final  is 
more  than  even  he  had 
hoped  for  in  his  first  year 
of  sculling.  The  draw 
places  him  next  to  another 
converted  rower,  James 
Koven,  of  the  United 
States,  who  was  con¬ 
quered  by  Searle  in  the 
Diamond  Sculls  at  Hen- 
ey  Jane  Halt  Britain's 
lightweight  woman.  In¬ 
tends  to  enjoy  herself  as 
the  underdog.  “It  is  about 
who  has  got  it  mentally 
nght  on  the  day,"  she  said. 
“There  is  less  pressure  on 
me  than  the  others." 


the  times  Saturday  September  6  mi 
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Chris  McGrath  assesses  an  intriguing  contest  for  the  Prix  du  Moulin  tomorrow 

Spinning  World  can  eclipse  Arc  winner 


The  outstanding  miler  Spinning  World,  left,  and  Helissio,  the  Prix  de  I'Arc  de  Triomphe  winner,  are  the  leading  contenders  among  a  high-class  field  for  the  Prix  du  Moulin  at  Longchamp  tomorrow.  Photographs:  Ed  Byrne 


The  Emirate  Prix  du 
Moulin  is  named  in 
honour  of  the  old  wind¬ 
mill  that  lends  such  rustic 
charm,  in  a  Parisian  suburb, 
to  the  racecourse  at  Long- 
champ.  It  would  appear,  how¬ 
ever.  that  connections  of 
Helissio  have  taken  that  dan¬ 
gerously  to  heart  in  that  they 
are  surely  tilting  at  windmills 
by  running  him  in  tomorrow’s 
race. 

What  they  are  really  tilting 
at.  of  course,  is  a  windfall.  If 
their  middle-distance  champi¬ 
on  can  give  Spinning  World, 
the  crack  miler.  a  run  for  his 
money  over  his  specialist  dis¬ 
tance,  Helissio  will  add  im-. 
measurably  to  his  value  as  a 
stallion.-  It  is  a  magnificent 
gamble  —  and  a  rebuke  to  the 
craven  lack  of  adventure  that 
characterises  the  placement  of 
many  good  racehorses. 

Enrique  Sarasola,  the  bald 
Spaniard  who  owns  Helissio, 


takes  the  view  that  the  colt 
would  prove  nothing  by  blud¬ 
geoning  a  small  field  of  inferi¬ 
ors  in  the  Prix  Foy  —  the 
conventional  route  towards  a 
defence  of  the  Prix  de  I’Arc  de 
Triomphe  next  month. 

Equally,  Helissio  has  noth¬ 
ing  to  lose,  dropped  to  a  mile 


.  Asmussert:  patient 


for  the  first  time  in  his  career. 
His  principal  asset  is  the 
bravado  of  his  cruising  speed, 
but  —  should  he  be  outpaced 
—  it  would  be  as  forgivable  as 
triumph  would  be  unforgetta¬ 
ble. 

Anyone  contemplating  a 
bet.  however,  has  to  take  the 


Feslien  polished 


unromantic  view  that  Spin¬ 
ning  World  will  respond  with¬ 
out  mercy  to  his  impudent 
challenger.  He  will,  signifi¬ 
cantly.  have  a  little  help  from 
his  friends.  The  Niaruhos  fam¬ 
ily  is  again  running  the  useful 
sprinter.  Piperi.  who  effect¬ 
ively  “spoilt”  the  Prix  Jacques 
le  Marois  at  Deauville  last 
month  for  the  front-running 
Starborough. 

Piperi  can  likewise  be  ex¬ 
pected  to  hustle  Helissio  in  an 
anempt  to  prevent  him  relax¬ 
ing.  Starborough  finished  ex¬ 
hausted  at  Deauville,  and  the 
polished  Olivier  Pestier  must 
reach  new  heights  if  he  is  to 
preserve  Helissio's  partial  lar 
strength,  which  is  his  domi¬ 
neering  style  of  racing,  against 
his  particular  weakness.  For 
his  defeat  in  the  King  George 
VI  and  Queen  Elizabeth  Dia¬ 
mond  Stakes  at  Ascot  lasr  time 
out.  like  his  defeat  in  the  Prix 
du  Jockey-Club  at  Chantilly 


last  year,  resulted  in  parr  from 
a  failure  to  settle  as  others 
engaged  him  in  a  bruising 
battle  for  the  lead. 

Cash  Asmussen,  who  rode 
Helissio  at  Ascot,  must  now  be 
only  too  happy  to  honour  his 
commitment  to  Spinning 
World.  At  Deauville,  typically, 
he  waited  patiently  for  the 
drama  up  front  to  take  its 
inevitable  course  before 
pouncing  late  to  bear  Daylami 
with  total  authority  in  a  race- 
record  rime.  Spinning  World 
is  an  admirable  colt,  skilfully 
handled  by  Jonathon  Pease, 
and  can  (end  this  most  sport¬ 
ing  of  contests  an  appropriate 
lustre. 

His  Achilles’  heel,  as  he 
demonstrated  when  failing  in 
the  Lockinge  Stakes  at 
Newbury  in  the  spring,  is  that 
he  runs  with  most  zest  when 
fresh.  That  race  was  said  to 
have  come  too  soon  after  his 
reappearance  win  at  Saint- 


£loud.  one  has  to  trust  chat, 
after  a  three-month  break 
before  Deauville,  a  three- week 
interval  will  suffice  tomorrow. 

If  the  ground  were  to  dry 
out,  one  would  be  entitled  to 
look  to  Rebecca  Sharp,  trained 
by  Geoff  Wragg,  as  the  likeli¬ 
est  source  of  a  rum-up.  The 


Coronation  Stakes  winner's 
creditable  second  to 
Daneskaya  at  Deauville  came 
in  a  race  run  a  full  five  seconds 
slower  than  the  Jacques  le 
Marois:  the  much  stronger 
pace  that  is  guaranteed  here, 
combined  with  the  chance  to 
race  round  a  bend,  should  see 


her  reverse  form  uirh  the 
winner,  at  die  veiy  least. 

Tbe  other  British  raider. 
Bijou  D’lnde.  could  hardly 
find  a  less  friendly  reception 
on  his  comeback:  he  injured  a 
tendon  when  brought  down  in 
the  Dubai  World  Cup  and  has 
been  off  the  course  since.  Bui 
his  stablemate.  Double 
Eclipse,  provides  an  inspiring 
example  of  a  gradual  return  to 
topKtlass  form  after  severe 
training  problems  —  and  can 
underline  the  continuing  supe¬ 
riority  of  British  stayers  in  the 
Prix  Gladiateur. 

He  will  be  joined  by  two 
more  British  challengers.  Or¬ 
chestra  Stall,  trained  by  John 
Dunlop,  and  Peter  Chapple- 
Hyam’s  Chief  Contender, 
among  the  seven-strong  field 
in  search  of  the  group  three 
prize.  Of  the  home  team, 
Stretarez,  three  times  a  winner 
this  term,  is  likely  to  offer  the 
greatest  ihreaL 


^ LONgCHAMP  TOMORROW 


GOING:  GOOD  TO  SOFT 


2.30  EMIRATS  PRIX  DU  MOUUN  DE  LONGCHAMP 

(Group  t:  MOl  .010: 1m)  (9  runners) 


1  (5l  123MB  BUOU  UMK  15?  (D.FJEJV  (J  Mtrrranl  M  XwOnn  IGBl  4-^2  .  ..  JWeawx 

2  (81  122-141  SPWHH3  WWW)  21  (CO/ AS)  (NuuJids.  F*r.»  J  Past  4-9-2  ..  C  Asmssw 

3  PI  113-1)3  HaJSS»  43  (BECTAS)  (£  £  LdtMCtr  4-9-2  OFtefcr 

4  (6)  26-3321  DANESXAYA  35  JD,6)  (Hans  iTEftteni  A  Faere  4-8-13 . ..  _  .  AJri. 

5  PI  12-1132  DAYLAMI  21  (CD.&S)  (Ml  Nja  Wen)  A  de  Roya-0«*re  W-11  ...  .  G  Merest 

C  (4)  -1413  HBJTU.Y  21  (DBS)  tMn*  P  de  Moutar)  A  Fteie  3-8-1 1 .  TJand 

7  (I)  -621516  PFB821  (DflS)  (Narflms  FjmiM  JPe«  3-B-ll . FSancte 

8  (2)  00-1 145  CLASSIC  PAW  39  (D.6J5)  (Mrs  S  fenni  A  P  OUriai  dn)  3-8-8  .  .  JReM 

9  (9)  2-10162  REBECCA  SHARP  35  fflfJS)  lA Oppetemo}  6  Wragg  (SB)  3-8-8  ..  MHfe 


BETTBter  M  Stnmng  Wald,  (hpen  (BMfed).  2-1  HriBsm.  7-2  (Bytara.  8-1  tefaera  Step.  12-1  tattkan. 
(4-1  Neu3iy  16-1  6*w  Dim*.  30-1  Ctjsacfat 

199&  ASMCAI/M  3+11  6  MchS«  (4-5  4  df  (teyer^ic  9  «i 


Irish  control  Moyglare 


MONDAY:  Batti  (tirsl  race.  2.00), 
SouthweU  (AW.-215). 

TUESDAY:  Leicester  (2.15),  lingfleW 
Park  (AW.  3.00) 

WEDNESDAY:  Doncaster  (DJ.  1 30). 
Kemptan  Pak  (1.45).  Exeter  12-20) 
THURSDAY:  Doncaster  (C4.  2.05). 
Chepstow  (2.15).  Newton  Ahfac* 
(2.25). 

FRIDAY:  Doncaster  /C4.  1.30). 

Goodwood  {BBC.  210).  Worcester 

(220). 

SATURDAY:  Doncaster  {C4.  2.00). 
Goodwood  {BBC.  2  15).  Bangor  (2 1C*. 
Worcester  1225). 

Flat  meetfnps  inbotel 


□  Compton  Place,  withdrawn 
from  yesterday's  Haydock 
Park  Sprint  Cup  because  of 
soft  ground,  could  run  in  The 
Racai  Diadem  Stakes  at  Ascot 
later  this  month,  his  trainer, 
James  Toller,  said. 


THE  withdrawal  of  Bahr  and 
Crazee  Mental,  the  intended 
British  challengers,  has  left  an 
all-Irish  field  for  the  group  one 
Moyglare  Stud  Stakes  over  six 
furlongs  at  the  Curragh  to¬ 
morrow.  The  trainer  of  Crazee 
Mental,  Derek  Haydn  Jones, 
reported  that  his  filly,  runner- 
up  in  die  Queen  Mary  Stakes 
at  Royal  Ascot  and  the  Cheny 
Hinton  Stakes  at  Newmarket, 
had  not  recovered  from  the 
injury  that  denied  her  a  run  in 
the  Lowther  Stakes  at  York 
last  month. 

“She  still  has  a  slight 
haematoma  on  her  shoulder 
front  die  accident  she  had  in 
the  stables  at  York,”  the  Ponty¬ 


pridd  trainer  said.  “We  have 
been  monitoring  it  day  by  day. 
It  has  dti  per  cent  disappeared, 
but  she  has  missed  two  pieces 
of  work,  so  she  will  go  to 
Newmarket  instead.” 

Aidan  O'Brien  trains  five  of 
the  remaining  12  runners  in 
the  IrUSQ.OQO  race,  headed  by 
Hee  remandi.  a  creditable 
third  in  the  Prix  Momy  on  her 
latest  start. 

Con  Collins  runs  Lady  Alex¬ 
ander.  the  winner  of  the 
Molecomb  Stakes  at 
Goodwood  last  time  out.  She 
gained  the  distinction  of  being 
the  only  horse  to  beat  O'Bri¬ 
en*  2.000  Guineas  joint-fa¬ 
vourite.  King  Of  Kings,  «  hen 


successful  in  the  Anglesey 
Stakes  in  July.  Jim  Bolger. 
whose  Priory  Belle  gained  a 
rare  home  win  in  the 
Moyglare  two  years  ago.  is 
represented  by  recent 
Leopard  si  own  winner  Re¬ 
markable  Style. 

There  is  British  interest  ip 
the  group  three  Trusted  Part¬ 
ner  Matron  Stakes  over  a  mile 
in  which  David  Elsworth.  the 
Whitsbury  trainer,  runs 
Supercal.  third  over  course 
and  distance  in  the  Desmond 
Stakes  last  month.  The  filly's 
main  rivals  appear  to  be  Tout 
A  Coup,  the  winner  of  a  listed 
race  at  Cork  last  month,  and 
Clerio,  a  French  challenger. 


Fitzgerald  faces  three-week  break 


MICK  FITZGERALD  yester¬ 
day  revealed  that  he  faces  a 
three-week  spell  on  the  side¬ 
lines  after  being  knocked  out 
at  Fontwell  Park  on  Thurs¬ 
day,  and  not  one  week  as  was 
originally  thoughL 

The  jump  jockey  will  be  out 
of  action  until  September  25 
after  being  rendered  uncon¬ 
scious  when  his  mount  Green 
Buck  fell  in  the  opening 
selling  hurdle.  *T  was  out  for 
three  minutes  and  the  rule  is 
that  if  you  are  out  for  more 
than  a  minute  you  are  stood 
down  for  21  days,”  Fitzgerald 
said  yesterday. 

“They  actually  wrote  seven 
days  in  my  medical  book,  but 


I  knew  it  would  be  21  days. 
They  rang  me  on  my  way 
home  to  say  they  had  got  it 
wrong  and  Dr  Michael 
Turner  spoke  to  me  this 
morning." 

Similar  confusion  arose 
over  the  length  of  time  Tony 
McCoy  was  unconscious  after 
a  fall  at  Uttoxeter  last  spring, 
eventually  ruling  the  champi¬ 
on  jockey  out  of  riding  in  the 
Grand  National. 

“I  don’t  feel  too  bad  today.” 
the  Irishman  said.  “Although 
obviously  I  have  got  a  bit  of  a 
headache!  I  have  been  quite 
fortunate  in  tbe  sense  that  my 
own  stable,  that  of  Nicky 
Henderson,  doesn’t  have  too 


many  horses  to  run  at  the 
moment  1  just  hope  this  will 
be  my  last  ‘holiday’  of  the 
season." 

Fitzgerald  made  the  news 
last  month  when  he  rode  nine 
successive  winners — just  one 
short  of  the  record  for  a  jump 
jockey.  “After  niy  good  start  I 
thought  I  could  be  in  for  a 
good  season  if  I  stayed  injury- 
free.-  he  said.  "But  you  never 
can  tell  in  this  game." 

Jockey  Club  press  officer 
John  Maxse  admitted  yester¬ 
day:  “While  making  his  rou¬ 
tine  report  to  the  Jockey  Club 
the  racecourse  medical  officer 
on  duty  at  Fontwell  realised 
that  he  should  have  stood 


Fitzgerald  down  for  21  days, 
rather  than  seven,  after  Fitz¬ 
gerald's  fall  that  afternoon 
when  the  rider  had  been 
unconscious  for  a  period  of 
four  minutes. 

“Fitzgerald  was  contacted 
last  night  by  the  racecourse 
medical  officer  and  informed 
of  (he  correction." 

□  The  future  of  a  project  to 
establish  a  new  racecourse  for 
the  year  2000  must  overcome 
an  important  hurdle  next 
week.  The  development  of  a 
site  at  Pembrey,  on  the  South 
Wales  coast,  will  be  discussed 
by  members  of  the  British 
Horseracing  Board  (BHB)  on 
Tuesday. 


ART  GALLERIES 
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344  4444/420  00®  (+  “9^ 

CroupsAWWpJ 

4166C'75MU333V4S&L8& 

GREASE 

nowwjts 

5TH  FANTASTIC  YEARl 

Stoning  LUKE  GOSS 
“A  Monster  HR"  PMnTc* 

tfay&f  7  JCpm  Wed  &  Sa  roi  jF” 

MOW  BKG  INT0 1 998!_ 


COMEDY  01 713©  1731 
E«s6.MalsY«?<lJ3Sal5 

"FULL  OF  SUSPENSE 

We  are  L?pr  'jjessr*}  nfl 

PAUL  NICHOLAS 
SUSAN  PENHAUGON 

7eo  lemlt  periwmanees  P  Exp 

THE  MYSTERIOUS  ItiOOVE 

“A  powerfully  dranteic  psycho  - 
logical  thrtfer  wMeb  keeps  you 
hooked  throughout"  D  Td 

Tc<fey  a(  5  ard  6 _ 


CRITERION  3©  1737;344  4444 

REDUCED  SHAKESPEARE 
COMPANY  in 

TIC  COMPLETE  WORKS 
OF  WILLIAM 

SHAKESPEARE  (Abridged) 
All  47  Play*.  r>  97  Wooes 
“rtlartoue"  Tunes 
MaisThJ3l3.&4ol5 
Sunaf  4  Evesjlfyri 
THE  COMPLETE  HISTORY  OF 
AMERICA  (abridged) 
Tuesday  a  8pm 
Now  Booking  to  Jen  9B 

Alfl  CONDITIONED  THEATRE 


OOM1MON  Co  71  656  iM&OMu 
203020/099020103010171  «0C CW 
(t*gieci  6*te0l71  416  6096/ChTl 
313  (59'/06006l49ftJ 

London  has  fallen  bi  tove  with 
DTSNEY5 

BEAUTY  AND  THE  BEAST 

THE  NEW  HIT  MUSICAL 
**AN  ENCHANTED  EVENING  - 
GENUINELY  GLORIOUS"  0  fei 
”A  FEAST  OF  GOOD  BJN"  D 

Mor^-Sa  7  30  Wed  S  Sa  Mais  230 
Sairtay  irolte  wnce»e.j 
TOBthddsn  conisd  place  el 
ptftfiaa _ ’ 


DRURY  LANE  THEATRE  ROYAL 

SS  CC  |BK|  tee)  24hr  7  Oar:  01 7 1 494 
50IKV344  4444, -'30  0000  Qpe 
5454413  321 V3I2  Wi> 

MISS  SAIGON 

"THE  CLASSIC  LOVE  STORY 
OF  CUR  TIME” 

NOW  IN  ITS 

ETH  EXTRAORDINARY  YEAR) 
Euk.  7  45  Mai'.  Wed  A  Sal  3pm 
Good  seais  avafl  for  Wed  fifat 
i  some  peris -apply  8.O. 
FOB  TELEPHONE/'POSTAL 
BOOKINGS  &  PERSONAL 
CALLERS 

0171  4345060  (BKG  FEE) 
*NB  Sal  mat  cancaHed  -  Tlckei 
hoMors  contact  Box  Office  tor 
details* _ 


DONMAR  WAREHOUSE  369 
1733 

ENTER  THE  GUARDSMAN 

THE  AWARD- WINNING 
MUSICAL 

11  sepi  -  iec*ci 

MorvSv 7  £l  MaKrtUdASa(3 


DUCHESS  BCKt  0171  494  5075 
lnot*glW)ff  0171  344  4444.' 
MCOXt  Metre) 

Royal  Shakespeare  Company 

THE 

HERBAL  BED 

Pole!  WheUTi  ?  acnJrritJ  pav  j 
lev?  aery  a  noa  irrUte'  and  a 

rixntcrm  i*aiu 

THRttUNG-.FAR  AND  AWAY 
THE  BEST  THING  IN  THE  WEST 

END '  ?  Tinei. 

MC'ivSai  7  j0  Mas  Wed  &  Sai  i00 

NOW  BOOKING  TO  4  OCTOBER 
'NB  Sat  Mat  cancelled -Ticket 
hoideTS  contact  Box  OWee  tor 
detaBs* 


DUCHESS  BO-<X0171  494  3075 
inC't*.gteeicOi7i  >44  4444; 

430  (t*g  reel 

Hoyal  Shakespeare  Company 

THE 

HERBAL  BED 

PeiHWhdtiriiwawaliiptey  a 
tew  aorr  a  f/teral  Wei  3no  a 
toulrocm  ctarvo 

THRHUNG.-FAR  AND  AWAY 
THE  BEST  THING  IN  THE  WEST 

END  S.Tmas 

Mon-Sal  7  30  Met- Wed  SS*  3  00 

NOW  BOOKING  TO  4  OCTOBER 


FORTUNE  803  CC  0177  336 

NOW  IN  ITS  OTi  HIT  YEAR 
ROBERT  DAVID 

DEMEGER  POLLAN 

Steal  HUTs 

THE  WOMAN  IN  BLACK 

Fii&m  By  Si9pt»n  LataWD 
-•The  most  ftrtfltag  and  chtUhig 
play  for  years"  D  Mai 
Mi/vSaPim 
MalS  lues  3pm 
Md?nT»ia/a4pm 
Running  Hme2hra _ 


To  advertise 

in 

ENTERTAINMENTS 
Tel.  0171  680  6222 
or  lax..  0)71  451  931o 


GARRICK  0I7»  494  5X57312  T9£CV 

waternotmea) 

Groups  0171  54S4 

Winner  of  19  Major  Awards 
The  Royal  National  Theatre 
Production 

P0>  SUZANNE 

DONAGHY  BERTTSH 

BARRY STANTON 

jBPnedJev's 

AN  INSPBCT0R  CALLS 

•THR1UiNG_MUST  BE  SEEN” 
DMM 

TWO  HOURS  OF 
ENTHRALLING,  VISUALLY 
STUNNING  DRAMA-P  Tel 

t*xvFn  7  45.  lcdayS.15. 

Wed  null;  30 

No  pert  Today  5  OCiptr _ 


GIELGUD  «?U  6634  cc  344  4444 

THE  REDUCED 
SHAKESPEARE  COMPANY 

Brand  New  Show 
THE  BIBLE 

THE  COMPLETE  WORD 
OF  GOO  (abridged) 
"Aretemtaasty  enjoyable  romp" 
Guareiai 

"These  tew  bds  are  In  a 
league  at  the*-  own”  0  Mai 
Em  Efim  Mats  Wed  Sa  5pm 

UKfTED  SEASON 


HAYMARKETSQQHsXKnotaqtee] 

Eves  7  45  Mat  Thur  3  &  Sa  J 
THE  PETER  HALL  COMPANY 
MARTIN  SHAW  'A  Jpy"  W  Pusi 
Kale  O'Maa  Kjm  Tltntscn 

SimoriWaJ  Mcfasl  Denson 

DuioeGrav  Vtiaia  Hasted 

OSCAR  WIDE'S  MASTERPIECE 

AN  IDEAL  HUSBAND 

“GREAT  AND  GLORIOUS"  SJms 

70d^aMJKl745  _ 


HER  MAJESTY  S  £«■  494  MOO 
Ibkg  tesi  Ci  344  4444/co  0000  Heel 
Gips  4^4  54S4/413  331  VOS  5563 

ANDREW  UOYD  WEBBER? 
AWARD  WINNING  MUSICAL 

THE  PHANTOM  OF  - 
THE  OPERA 

DiWiedbyHARCllD  PRINCE 

NOW  BKG  TO  MAY 9B 
Em  7  4S  Msis  Wed  &  Sa  3  00 
Apply  Id  to  OHki  daly  K*  rewiK 

*NB  Sal  mal  cancelled  -  Ticket 
holders  canted  Box  Office  tor 
details*  _ 


LONDON  PALLADIUM  BOiCC 
017 1  494  5CC0/344  4444 
(£1 43  serv  ehg)  4200000 
GrpsouiwsAsaTiaawo 

BARRY  HUMPHRCS 
STARS  ASF  AGIN 

OLIVER! 

3RD  IRfCPRESSIBLE  YEAR 
•LIONEL  BARTS  MASTERPIECE 
YOU  CANT  ASK  FOR  MORE" 

STirr-es 

Eves.  7  30  Mate  Wed  S  Sa  2  30 

SOME  GOOD  SEATS  AVAIL 
NOW  FOR  WEEKDAY  PERFS 
•NB  Sat  mat  cancelled  -  Ticket 
holders  contact  Box  Office  lor 


LYCEUM fc-0J71 666  JBD6 
0990  bXi  8®y344  4444.'420  CCOUftteg 
t«|Gfpi  418  6076 

TIM  FBCE* 

ANDREW  LLOYD  WEBBSTS 

JESTS  CHRIST 
SUPERSTAR 

“Sends  shivers  rac/ng  down  die 
sptae"  DTsJegwpb 
Eves 7 <5  MasWedSSal3 
(r»  6kg  lea  tor  personal  caters  a  Ihe 
Lycean  to*  ofltae  IftafttOpnv) 

D5  BrtBis  tft  aucbm  aval  Mw-Tbu 
are  tocAabte  o  advance 
Now  booking  to  March  1998 
Some  seals  al  Man*  Fit 
Eafurday  rrwfiriee  carcefcd 
TdffltfioUei?  ptease  coitari  pt«  ol 
enchase  ‘ 


LYRIC  Shataiwv  4re  0t7i  494 
5045  ItttAg  teflJ/344  4444  (bAg  lee) 

SIAN  PHILLIPS 

smply  briteni  as  PAM  GEMS 

MARLENE 

Dnetled  by  KAN  MATHIAS 
Today  J(m&  7.45pm 

LAST  2  Pwtonrances  Today 


LYRIC  Shaftatw/  Ave  0171 4W 
6054/  430  0000  (bkg  fed) 
Gips0171 494  5454  0CO3614M3 

MADDffi 

A  Magical  New  Muslcaf 

FreMewsfrpmgSaptemtgr  _  _ 


To  advertise 
in 

ENTERTAINMENfTS 

Tel:  0171  680  6222 
or  tax:  0171  481  9313 


NATIONAL  THEA7RE  BO  0171 
928  22S2:  rips  0171  6»  0741 
34rr  ct  t*B  tee  0171  420  0000 
Please  mis  today’s  matinee’s 
have  been  cancelled 
OUVIEfl  Too  l  7 15  GUYS  AND 
DOLLS  based  cn  a  swv  rt  d«- 
aJere- ol  (tefixw  fltfTyfjn.  nrwEi:  and 
lyrvs  by  Frank  LOesMr.  book  fcy  Jo 
Swatog  aid  Abe  Burrows 
LYTTELTON  Tai  l  730  CHIPS 
WITH  EVERYTHING  tv  Arnold 
Wesker.  Man  7.3Q  AMY’S  VEW  d 
new  (Uy  by  Devil  Hare 
COTTESLOE  Ton'L  Mm  700 
WNG  LEAR  WMaro  Sh^jcspeere 


NEW  LONDON  Dray  Law  WC2  SO 
017?  405  0072  CC  01 71 4W  4079 
241w  0171  344  4444/4200000 
Grps  01 71  413  33UW36  6588  • 
T/C  ANDREW  UCTD  ttEBSER' 
TSFUDTlNTDWiTlONAi. 
AWARWfWMNGUUSCW. 

CATS 

Eves  7  45  Mate  Tue  A  Sa  3  00 
LATECOMERS  NOT  ADMITTED 
WHILE  AUDITORIUM  IS  W 
M*DT)ON.  PLEASE  BE  PRCAPT 
Bas  open  a  6  45 

LIMITED  NO.  OF  SEATS  AVAIL 
DAILY  FROM  BOX  OFFICE 
*NB  Sot  mat  cancelled -Ttoksl 
holders  contact  Bax  Otlk*  tor 
details* _ ' 


OU)  VIC  (.1719287616 
24Nr.  42Q000Gi»bkgieei 

THE  PETER  HALL  COMPANY 
"THE  MOST  CRUCIAL 
THEATRICAL  EVENT  OF  THE 
YEAR”  MrtiaeJ  Bingrcn 
7  days  a  wee* 
WAtTWG  FOR  OODOT 
by  Samuel  BsckaB 
Mon,  WedSPn73Qpm 
THE  PROVOK'D  Wire 
bySk-JotinVaibnigh 
TdfWY'  flpn,  TItui  7JCps 
WASTE  . 
by  Hatiey  GrarwIBe  Barker 
Tue  819th  Sept  7  30pm 
THE  SEAGULL 
by  A/rtofl  Chekhov 
Englsh  wfiten  by  Tom  Stoppard 
Today*  Mat'cancsied 
(39i  Sep  7  30pm 
KWGLEAR 

by  VVBUam  Shakespeare 
Toil  7  3Ckim& Thft  2  30pm 
ALL  PLAY  CONT  IN  REP  UNTIL 
DCCGffi 

AIR  CONDITIONED 


OP  B4  AIR  THEATRE, 
Regent's  Parte  466  2431/1  S33cc 
A  Ifidaureiw  Nt^tTs  Dream 

Fmal  Pert  Tocjjy  8pm 


PALACE  THEATRE  0>  7 1-434  0909 
cr  34tv^  (bkq  leel  0171-344  4444  (bkg 
tee)  Ops  0171413  3311 

THE  WORLD’S  MOST  POPULAR 
MUSICAL 

LES  MISERABLE? 

NOWIN  rTSIZTH 
RECORD-BREAKING  YEAR 
Eves  7  X  Mats  Thu  &  Sal  230 
Lawwmas  not  atirnBed 
utithpirflerval 
LIMITED  HO  OF  SEATS.  AVAL 
DALY  FROM  SOX  OFFICE 
NO  PERFS  FROM  1-9  SEPT  DUE 
TO  REFURBISHMENT.  NEW 
COMPANY  REOPENS  10  SEPT 
*NB  Sat  mat  cancelled -Tfcksl 
holders  contact  Bos  Office  tor 
detaBs’ 


PHOENKBO/CC  0171  3691713 
,344  4444/43)  OGOOItWI 

BEST  MUSICAL 

Otewr /Drama  Awarts 
Plays  S  Ruyerafror  NevetiAiiwds 

HELEN  REDDY 

WlLLYRUSffia’S 

BLOOD  BROTHERS 

-Brings  the  audience  to  te  feet 
and  roaring  its  sppnwaT  D  Mae 

Eves  7  45  Mas  Thin  3fm  4pm 
Today  a!  4  and  7.45 


PICCADILLY  0171 369 1734 
Uten-Thu  8.  Fri  &  Srt  5  30  &  6  30 
"THE  KING  UVES”  D  E<p 

•ELVIS* 

’A  Shwr  Ri  la  a  Ung  - Tab 
“BREATHTAKING”  Gdn 
Fn  530priAa5eas3tcf  1 
FINAL  2  WEEKS 
Tain  N  5  30  and  8  30 _ 


PRINCE  EDWARD  0171 4476400 
ftaCa*  420  OlOOcc  344  4444 
Groups  CD  CSQ0 

WINNER 

BEST  CHOREOGRAPHER 

BEST  NEW  MUSICAL 

LAURENCE  OLIVIER  AWARDS 

mm  GUERRE 

“A  BIG  MAGNIFICENT  EPIC 
MUSICAL  A  GREAT  EVENING 
OUT’S  Tires 
NOW  IN  ns  2nd  YEAR 

MARTIN  GUERRE 

BOUBUL  &  SCHONBEHG-S 
“MUSICAL  MASTERPIECE” 

WHwTrti 

Mon-  5s  7  45  kteb  Thur  &  5*  3  » 
NOW  BOOKING  TO  FEB  1996 
rtffi  Sat  mat  cancelled -Ticket 
Holders  contact  Box  Office  tor 
details* 


PICCADILLY  D>  71 368  1734^)17) 
3444444/0171 4200000  CMh/s) 

ADvamffiBS  M  MOTION 
PICTURES’ 

CINDERELLA 

Prevs  36  Stpt  Cioers  7  Oc/ 
MwvSai 7  30  Vj*J  A SdJ MaK -2  30 


PRINCE  OF  WALK  Dl  7)  839S987 
FVU  Cd  CO  COOO  cr  344  4444  Gips 
420  CC00  yaephene  0600  614903 

■•HOT  FROM  BROADWAV,  AND  I 
MEAN  SMOKIN'.  S40UGH 
ENEBGYTO  ELECTRIFY  A 
CnY."D  Mil 

GRAMMY  AWARD  WINNING 
MUSICAL 

SM0KEY  JOB’S  CAFE 

THE  SONGS  OF  LSBES  S  STOLLEFl 

DftcieObyJerrrZals 

“AMERICAN  GRAFHR  MEETS 
WEST  SIDE  STORY”  E  Sid 
Murt-Sa  Bpm.  Thj&Sal  MatsSfm 
REDUCED  PRICE  THU  RS  MAT 
NOW  BOOKING  TO  SS>T  1998 
AIR  COCKED  THEATRE 


QUEENS  01 71  494  5040  cc  344 
4444  Eves  8  Mis  Wed  3/Sal  4 
The  Peiw  Ha#  Company 

Rupert  Oaves  Jenny  Sesgrovs 
AndySertds  David  Tennanl 
Susannah  Doyle  Mark  Benton 

HUKLYBURLY 

“IS  SIMPLY  ELECTRIFYING" 

NcW 

“Savagely  Funrry”  tod 

Todg|ia»4;md8 _ 


ROYAL  SHAKESPEARE 
COMPANY 

ALL  SAT  MATS  CANCELLED). 

Tni£i  hoteeiL  Ctraad  Ben  otte 
DUCitSS  THEATRE  |0171 4M  5077) 
THE  HERBAL  BED  Toni  7  30 
YO.W3WC(OI7ISC8  63631 
THE  COMEDY  OF  ERRORS  Toni 
730 

STRATFORD  (01789  29 5623)/  0541 
541051 24ta| 

RS7  HENRY  VTcn  l  7.30 
SWAN.  CYRANO  DE  BERGERAC 
Tent  7  30 


Shakespeare'S  Globe  Theatre 
19Aupjsl-2lSepiemtw 
BO  0171 316  4703  (24l«|  0171 401 
9919  A  Chaste  Maid  In 
CfieapsWe  Hanrjr  V  Tie  Winter  s 
7ate  Tues-Sa  a)  and  7  3Cpm. 

5m  a)  4pm _ 


ST  MARTIN’S  0)7)  836)443 
Ev«B.Tue24VSrt5&a 

AGATHA  CHRISTIE'S 
THE  MOUSETRAP 
45th  YEAR 


STRAND  THEATRE  to  Cl  £  ft 

IfioleeiDI  7!  9303800 
cc  (t*rj  te*)  0171  344  4444/43)  0000 
GP3UKOI71  41333^1/0171  43655SS 

•BUDDY* 

The  Buddy  HoMy  9tory 
"BRHJJANT’Sfti 

‘BUDDY* 

-WONDERFUL  STUFF”  $m  Tel 

•BUDDY* 

Mcn-TH»s80Frt5  30  4830 
Stfs5OO&a30 

ALL  SEATS  W2  PRICE  FRl  530  PEFf 
Mh  ELECTRIFYING  YEAR 

tOr/bcrtm  tdl  toe  veg  3K<1 


Toadvwtoeln 
EMTEKTAJNMEMTS 
Td  0171  t«)6e22 
cr  lax  0171  481  9313 


VAUDEVILLE  01 7 1 830  99Z7 
BEST  PLAY 

1996  Laurenoe  OflWer  Awwds 
ODNighy  SteOaGoflet 

Royal  National  Theatre 
Production 

SKYLIGHT 

"Die  ptey  ol  toe  decade" 
hi  Ha  Tfib 
by  Daw)  Hoe 
Reeled  Ik  ftetiad  Eyre 
Mon-SjiSpm  WediSdMab'Jpm 
LAST  6  WEEKS 
THEATRE  AIR  CONDIDONB} 
*NB  Sat  mat  cancelled -ficfwt 
fioWere  contact  Box  Office  lor 
details' 


WYNDHAMS  3© )  736W  4444 
BEST  COMEDY 
Eve  Standard  Awards 
BEST  COMEDY 
Laurence  WNter  Awards 

"ART 

A  new  play  by  Yaarma  fieza 
Tians.  ttf  CbnstofJsr 

“Ry,  swim  or  stoite  Just  to  see 
H”  Nat  Tov  Tone, 

Eves  8.  Mate  Wed  3  a  Sa  5 
RnranguneSomns 

Proceeds  frtKn  Sat  Mat  on  Sej»l 
s  Mill  be  donatod  ta  the  British 
Bed  Cross  landmine  AppeM 


t 


. .  v-  --■t'r 

t-ZX-bCv 

i  _-vL2 sum*  •  *  . 


THE  TIMES  °  ^TunAV  SEPTEMBER  6  1997 


A  TOUR  EVENT 


CORPORATE 

GOLF 

Hi  \l  1  I  N<  '!• 


•* 


v  *-■- , 

k.  A. 


•  1  ■  V ;  •-  "-■v 


^r'  j&! 


I:  j 


C  •  V  U.: 

‘c 


i'-Tv 


r.>; 

n»  n 


•MV «3  *'w  -c-'-<‘T. 


1.  Registration 


For  further 
information 
and  registration 
details  you  can: 


'ji 


4  STEPS  TO  LA  MANGA 

Register  your  company  golf  day  with  The  Times 
MeesPierson  Corporate  Golf  Challenge,  and  compete 
with  over  1,000  other  companies  for  a  place  in  the 
1997  final  at  La  Manga  Club,  Spain. 

A  one  off  entry  fee  of  £150  plus  VAT. 

•  At  least  one  in  four  chance  that  the 
qualifiers  from  your  company  golf  day 
go  forward  to  represent  your  company 
in  one  of  the  fourteen  regional  finals 
held  in  October,  the  winners  of  which 

qualify  for  the 


S'JVV 


:  2.  Your  Company 
:  Golf  Day 


-v-v  rplpn? 

nntii'tv'ir 


*&«£**•! #,*>*'• 
-  -  *v*v}  •»«♦». M*,*«*» 

r-  ‘  t •>»,,,  . 

*  -Vt 


w* 


3.  Regional  Finals  't/ 

- xjL 


1.  Fax  back: 

0660  600  667  (CALLS  COST  49P  PER  MINUTE) 

for  a  registration  form. 

2.  Access  the  event  internet 
site  on: 

http://www.golftoday.co.uk/timescorpgolf 

3.  Contact  us  on: 

0171  405  7273/ 

0141  221  2225  (SCOTLAND) 


'■*v. 


¥ 


TITLE  SPONSORS 


MeesPierson 


MERCHANT  BANKERS  SINCE  11 


National  Final 
shown  on 


■*- 

v'  . 

,y\K  :  •  . 


-  •-?V.VV 


National  Final  at 


La  Manga  in 
November. 


■  zN  :  ■-  \ " 

-  r""y-  ■  :  "*•'  4 

-  -  vn  r  ,  ;  . 

4.  The  Final  - 
La  Manga 


THE  TIMES  SATURDAY  SEPTEMBER  6  1997 


SPORT  45 


CRICKET 

Durham’s 
defiance 
ends  with 
Boon 

Bv  Our  Sports  Staff 

EVEN  the  batting  heroics  of 
David  Boon  could  not  prevent 
Warwickshire's  onward 
man*  to  victory  and  to  Dur¬ 
ham  station  for  the  5.02  train 
to  King’s  Cross  for  the 
NatWest  Trophy  final 
morrow. 


They  trooped  off  buoyantly 
yesterday  having  captured  the 
final  five  Durham  wickets  in 
2\  hours  to  win  by  an  innings 
and  99  runs,  with  Dougie 
Brown  returning  match  fig¬ 
ures  of  seven  for  67.  It  complet¬ 
ed  a  win  which  had  seemed 
inevitable  from  the  first  day 
when  Wagh  and  Knight 
shared  an  opening  partner¬ 
ship  of  206. 

At  least  Boon,  the  Durham 
captain,  brought  a  modicum 
of  respectability  as  they  lost  at 
home  for  the  first  time  in  the 
,*  .  ■  championship  this  summer. 
-J  He  scored  .81  in  five  hours 
before  he  was  caught  behind 
edging  Donald  to  Piper. 

Lancashire  lost  a  nail-biting 
match  with  Essex  by  26  runs 
at  Old  Trafford  despite  the 
brave  efforts  of  Hegg,  who 
scored  55  before  being  bowled 
by  Such,  and  Green,  who  was 
dismissed  Leg-before  on  51. 

Grayson  took  two  wickets  to 
end  Lancashire’s  chase  as  they 
finished  324  all  out 

CHESI  EFMJ--STREET  Jfinal  day  of  low); 
Warwickshire  (23pt&)  beat  Durban  (?)  by  an 
inrvngs  arxJ  09  runs 

_  WARWICKSHIRE:  frst  Innings  412  (M  A 
nt  Wajjft  124. NV Knight  BC: 5  Jk8roMn4  tor 

DURHAM:  First  Innings  118 
Second  Wrings 

J  J  B  Lewis  c  Piper  b  Brown  . . 3 

S  Hutton  c  Ositef  b  Brewn  . . D 

J  E  Monts  c  Penney  b  Qfes .  28 

*D  C  Boon  c  Pper  O  Dorwii  ,  _  _ 87 

IMP  Speight  taw  b  Donald  . . _V4 

R  M  S  Weston  on  out  .  _ _ _ 0 

M  J  Foster  b  Brown . . . 22 

M  M  Betts  b  Brown - - _ - B 

J  Boring  b  Donald . - . 8 

S  JE  Brown  nol  am  . ...10 

A Wgfl'jer c Brown b Stnkh  ..... _ ...  .. ....1 

Boras  (b  4.  to  6.  nb  12) . -^22 

Total - - - IBS 

FALL  OF  WICKETS:  1-2. 2-7, 3-40. 4-33  S- 
97.  6-142.7-163.  B-1B3.9-1B4. 

BOWLING  Donald  20-10-364:  Brown  23- 
939-4;  Welch  6-&2M:  G4es  22-6-2&-T; 
Smnh.20.3.557-1 

Umpires'  B  Leadbaater  and  G  Sharp. 


■4 


Britamic  Assurance 
comtty  championship 
Lancashire  v 
Essex 

OLD  TJWTOFlDtlMdayoftouri:  Essex 
(20pts)  beat  Lancashire  (4)  tty  26  rum 
ESSEX:  First  Innings  389  (5  G  Law  1S5.  R 
J  Roftns  60  not  out  G  Keedy  4  far  98) 
Second  Innings  toriafled. 

LANCASHIRE:  Fkst  Innings  39  tor  Odac. 
Second  Innings 

MAAmarUtecMchaTObSMch . .56 

N  T  Wood c  FtoMna  b  DR  Low  . . 18 

•J  P  Crawley  c  S  G  Law  b  Such . 35 

N  H  Faktorctfv*  tow  b  Grayson . 6 

G  0  Lloyd  b  Such  . . . - . -S' 

1 D  Austin  c  5  G  Law  b  Grayson . 50 

tWK  Hegg  b  Such . - . 55 

G  Votes  c  5  G  Law  b  Grayson . 9 

R  j  Green  ibw  b  Cowan . . 51 

PJ  Martin c Irani b Grayson  . . -..2 

Extras  (b  6,  b  8,  w  IB,  nb  4)  _ . -.J8 

Total  - - M4 

FALL  OF  WICKETS  1-48.2-107.3-114.4- 
120.  5-166.  e-SOS.  7-220.  8-317.  9-324. 
BOWLING:  IIOT  S-1-2&-C;  Cowan  B-1-22- 
1;  Such  42-15-103-4.  D  R  Law  4-1-17-1; 
Grayson  3^2-12-143-4. 

Umpires.  8  Dudlasfon  and  RA  WWW. 

Kcntv 

Gloucestershire 

CANrmjm  (final  day  of 

(23pts)  bast  Gtoutartetshtre  (qpfsj  ty 

272  runs 

KENT:  Fksl  Innings  305  (A  P  Wens  77). 

Second  Inrangs  432-4  dec  (T  P  Wad  161 

not  out.  AP  Wefts  94.  M  J  WaRer  5)j. 

GLOUCESTERSHIRE  Frol  Innings  256 
iR  l  Dawson  100.  R  C  Russell  55;  B  J 
PNUips  4-44J. 

Second  Innings 

D R  Hawson c MarshbHiBrtey . .-I 

M  G  N  Windows  tow  b  fWfe  -r  •• 

T  H  C  Hancodt  c  Strang  b  Haadwy  •  s 
B I  Dawson  c  Ward  b  arena  - . 

R  P  Davis  6  Fulton  b  Strang  .  ;  - . o 

0  V  Lawrence  c  Marsh  b  Haadtey  ..  •  8 

SYoorolbwbEatoam  . g 

’MW«eynfl*wbHeadiev . ••  *< 

fR  C  Rusadl  b  Slrarte  . 

MCJ  Ball  c  Marsh  b  Headley . f 

A  M  Snrith  not  out .  ' 

Extras  (b  4.  tb  4.  nb  IS)  . J* 

Total  . 

FALL  OF  WICKETS.  MS.  2-40,  £49.  4- 
5b.  5-80.  6-113.  7-165. 8-193. 9-206. 
RCWtfUNG  Headtery  23  4-4-92-5;  Pwps 
SifrL  Sang  28-14*U0;  Eaham 
11-5-23-1. 

Umpires'  V  A  Holder  and  A  A  Jones- 


Warwickshire  may  have  edge  in  compelling  NatWest  Trophy  final 

Smith  can  complete  family  double 


AT  MIDDAY  on  June  24.  when 
Warwickshire  were  reeling  at  25  for 
six  against  the  amateurs  of  Norfolk, 
u  seemed  that  they  were  to  be  the 
first  giants  slayed  in  the  NatWest 
Trophy  for  a  decade.  Tomorrow  at 
Lord’s,  they  begin  the  final  against 
Essex  as  Jinn  favourites  to  win  the 
competition  for  the  third  time  in  five 
years. 

If  Ashley  Giles  had  not  been 
dropped  on  nought,  the  successful 
salvage  operation  mounted  against 
Norfolk  might  never  have  got  under 
way  and  Warwickshire’s  season 
would  have  been  marked  only  by 
indignity. 

Instead,  certainly  at  limited-overs 
leveL  they  have  not  looked  bade  and, 
in  the  next  eight  days,  they  could 
secure  a  one-day  double. 

Essex,  by  contrast,  have  experi¬ 
enced  a  season  that  has  gone 
bewilderingly  into  reverse.  In  that 
same  June  week  when  Warwickshire 
had  their  narrow  escape.  Essex 
briefly  led  bath  the  championship 
and  die  Sunday  league.  They  have 
hardly  won  a  game  since,  other  than 
in  this  60-over  competition  that  suits 
them  so  well 

If  it  surprises  no  one  to  see  Essex 
reach  this  final,  however,  they,  too, 
have  walked  a  tightrope  to  get  there. 
Their  semi-final  win  over  Glamor¬ 
gan  will  be  remembered  for  good 
and  bad  reasons.  It  was  a  scintillat¬ 
ing  one-day  game,  won  by  a  four 


ALAN  LEE 


Cricket  Correspondent 


from  the  Essex  No  11  after  a  day  and 
a  bit  of  riveting  cricket.  It  also 
revealed  a  number  of  players  behav¬ 
ing  badly,  however,  and  it  also 
revealed  Essex's  abiding  habit  of 
making  a  drama  out  of  a  cakewalk. 
But  for  the  bad-light  adjournment 
that  prompted  the  unseemly  and 
notorious  shoving  march  between 
Mark  Ilort  and  Robert  Croft,  they 
would  probably  have  lost. 

lion,  penitent  and  poorer  for  his 
hotheadedness,  will  have  an  impor¬ 
tant  role  to  play  with  the  new  ball 
tomorrow,  especially  if  Essex  bowl 
first  in  the  significant,  often  decisive 


period  before  the  autumnal  dew  has 
dried.  But  it  is  to  two  more  of  the 
semi-final  protagonists,  Stuart  Law 
and  Ronnie  Irani,  that  they  will  look 
for  inspiration. 

Both  were  retrospectively  disci¬ 
plined.  at  the  request  of  the  England 
and  Wales  Cricker  Board  for  their 
part  in  the  Chelmsford  shenanigans, 
but  if  Essex  are  to  win  tomorrow, 
they  must  contribute  generously. 

Law  is  the  best  batsman  on  either 
side  and  his  duel  with  Allan  Donald 
should  alone  be  worth  the  ticket 
price.  Irani  has  the  talent  to  rum  a 
game,  if  only  he  can  retain  his 
composure. 

There  is  another  concern  with 
Irani  —  the  rum  intercostal  muscle 
he  sustained  in  the  semi-final  may 
yet  preclude  him  from  bowling. 
Irani,  who  has  three  times  flown  to 
Munich  for  specialist  treatment, 
hopes  to  bowl  in  a  net  today,  but  even 
This  is  problematic. 

Peter  Edwards,  the  Essex  secre¬ 
tary,  said  yesterday:  "MCC  initially 
told  us  we  could  use  the  ground  in 
Lhe  afternoon,  but  it  will  now  be  shut 
all  day.  it  is  unforrunare,  but  we’ll 
have  to  find  a  patch  of  grass 
somewhere  else." 

Essex’s  other  injury  worries  have 
involved  the  captain.  Paul  Prichard, 
and  Nasser  Hussain.  Prichard  has 
been  struggling  with  a  hamstring 
injury  that  forced  him  to  miss  the 
semi-final,  and  Hussain  stood  down 


LORD’S  DETAILS 


WARWICKSHIRE  (probable!.  *NMK  Smaft.  N  V 
Kmshr,  D  L  Hemp.  O  P  O&to.  T  L  Aroney.  D  R 

Brown.  iKJPrpof.GVJHch.AFGUK.GC  Small.  A 
A  Dunaid 

ESSEX  lirore)1  *PJPncJwid.  SG  Law,  N  Hussain. 
RG  Irani  D  D  J  Robinson.  A  P  Grayson.  S  S  Law. 
tR  J  floRins,  A  P  Cowan.  M  C  toU  P  M  Such.  N  F 
Mfiuuns 

Umpires.  M  j  Kitchen  and  P  V.ltey  Third  umpire: 
4  H  Hampshire 

PATH  TO  FINAL  Essoc  First  found:  Seat 
Budormhamsttra  (Beaconstad)  by  89  runs 
Second  round  Bear  Worcestershire  (Owim&tard) 
by  seven  wictets  Quaxtor-final:  Bear  NottinghaTi- 
ywo  (Tran]  Bndgei  by  three  ttKfreto  Semi-final: 
bear  Glamorgan  (ChwnSord)  by  ono  wchca 
WARWICKSHIRE:  First  round:  Bear  Norte* 
(Edgbasjoni  by  80  runs  Second  round  Beal 
Somerset  (Edgbasion)  by  11  runs  Quartar-finaL 
Be at  MkW!c«»  {Lords)  by  38  runs  SernMnaL' 
beat  Sussex  (Edgbaston)  by  105  tuns. 

TV:  BBC1:  lQl5am-n3G«n  BBC2  1130am- 
/.45pm.  HighfigMs.-  00 -20am 


from  the  championship  match  at 
Old  Trafford  this  week  with  a 
recurrence  of  an  elbow  complaint. 
Both  are  expected  to  be  fit. 

Warwickshire,  who  comfortably 
beat  Essex  in  both  the  championship 
and  Sunday  league  a  week  ago.  will 
be  without  the  dub  captain,  Tim 
Munron.  who  has  missed  the  entire 
season  amid  growing  concerns  for 
his  long-term  furure,  and  the  experi¬ 
enced  Andy  Moles.  Although  Nick 
Knight,  officially  rice-captain,  is  in 
the  side  against  his  former  county, 
Warwickshire  will  he  led  by  Neil 
Smith. 


The  radium  Smith,  whose  father. 
M.  J  captained  the  county  when 
they  first  won  the  competition  in 
1966.  has  kept  the  job  through  an 
impressive  leadership  record  of  12 
wins  from  13  one-day  games.  His 
grip  of  tactical  situations  has  put 
some  at  the  club  in  mind  of  Denooi 
Reeve.  If  Munton  is  prevented  from 
making  a  comeback  next  year.  Smith 
has  become  the  favourite  us  succeed 
him. 

Dougie  Brown  and  Graeme 
Welch,  the  heart  of  their  one-day 
side,  will  share  the  new  bail,  Donald 
being  held  back,  and  the  first-change 
bowler  will  be  Gladstone  Small,  his 
creaking  joints  glued  together  for  a 
seventh  cup  final.  He  lias  played 
only  three  championship  games  this 
year  but  remains  a  huge  influence  in 
one-day  cricket. 

The  delay  in  the  final  may  lead  to 
the  unusual  sight  of  tickets  being  on 
sale  on  the  gate.  Both  counties  have 
had  tickets  returned  for  refunds  and 
those  still  unsold  yesterday  were 
passed  on  to  Lord'fe. 

A  forecast  of  mixed  weather  indi¬ 
cates  the  possibility  of  a  rwo-day 
final,  for  at  this  lime  of  year  it  is  hard 
to  make  up  any  time  losr  on  the  day 
in  a  120-overs  game.  Bur  if  lhe  game 
is  played  to  a  conclusion  tomorrow, 
it  is  an  appetising  prospect.  War¬ 
wickshire  should  win  but  the  toss,  as 
ever,  will  assume  an  inflated 
importance. 


Irani  promotes  the  virtues  of  team  ethics 


Simon  Wflde  on 
a  cricketer  with  the 
desire  to  illuminate 
a  Lord's  occasion 


He  may  not  entirely 
care  for  the  com¬ 
parison,  but  Ron¬ 
nie  Irani  has 
something  of  Ian  Wright 
about  him.  Not  Wright  the 
offensive  motor-mouth  — 
though  only  the  ether  day 
Irani  was  reprimanded  by 
Essex  for  using  an  expletive 
after  his  dismissal  in  the 
NatWest  Trophy  semi-final 
with  Glamorgan  —  but  the 
Wright  who  loves  las  team 

wftfa  the  passion  of  the  man  in 
the  stand. 

Talk  fo  Irani  aiboot  Essex — 
his  adopted  team,  for  he  was 
bora  in.  and  origiaafty  played 
for,  Lancashire  —  and  you 
will  be  washed  with  a  verbal 
wave  of  Team  Us.  “Warning 
is  far  more  important  dm 
personal  achievement,'’  he 
said  last  week  as  he  watched 
his  side  play  Warwickshire, 
whom  they  meet  m  fee  Nat- 
West  Trophy  final  tomorrow. 
“Personal  achievement  is 
but  then  is  nothing 
than  cefehtalmg  a  teaun 
win  in  the  dressing-room  or 
pub.  If  you’ve  eonCnbatied,  it’s 
even  sweeter.  Beer  always 
tastes*  sweeter  after  that."  If 
Irani  were  not  a  professional 
cricketer,  it  is  easy  to  imagine 
him  among  fee  crowd.  He 
would  be  there  wife  his 
mates,  shouting  himself 
hoarse  as  his  team  scraps  nut 
a  knife-edged  cup-tie. 

Irani  identifies  wife  specta¬ 
tors  to  a  rare  degree,  as  he 
graphically  demonstrated 
during  the  seari-fiaaL  Mo¬ 
ments  after  uttering  Ms  apt- 
five  as  he  left  fee  fie*d  a* 
Chelmsford,  he  cut  off  from 
his  self-rebuke  to  give  fee 
throng  »n  front  of  the  pavfiioH 
a  triumphalist  salute. 

Having  seemed  a  thunder¬ 
ous,  heroic  haff-eeatuty  —  he 
tore  intercostal  musdes  while 
bowling,  was  in  a  tat  d 
discomfort  and  pumped  full 
of  pain-kfllers  —  he  was 
intimating  feat  he  had  deliv¬ 
ered  Essex  to  the  threshold  ef 
a  famous  victory.  The  crowd! 
loved  it 

Similarly,  he  returned  to 
Chelmsford  hot-foot  from  a 
nrmnisine.  but  HO  I1MK  fean 


ROBBODMAN 


sought  treatment  through 
twice-weekly  visits  to  a  spe¬ 
cialist  in  Munich,  has  been  a 
rare  setback. 

“I've  worked  hard  on  my 
game,”  he  said.  “You  can 
come  away  from  tours  like  the 
one  I’ve  had  and  think.  ’Is  it 
worth  it?*  and  ’Will  I  play  for 
England  again?*  You  can  fill 
your  mind  with  all  sorts  of 
rubbish.  I’ve  performed  well 
this  year,  helping  to  win 
games  for  Essex.  I  am  a  better 
cricketer  than  I  was  when  1 
played  for  England  l  can 
sleep  at  night  knowing  that 
I*ve  not  shied  away  from 
work  or  a  pressure  situation.” 

Irani  has  been  a  key  player 
in  Essex's  NatWest  Trophy 
run.  He  took  the  man-of-fee- 
match  award  against  Worces¬ 
tershire  and  was.  of  course,  at 
fee  heart  of  things  In  fee 
defeat  of  Glamorgan,  urging 


Irani  the  Essex  all-rounder,  is  happiest  in  what  has  become  his  natural  environment,  the  dressing-room 


promising,  first  Test  appear¬ 
ance  in  Birmingham  last 
year,  swept  into  the  ground  in 
an  open-top  car  driven  by  his 
girlfriend  and  was  saluted  by 
fee  crowd  Gke  a  conquering 
hero.  Nasser  Hussain,  a 
comity  team-mate,  who  had 
done  far  more  towards  En¬ 
gland's  victory  with  a  maiden 
century,  made  an  altogether 
more  subdued  entrance. 

It  was  Irani's  passion  that 
more  or  less  got  him  into  the 


England  side.  It  impressed 
David  Lloyd,  fee  national 
coach,  who  knew  him  from 
their  days  together  at  Lanca¬ 
shire.  “You  can  see  in 
Ronnie's  eyes  how  hungry  he 
is  for  success,"  he  said. 

Passion  is  not  in  itself 
enough,  however,  as  Irani 
soon  discovered.  Under  the 
strain  of  an  ungainly  bowling 
action,  his  back  gave  way  for 
the  Second  time  in  two  years 
In  Zimbabwe  last  winter  and 


he  was  told  by  the  England 
management  that  if  he  want¬ 
ed  to  be  an  international-class 
player  he  must  remodel  his 
technique.  Having  left  for  the 
tour  wife  a  future,  he  re¬ 
turned  home  apparently  with¬ 
out  one. 

Irani  described  it  as  a 
“bitterly  disappointing"  expe¬ 
rience,  but  it.  was  more  than 
feat:  it  was  humiliating,  and 
one  suspects  he  hides  a  good 
deal  of  hurt.  But  his  response 


was  typically  enthusiastic.  He 
set  about  overhauling  not 
only  his  bowling,  but  also  the 
way  he  batted. 

Such  radical  action  might 
have  backfired  badly,  but 
Irani  spent  hours  in  the  nets 
before  putting  what  he  had 
learnt  into  practice.  He  has 
three  championship  centuries 
to  his  credit  this  season  and, 
with  the  ball,  has  looked  far 
more  dangerous.  His  semi¬ 
final  injury,  for  which  he  has 


‘It  is  easy 
to  imagine 
him  shouting 
himself  hoarse 
in  the  crowd’ 


on  each  of  his  colleagues  in 
rum.  Danny  Law  received  a 
ferocious  broadside  and 
responsed  by  taking  14  runs 
off  an  over  from  Waqar 
Younis  in  the  gloom. 

“I  don't  know  if  Danny  bad 
played  in  a  game  like  that 
before,  but  when  he  walked 
out  I  thought  he  just  wasn't 
all  there,”  Irani  said.  “He’d 
been  thrown  into  the  lion’s 
den  and  I*d  got  to  get  him  up 
for  lhe  situation.  That’s. the 
type  of  thing  1  have  to  do  for 
the  team.  You  can  talk  about 
Ronnie  Irani  and  how  he's 
done,  but  ask  one  or  two 
players  what  I  get  out  of  them. 
They  might  tell  you  a  story." 

Irani  will  probably  play 
tomorrow  only  as  a  batsman, 
but  that  will  be  more  than 
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TODAY 

football 

World  Cup 

European  qualifying  group  wgM 
Iceland  v  Ireland 
(at  Reykjavik,  3.0)  . 

RUGBY  UNION 
fcfefc-off  7.0  untoss  so lad 

HainelcenCup 

Pool  A 

Leinstw  9  Toulouse 

(a:  ponnytirook,  3.0) . 

PoolE 

Treviso  v  Pal . 

European  Cotdaw®® 

PootC 

DaxvFani Constanta  . 

Pool  D 

NteevBegtea  . ’ 

Poo!  F 

Teuton  v  . — 

tomorrow 

FOOTBALL 
tocfc-oW  3.0  uatoas  start 


WaridCup 

European  quaiifyno  BrDUP  *our 

Seoflandv  Baton* 

(a!  Ptoodrie  StadWa  20)  •• 

Nationwide  League 
first  division 

Bury  *  Tranrnera  . . 


•  Oxford  U*d  v  WWvertwnpton  (1.0) 
gjinndon v NoWngfiam iFttrasi  - 

vyssi  Brorruwich  v  Reading 

PWDL 

Brodtaci . f  II? 

N ottn_ftw«  ...5  4  0  1 
West  Brum  —  5  3  2  0 
Blrmwjfwrt  —  J*  5  2  ? 

Swndon . 5  2  1  J 

PortSfTKWlh.  |  2  2  1 

VWWedgr npsn  f  |  2  1 
Shed  LBd  - . * 

Carton  •  j  f  {  I 

““  rt  ?  1 1 
ffiai ....  ;...s  1  |  \ 

f 

MS:"--! 
sg'f.-i ! !  s 

SKxAoat;.  •  £  n  |  2 
HudrfenfeM  ■  g  ?  j  2  10 
to*  rrtgWs  results) 

Second  division 
Bactooori' Carlisle  . 

O^StoWvBurtitey--- 
WartoidvWyccmhe  -  ^ 

Cheaartato  ••••  |  %  X  j 

Preston  .  .....f  £  1  . 
Bpumemoutti  ...5  3  1 
Nortnarroian  |  2  3  0  6 
Bristol  Rzwere ...  5  ^  i  ,  ; 

0a*am  . £  ?  o  1  « 

Fulham  .  £  "  1  2  t 

Bristol  Ory  -  *  S  2  6 

Brarmod  5  *• 
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4  »1 
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fcSMBfl  . 4  2  0  2  8  5  6 

Blackpool  . 5  3  5  2 

Yo* . - . 5  2  0  J 

GflCnoham . 5  1  2  2 

Luton  5  12  2 

Wrarham . 4  1  1  2 

Wigan  . . 5  1  i  3 

Plymouth . 5  0  4  1 

Southend . 5  1  i  3 

Cfirtds  . 5  1  1  3 

Grimsdy- .  5  p  3  * 

Burnley  . . 5  0  3  2 

{not  InduOng  bat  nght  s  lesuttsl 


TWrd  division 

Nans  Courtv  «  Scunthorpe 

PetBitioraughv Burnet  .... 
Scarborough  v  Harfleport  . 

PWDL 

£»#» . S  4  1 

Scunthorpe . 5  4  0 

PBWtoorough  -5  3  1 
Cartridge  Utd  5  3  1 

Bama .  5  3  1 

Scartsorough  .531 

LeytW)  Own  .530 
NofcCawty  ...5 

Catollf . 4 

Macciee&eld  .  .  5 

Twquw - 5 

Uncoin . 5 


Swansea. 
Hartapool.. 
floeftoato  .. 
MansWd  ■■ 
Colchester 
ftotoerfwm 
Shrewsbury 
Hifl . 


fi  8 

..4  2  0  2  7  ? 

.5131  6  6 

...5  2  0  3  «  6 

5  2  0  3  5  5 

.5122  7  10 

...S  1  Z  2  «  7 

.5113  8  10 

5  113  7  11 

4  112  5  5 

5  0  2  3  4  7 

4  0  1  3  3  6 

Doncaster .  5  0  0  5  2  15 

(not  ift&iOVg  last  nghi's  resits) 


A  Pta 
3  13 

3  12 

4  10 
7  10 
6  10 
6  10 

3  9 

5 

4 
4 
G 


VauxhaJl  Conference 
Chrttenham  v  Ruehtten  &  Diamonds 

Fambatough  v  Ksoema . 

HednttlotdvWaKrg . 

LeeK  v  Kuldemwwer . 

Narttwoh  v  Dover  p0)  . 

Southport  v  Stough . 

st.-vwiooe  v  Morecambe  . 

7«Word  v  Gaieshean  . . 

Wetfcng  v  Sljlytjriflge  (2.0) . 

Bars  Scottish  League 

Second  efivtaton 

Fortsr  y  Easl  Fife  . . . 

DR  MARTENS  LEAGUE:  Premier  cfivtsicin: 
Bun  on  Albion  v  Hastings  (2.0).  Cantoridqe 
erry  V  Merthyr,  Crawley  v  Hatesowen; 
saungtxxmo  v  Ameraone:  &  Leonards  v 
King's  Lynn,  Grestey  v  Dorchester. 
Muvtd  dhteiott  Bedworffi  v  nresten; 
Sioubridge  v  Caty,  VS  RugBr  v  Hhddey 
Uia;  Wisbech  Town  v  RC  Wanrick: 
Shcpshed  0  v  Moor  Green.  Southern 
(Melon:  BaaHey  v  Cienceser  Towi; 
ChetTefo'd  v  Yaw:  devedon  v  Darttord, 
Ffeet  T  v  Wtestorvsuper-fctare:  Waleitaorfte 
v  Margate.  Newport  (loW)  v  Tonbndgfl 
Angels.  Orderiord  v  BatoocL.  Newport 
AFC  v  TKjwbndfle. 

UNBOND  LEAGUE:  Premier  division: 
Boston  v  Reddifte  (2  JO)1.  Gueeley  v  Banow 
[2.0).  Marine  v  Biyth  Spsrtens  fzo).  Ftra 
division:  Wuksop  v  WwWnglon,  Buflon  V 
AsMOn  Uroied 

ICtS  LEAGUE  Premier  division: 
Rsngsr ofce  v  Bromlev:  Cheeham  v  Ortord 

Civ,  Dagenham  and  Redbridge  vBomham 

Wood  (20)  rtichin  v  Carehaior.  Sutton 
United  v  Hendon  First  dWeren.  Grays  v 
Aldershot  Town:  WOrtlwg  v  Moteay 
Second  division:  Cheshuffl  v  Ncvtrmood. 
Wtvenhoe  v  Hijngertord  Third  diwMon: 
Av-etey  v  Epsom  and  Ewell.  Camberiey 
Town  v  Croydon 

GILBERT  LEAGUE  OF  WALES:  Conwy  v 
Barry.  Inter  Cabte-Tet  v  WHehpod  [2  0). 


Porthmadog  v  Ebb*  Vale  (2  0):  Rhayader 
Town  v  Connati's  Quay.  Tola!  NM  Solutions 

vCtrmbran  (20). 

FA  CARLS8ERG  VASE:  Prw  quatttylnq 
roureL  Fahenhem  v  Hotbeeeh.  Bgg®s- 
kverte  v  Bearxmsfiele}  57C0B:  Odd  Down  v 
Tomngicn.  Mdkshsm  v  9  Blazey.  Barrow 
Town  v  MeV  KA,  BithvFamham 
FA  YOUTH  C VP:  PmlMnaiy  Roun&. 
Waningtcn  v  Chaddeiton 

CRICKET 
NatWest  Trophy 
Frnai 

1030. 60  overs 

LORD’S:  WBJwd^wa  v  Essen 

Axa  Ute  league 
J.0. 40  overs 

DERBY:  Dartjyshe  e  v  NorthampKxisnre 
CAATTERBURY:  Kent  v  Gtoucesler^W 
LEICESTER:  Letoasiershim  v  Dutham 
TRENT  BRIDGE  NWBnghamshlra  v 
Hampshire 

TAUNTON:  Somersei  v  Mtdde&* 

THE  OVAL:  Swrey  v  Gfetncytjart 
HEADINGLEY:  Yorislwe  v  Worcaslw- 
shire 

MINOR  COUNTIES 

PtaMjfl  (firs)  day  o!  wft)  Wantown  Parti. 

Luton:  BedlordsHre  v  Dearer 

RUGBY  UNION 

Sxk  -ait  7  a  unless  staled 
Hetodfcwn  Cup 
Pod  A 

Leicesiwv  Milan  . 

Pool  B 

Swansea  v  Warps  (3.15) . 


Pool  C 

Brive  v  Scottish  Borders  (1  IS). . . 

Pnntypndd  v  Bath  (2 15) . 

Pool  D 

Bouroorn  v  CarcSfl  (3  05) . 

Hailwjulns  v  Munster  (20) . 

PoolE 

Caledonia  v  Uaneft 

(ai  McDiamld  Part,  Penh) . 

European  Conference 
Pool  A 

Bristol  v  La  Rochelle  . 

Ebtow  Vale  vAgan  (6.0) . - . 

Pool  B 

Monrierrand  v  Sato  (2  0) . . 

Newport  v  Monlpefler  (2.0) . 

Pool  C 

London  Irish  v  Slade  Franca  (230) . 
PoolE 

Cotoniers  v  Richmond  (2.0) . 

Grenoble  v  Bridgend  (1.36).  ..  . . 

Pool  F 

Gfcwcesler  v  Padore  . 

P00IG 

Newcastle  v  Biamtt  (4  0)  . 

Pool  H 

Narbonnev  Saracens  (50) . 

Neath  v  Casnvs  . 

Allied  Dunbar  Premiership 
Second  division 

Coventry  v&eter . 

London  ScwtishvBlacMtealh . 

Waterloo  vWakafietd . 

Jewson  National  League 
firel  divteton 

Mori^  v  Whariedala  . 


t.  "This  is wha  t  y  ou  are 
r.H  he  said.  “As  a  kid. 
you  lotted  at  guys  like  Both¬ 
am,  Richards  and  Gooch 
smacking  fee  ball  around  in  a 
Lord's  cup  final  and  you 
wanted  to  be  that  man.  You'd 
pretend  you  were  them.  And 
now  I’ve  got  another  situation 
where  I'm  actually  on  that 
ground,  in  -a  final.  I  am  that 
man." 


•  • . -j?- -*r  •_ 

_vOfley . 

Wbrcester  v  Lydnay . 

Second  division  north 

Manchester  v  WaisaH  ..  - ...... 

Preston  Grasshoppers  v  Sheffield  .  . 

Sedgiey  Pane  v  Sandal  . 

Second  division  south 

CBionv  Tabard . — 

Weston-supei-Wkare  v  Esher . 

Welsh  League 
first  division 

Abetavw  v  Atertllay  . 

CardrJJ  InsJ  vTreorehy  (2.0) .  ...... 

South  Wales  Police  v  Blackwood  (2.0) 

5RU  League  Trophy 
Group  A 

Gala vHawfclc  . 

Glasqow  Hawks  v  Curie  . 

Prealon  Lodge  v  Hanots  FP . 

Group  B 

Borough mJr «  Waleonens  (1 30)  . 

Jed  Fwesl  v  Keteo  . 

K^nanoCkv&ggar . . . 

Slsflm  Ctxurty  v  Peobtes  „.  ™  . 

Wesl  ol  Scotland  v  Dundee  HSFP  .. .. 

Ctofa  match 

Henteyv  London  Welsh . 

RUGBY  LEAGUE 
tert-o#  7.0  untess  sUted 
Storm  Premiership 

Prelkrenary  round 

HaWax  v  Castteiord . 

SaHord  v  Paris  Salni-Germain . 

Divisional  Prarnterehlp 
Cumbria  pool 

Carlisle  v  WorijhgMn . 


SKIING 


American 
brought 
down  by 
vertigo 

Bv  Our  Sports  Staff 


TRACE  WORTHINGTON,  of 
the  United  Slates,  ihe  former 
leading  freestyle  skier,  will  not 
be  attaining  the  heights  of  his 
sport  again  after  being  forced 
to  retire  because  of  vertigo. 

Worthington,  a  winner  of  43 
World  Cup  events,  had  been 
troubled  by  vertigo  for  two 
years  and  announced  the  end 
of  a  distinguished  career  in 
Utah  on  Thursday. 

He  was  the  first  skier  to 
collect  two  gold  medals  when 
he  won  the  aerials  and  com¬ 
bined  titles  in  the  1995  world 
freestyle  championships  and 
he  also  won  both  World  Cup 
titles  that  season. 

Bui,  as  the  1996  World  Cup 
season  began,  Worthington 
suddenly  had  problems  land¬ 
ing  from  his  jumps,  which 
would  take  him  more  than  50 
feet  into  the  air.  Donors 
diagnosed  vertigo  and  he 
missed  the  second  half  of  the 
1996  season  before  being  side¬ 
lined  again  a  year  ago  by  a 
recurrence  of  the  problem. 

“This  is  something  physical. 
It's  not  just  in  my  head,  not 
just  some  phobia."  Worthing¬ 
ton.  27,  said  after  handing  in 
his  letter  of  retirement  at  the 
United  States  Ski  and 
Snowboard  Association.  "I've 
trained  hard  again  this  sum¬ 
mer  but  1  wasn't  where  I 
wanted  to  be  and,  really, 
wasn’t  sure  if  I  could  get  there. 
As  I've  seen  the  last  two 
seasons,  this  thing  can  roll  in 
any  time  and  l  didn't  want  to 
ride  this  rollercoaster  any 
longer." 

Wayne  Hilterbrand,  the  US 
freestyle  coach,  said:  “Trace's 
record  speaks  for  itself.  All 
those  World  Cup  wins,  the 
world  championships  medals, 
the  clutch  performances. 

"He’s  got  nothing  to  prove 
and  if  he  feels  this  is  the  best 
thing  for  himself,  the  coaching 
staff  and  1  certainly  support 
Ids  decision,"  Hilterbrand 
said  from  Chicago,  where  he. 
was  attending  meetings  of  the 
US  Olympic  Committee. 

Worthington,  who  twice 
sided  at  the  Olympics,  said  he 
was  looking  into  the  possibili¬ 
ty  of  becoming  a  television 
commentator  at  the  Winter 
Olympics  in  Nagano,  Japan, 
in  February.’  He  also  has 
several  endorsement  opportu¬ 
nities.  "Ive  got  no  regrets.  I 
gave  it  my  best  shot  bur  this 
vertigo  thing  wouldn't  let  me 
corn  pete  at  the  high  level 
where  1  was,  so . . .  it’s  time  to 
go-" 

Growing  up  in  Minnesota 
he  was  a  hockey  player  and 
skier,  Worthington  once  ex¬ 
plained,  "because  I  couldn’t 
make  up  my  mind  which  I 
liked  more". 

Aerial  events  had  always 
been  his  strength.  He  was  the 
1986  world  junior  aerials 
champion,  won  L2  national 
aerials  or  combined  champi¬ 
onships  and  was  the  World 
Cup's  pre-eminent  three- 
event  men's  skier  of  fee  1990s. 
His  43  World  Cup  victories 
included  ten  in  aerials  and  33 
in  combined. 

Referring  to  the  presenta¬ 
tions  that  the  International  Ski 
Federation  awards  to  winners 
in  each  World  Cup  discipline, 
he  said:  "IVe  got  seven  crystal 
globes  over  my  bed  right  now 
and  that's  huge,  f  fook  at  them 
every  night  and  I’m  proud  of 
what  J  was  able  to  accomplish. 
But  now  it's  rime  to  move  on." 
□  Resorts  in  Maine.  Califor¬ 
nia  and  Oregon  have  been 
selected  as  the  sites  of  trial 
events  for  selecting  the 
snowboard  team  that  will 
represent  the  United  States  in 
the  Winter  Olympics  in  Febru¬ 
ary.  Giant  slalom  and 
halfpipe,  the  two  disciplines  of 
snowboarding  feat  are  being 
added  to  the  Olympic  pro¬ 
gramme.  will  be  contested  at 
each  site. 


Whitehaven  v  Banow  (3.30) .. 

East  Yorkshire  poof 

HUB  v  York  (3.15) . 

HuHKRvFealheratone  . 

Lancashire  pool 

Kaghlew  v  Swmon  . 

Rochdale  v  Lfilgh  ..  . 

West  Yorkshire  pool 

vHunslet  . . . 

vBramley  (3.30). .  .  .. 

NATIONAL  CONFERENCE  LEAGUE:  First 
dhriston:  BbcMrot*  « FtedhJI  (2-301. 

OTHER  SPORT 

ATHLETICS:  IAAF  mealing  (el  Gateshead! 
BOWLS:  Ashbourne  ScoWsti  urtcad  pain 
dttfflp>Ortsttp£  (a I  SI  Wrtsflf  Barts  Club. 
Gleegcw). 

EQUESTRIAN:  Bienhem  three-day  ewra 
GOLF:  Scottish  Sartors  Open  (at 
Aberdeen). 

HOCKEY:  Chib  matrix  Southwte  v 
Cantertjuy  (at  Trent  Part,  Oakwooo,  1 0) 
ICE  HOCKEY:  Benson  and  Hedges  Cup: 
Group  A:  Ayr  v  Patetey  (63C?;  SneHield  v 
Newcastle  (B.30I:  Manch&sier  v  Tritard 
(6.0).  Group  0:  BracWteU  v  Slough  (6.0); 
CartW  v  Basnpstohe  (60):  Peterborough* 
Noton^am  (6 15) 

MOTOR  RACING:  Brnfch  lourog  ear 
champtOftshlp  {Brands  Hatch) 
SPEEDWAY:  Speedway  Star  Cup;  Final, 
second  leg:  Eastbourne  <r  Foot  (3.301 
Premier  league:  Glasgow  v  Exeter  (6301. 
Newcastle  y  Sheffield  (63Q).  ChBlienge 
Newport  v  Siota  (2.30).  Amateur  League 
ridenT  championship:  Final  (at  Long 
Earn.  30)  Amateur'  League:  Buxton  v 
Rearing  and  Swindon  (3  D) 

TENNIS:  ScoRtsti  championships  (at 
Edinburgh) 


46  SPORT 
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FOOTBALL  SATURDAY 


England’s  Scottish  supporter 


John  Gorman  has 
become  much  more 
than  Glenn  Hoddle’s 
right-hand  man  at 
Lancaster  Gate 


Ten  or  15  yards  apart,  the  two  men 
moved  forward  like  synchronised 
walkers.  When  they  reached  the 
line  of  yellow  plastic  markers 
spread  out  across  the  pitch  at  Bisham 
Abbey.  Glenn  Hoddle  and  John  Gorman 
stopped  at  exactly  the  same  moment 
unaware  the  other  was  doing  the  same. 
Each  had  a  football  tucked  under  his  right 
arm  as  he  watched.  Each  knew  how  the 
other  felt  about  it.  Because  he  felt  the 
same. 

When  the  play  switched  direction, 
Hoddle  stayed  where  he  was,  pondering, 
shouting  out  the  odd  snippet  of  advice,  but 
Gorman  set  ofT.  a  short  squat  barrel  of 
energy  pounding  towards  die  penalty 
area.  A  shot  came  in  from  the  right  flank, 
beat  Nigel  Martyn  and  cannoned  off  die 
far  post  and  out  to  safety.  "Super  Gary 
Neville,"  Gorman  sang  out  as  if  It  were 
the  first  line  or  a  crowd's  chant  before 
trotting  back  to  the  centre  circle  to 
convene  with  Hoddle. 

They  make  a  good  team,  these  two, 
friends  leading  England  forward  to  their 
World  Cup  qualifying  tie  against 
Moldova  at  Wembley  next  Wednesday 
amid  a  mood  of  renewed  optimism  about 
the  state'  of  the  national  team.  Hoddle 
takes  most  of  the  plaudits,  of  course,  and 
the  brickbats,  too,  but  Gorman  is  die 
support  he  could  not  do  without 
He  has  been  through  thick  and  thin 
with  Hoddle  since  the  day  they  met  when 
the  England  coach  was  a  callow  19-year- 
old  at  Tottenham  Hotspur.  Later, 
Gorman  helped  him  through  the  knee 
injury’  that  threatened  his  playing  career . 
backed  him  up  when  he  cut  his  manageri¬ 
al  teeth  at  Swindon  Town  and  stood  at  his 
right  hand  when  he  was  named  as 
successor  to  Terry  Venables. 

"We  have  got  a  relationship  that  is  more 
like  brothers  than  anything  else,"  Hoddle 
said  yesterday.  "We  are  very  dose  on  most 
things.  It  is  almost  as  if  he  knows  what  1 
am  thinking  and  1  know  what  he  is 
thinking.  It  is  uncanny.  When  you  have  a 
managerial  partnership,  you  need  some¬ 
one  who  is  on  the  same  wavelength  as  you 
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Football  association:  Gorman,  a  Scot,  was  the  first  selection  that  Hoddle  made  when  he  was  appointed  coach  to  the  England  team,  renewing  a  managerial  partnership  forged  at  Swindon  Town 


and  someone  you  can  trust  With  John.  1 
have  got  that  and  I  have  got  someone  who 
is  a  first-class  coach  into  the  bargain. 

“The  first  time  we  met  we  just  got  on 
like  a  house  on  fire.  You  knew  what  it's 
like  when  you  gd  with  somebody.  We 
complement  each  other  with  our  charac¬ 
ters.  and  his  enthusiasm  for  the  game  and 
for  the  players  is  there  for  everyone  to  see. 
If  you  ask  any  of  the  players,  that  is  what 
they  really  admire  in  him.  As  soon  as  I  got 
the  England  job  he  was  always  going  to  be 
my  choice.  There  was  no  one  else." 

Gorman,  48,  a  Scot  bom  in  West 
Lothian,  is  good  at  enthusiastic  encour¬ 
agement,  at  making  others  feel  good, 
making  them  confident.  It  is  his  forte,  his 
gift  It  courses  through  him.  It  defines  his 
character.  -  It  starts  with  a  crushing 
handshake  that  always  outlasts  the  grip  erf 
his  greeter  and  extends  through  a 
purposeful  dogged  gait  to  a  steady  stream 
of  constructive  advice  and  avuncular 
camaraderie.  He  is  one  of  football's  decent 
men,  honesty  personified,  an  oasis  of 
sincerity  in  an  increasingly  cynical  game. 

Now,  even  the  initial  doubts  that  some 


seemed  to  harbour  about  the  worth  of  his 
role  have  disappeared,  and  Gorman  has 
won  the  respect  he  deserves.  At  Bisham 
yesterday,  David  Batty  was  foe  latest  to 
say  that  foe  atmosphere  in  the  England 
squad  was  the  best  he  had  ever  known, 
and  for  that  he  took  care  to  give  both 
Hoddle  and  Gorman  foe  credit 
Some  of  that  resped:  stems  from  the  fact 
that  his  idea  of  assisting  Hoddle  is  a  world 
away  from  foe  way  in  which  Phil  Neal 
pandered  to  Graham  Taylor  during  his 
time  in  charge.  His  attitude  is  a  refreshing 
change  from  the  dogged  adherence  to  foe 
role  of  yes-man  foal  Neal  adopted. 
Gorman  has  somehow  managed  to  cram- 
bine  foe  roles  of  being  fiercely  loyal  to 
Hoddle  and  arguing — relentlessly  if  need 
be  —  with  him  over  some  of  his  ideas. 

Gorman  said:  “My  main  priori¬ 
ty  is  to  assist  Glenh  in  whatev¬ 
er  way  I  can.  I  try  to  think  of 
things  before  he  thinks  of  them 
and  implant  them  in  his  mind.  He  always 
discusses  everything  before  a  decision  is 
made  and  it  helps  to  disagree,  to  throw 


things  out  at  each  other.  I  tend  to  dig  at 
him  and  keep  putting  my  own  point  of 
view  and  he’s  always  willing  to  listen 
before  he  makes  up  his  mind. 

“When  I  first  got  foe  job.  I  was  a  bit 
perturbed  because  I  could  see  people 
looking  at  me  in  training  with  a  sort  of 
quizzical  look  on  their  faces,  thinking 
“what  has  he  done  to  deserve  to  be  Glenn'S 
No  2.  working  with  these  big  names?’ 

“There  were  even  some  who  thought  I 
must  be  a  born-again  Christian,  but  in 
fact  I’m  a  practising  Catholic.  The  funny 
thing  is  that  even  Glenn  is  not  a  born- 
again  Christian.  He’sjusta  Christian  and 
that  has  never  been  a  factor.  He  has 
become  spiritualty  minded  and  maybe  he 
would  like  me  to  be  like  that,  but  he  never 
shoves  it  down  my  throat.  He  knows  I’m 
Christian  in  the  way  I  think  about  people 
and  help  people,  and  that  is  pan  of  my 
job. 

"If  I  was  not  doing  a  good  job,  then 
believe  me,  he  would  not  have  me.  Raople 
used  to  say  I  was  only  there  because  1  am 
his  mate,  but  that’s  not  true,  either.  1  have 
proved  what  I  can  do  in  the  time  I  have 


been  involved  in  foe  England  set-up  and 
now  that  foe  results  are  coining  foe 
respect  is  coming  with  it" 

In  fact,  Gorman  is  eminently  qualified 
for  his  role.  He  has  come  up  the  hard  way, 
shirking  nothing,  serving  a  solid  manage¬ 
rial  apprenticeship  at  football  outposts 
such  as  Gillingham  and  Leyton  Orient 
His  playing  career  was  varied,  too, 
starting  at  Celtic  moving  on  to  Carlisle 
United  and  S fairs  before  a  serious  knee 
injury  forced  him  to  foe  United  States  in 
1979  to  end  his  playing  days  with  Tampa 
Bay  Rowdies  and  Phoenix  Inferno. 

It  was  when  he  was  at  Orient  that  he 
went  to  visit  Hoddle  in  Monaco  as 
he  tried  to  recover  from  a  knee  injury 
of  his  own.  Hoddle  began  to  think 
about  coaching,  too,  while  Gorman  was 
there,  and  when  he  was  appointed 
manager  of  Swindon,  he  took  Gorman 
with  him  as  his  assistant 
When  Hoddle  moved  on  to  Chelsea, 
Gorman  took  on  the  Herculean  task  of 
Dying  to  keep  Swindon  in  the  Premier¬ 
ship,  and  even  though  he  lost  the  battle. 


he  earned  widespread  admiration  for  the ' 
way  he  stuck  steadfastly  to  his  principles _ 
of  playing  neat,  passing  football. 

“Being  foe  manager,  the  Nol  at' 
Swindon,  helped  me  to  find  out  a  great 
deal  about  myself,"  Gorman  said.  “After 
being  my  own  boss  and  realising  that  I  ; 
needed  a  good  assistant,  I  know?  make  a 
good  assistant  myself.  I  feel  completely  at 1 
ease  being  a  No 2,  even  though  my' 
destiny  is  linked  to  someone  rise's. 

“Some  people,  mostly  people  in  Scot¬ 
land.  have  asked  why  I  am  doing  this  job’ 
and  when  I  am  coming  back  to  Scotland, 
bui  they  never  said  that  when  I  was  at 
Gillingham  and  Orient  I  have  lived  most 
of  my  working  life  in  England  and  I  hate; 
that  kind  of  bigotry.  The  players  have  a  bit 
of  a  laugh  sometimes  and  call  me ’Jock'  or 
’sweaty  socks’,  but  the  people  here  have 
accepted  me  very  well  and  I  have' 
surprised  myself  sometimes  with  how' 
passionate  I  have  become.  I  felt  so  proud ' 
when  we  beat  FWand  in  May.  I  could  not 
have  been  any  more  English.  I  could  not 
have  been  prouder  if  I  had  been  bom  in 
the  Home  Counties." 
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Hoddle  ponders  over  captain  Gascoigne 


By  Matt  Dickinson 

WITH  only  two  marches  re¬ 
maining.  and  England  striv¬ 
ing  to  ensure  automatic 
qualification  for  the  World 
Cup  finals  in  France  next 
summer  as  opposed  to  foe 
perils  of  a  play-off,  Glenn 
Hoddle  admits  that  his  choice 
of  captain  has  suddenly  as¬ 
sumed  a  special  significance. 
With  that  in  mind,  quite  how 
Paul  Gascoigne’s  name  came 
to  be  bandied  around  Bisham 
Abbey  this  week  as  a  contend¬ 
er  will  remain  a  mystery. 

Yet  there  was  foe  England 
coach,  sat  at  a  large,  wooden 
table,  discussing  foe  merits  of 
Gascoigne  as  foe  man  to  lead 
the  team  against  Moldova  at 
Wembley  on  Wednesday. 
Hoddle,  mercifully,  did  have 
the  sense  to  play  down  his 
chances,  but  the  very  fact  that 
his  name  was  even  being 
mentioned.  Hoddle  said,  is 
proof  that,  at  30,  the  Rangers 
playmaker  is  growing  up. 

Wuh  Gascoigne’s  name  ab¬ 
sent  from  the  front  pages  since 
allegations  of  wife-beating. 
Hoddle  has  detected  in  the 
player  a  greater  awareness  of 
nis  responsibilites.  both  in  and 
out  of  his  football  boots. 

“With  Paul,  when  he  had 
those  problems  against  Geor¬ 
gia,  I  said  it  is  up  to  him," 
Hoddle  said.  "I  never  expected 
him  to  learn  in  five  days  or  six 
months  even,  but  this  is  a  time 
in  his  career  when  he  has  the 
opportunity  to  start  maturing. 
And  he  is. 

"He  has  had  a  few  ups  and 
downs;  many  injuries  to  over¬ 
come.  and  that  takes  a  lot  of 
character.  There  is  no  one 
point  when  the  penny  drops, 
but  he  is  involved  in  that 
process.  He  is  settling  down 
and  I  have  seen  that  maturity 
around  foe  place,  definitely. 
He  is  understanding  foe  game 
more  as  well.  At  foar  age  .you 


Hoddle,  top  left  is  coinsidering  the  merits  of  (dockwisel  Southgate.  Seaman  and  Gascoigne  for  the  job  of  leading  England 


but  it’s  also  a  special  occasion. 
Paul  has  a  chance,  but  no 
more  than  Gareth  Southgate, 
no  more  than  David  Seaman, 
and  if  Gary  Pa  Ulster  plays, 
that  could  be  different." 

With  Teddy  Sheringham, 
his  fiffo-choice  captain,  ab¬ 
sent  as  a  result  of  sustaining 


start  reading  things  and  un¬ 
derstanding  things  you  didn't 
at  22  and  slowly  but  surely  it 
comes." 

We  have  heard  it  all  before, 
of  course  —  the  fresh  starts, 
the  new  resolutions  —  but  for 
all  those  optimistic  words,  foe 
prospect  of  handing  foe  cap¬ 


tain's  armband  to  Gascoigne 
on  a  night  when  England, 
particularly  after  Rio  Ferdi¬ 
nand's  conviction  for  drink- 
driving.  must  be  seen  to  be 
perfect  ambassadors,  clearly 
does  not  rest  easy  with 
Hoddle. 

"Captain?  If  you  look  down 


the  caps,  Paul  has  the  experi¬ 
ence,”  he  said.  "It  possibly 

could  do  him  good.  I  did  it 
with  Dennis  Wise  to  a  certain 
degree  at  Chelsea  and  it  was 
good  for  him. 

“But  I  have  to  look  at  the 
whole  situation.  It’s  a  very 
important  World  Cup  game, 

V 


two  fractured  ribs.  Hoddle’s’ 
weekend  deliberations  over' 
the  captaincy  are  unlikely  to 
involve  anyone  other  than 
Southgate  and  Seaman. 

Seaman,  for  his  greater 
experience  and  stature,  would 
be  many  people's  selection, 
although  his  position  as  goal-' 
keeper  is  likely  to  count 
against  him.  Southgate 
shewed  commendable  resil¬ 
ience  in  foe  way  that  he  coped 
with  foe  ignominy  of  his 
missed  penalty  in  foe  Euro  96 
semi-final  against  Germany,' 
and  he  would  also  be  a 
popular  choice. 

Against  Moldova,  bottom  of 1 
group  two  and  without  a  point 
in  five  games,  it  should  not' 
matter  too  much  even  if 
Hoddle  himself  was  to  con-, 
duct  the  pre-match  formali¬ 
ties.  rather  than  hand  that1 
task  to  Seaman,  the  Arsenal; 
goalkeeper,  who  was  appoint-' 
ed  MBE  after  his  gallant 
performances  in  Euro  96,  or'. 
Southgate,  the  calm  Aston 
Villa  defender. 

It  is  irrelevant  whether  Eng-  ; 
land  beat  Moldova  by  one  or 
seven  goals,  and  while 
Hoddle.  predictably,  played' 
up  foe  opposition's  threat: 
even  with  Sheringham’s  un¬ 
fortunate  absenoe  the  fact", 
remains  that  his  team  should 
be  superior  enough  to  make 
the  captain's  job  a  formality. 

However,  do  not  rule  out’. 
Gascoigne  completely.  When 
he  appointed  Alan  Shearer  ai 
the  start  of  his  reign.  Hoddle; 
stressed  that  he  prefers  his 
captains  .to  be  great  players' 
who  strike  fear  into  oppo-' 
nents,  rather  than  necessarily, 
great  leaders  of  men,  citing*- 
Maradona  as  an  example. 

The  days  of  Gascoigne 
claiming  greatness  appear 
long  gone,  but  England  sop:,' 
porters  will  nonetheless  await’ 
noddle's  decision  with  under-' . 
standable  concern. 
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Why  it  was  right  for 
football  to  pause 

and  pay  its  respects 


The  events  of  Sunday  will 
remain  in  my  memory  just 
as  they  will  for  most  people. 
As  soon  as  1  heard  the  news  about 
Diana,  Princess  of  Wales,  I  tele¬ 
phoned  the  club,  because  I  realised 
there  was  no  way  we  could  go 
ahead  with  our  match  against 
Newcastle_United.  Other  sporting 
events  went  ahead,  but  ours  was 
the  focal  point  of  the  afternoon,  a 
game  of  real  passion,  and  it  would 
have  been  inappropriate  to  have 
played  under  those  circumstances. 
There  has  been  something  of  a 
debate  about  whether  sport  should 
eo  ahead,  but  the  Royal  Family 
has  always  had.  a  close  association 
with  football,  and  Diana  was 
prominent  in  that 
ft  is  a  national  sport,  and  dearly 
'  there  was  a  need  to  show  respect 
There  is  something  about  a  foot¬ 
ball  match,  particularly  a  high- 


profile  one  such  as  the  game  at 
Anfield  against  Newcastle,  thar 
arouses  emotions;  and  it  was  dear 
that  the  only  appropriate  emotion 
on  Sunday  would  be  sorrow. 

The  debate  about  football  cen¬ 
tered  on  Scotland’s  World  Cup  tie 
agaist  Belarus.  There  was  no  way 
that  the  game  could  have  been 
played,  and  I  am  sure  it  was  the 
right  decision  to  postpone  it.  just  as 
it  was  right  to  cancel  the  football 
programme  in  England. 

■  Early  season  matches 
It  has  been  a  very  subdued  start  to 
the  season,  partly  because  of  the 
manner  in  which  the  programme 
has  been  set  out  Internationals 
have  forced  matches  to  be  can¬ 
celled,  and  people  have  suggested 
it  may  have  been  wiser  to  have 
delayed  the  sran  of  the  season  to 
ensure  that  football  enjoyed  a 


smoother  start  to  what  is  a  very 
important  season  during  a  World 
Cup  year. 

But  just  as  we  are  complaining 
now  dial  there  are  nor  enough 
games,  then  we  will  be  complain¬ 
ing  at  the  end  of  the  season  that 
there  are  too  many.  Clearly,  we 
need  to  fit  games  In  where  we  can 
and  that  means  playing  for  a  week 
or  two  and  then  stopping,  just  as 
we  were  forced  to  do. 

There  is  another  point  that 
people  have  overlooked.  There  has 
been  intense  criticism  of  English 
dubs'  performances  in  Europe, 
and  there  is  now  a  huge  expecta¬ 
tion  for  us  ro  do  better  than  we 
have  managed  in  recent  years. 
Had  we  postponed  the  start  of  the 
season,  then  Newcastle  would 
have  entered  their  Champions’ 
League  gome  against  Zagreb  with¬ 
out  the  benefit  of  any  competitive 
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matches,  and  I  am  sure  that  would 
have  rebounded  on  them. 

It  hasn't  been  an  ideal  start  to 
the  season  by  any  means,  especial¬ 
ly  for  Liverpool,  because  we  need¬ 
ed  to  bed  our  new  players  in.  but 
then  you  cant  use  that  as  an 
excuse.  The  fact  is  there  is  a  World 
Cup  and  that  is  the  most  important 
thing.  I  think  every  professional  in 
England  must  accept  that  the 
schedule  this  season  should  be 
arranged  around  it. 

■  Regaining  my  England  place 

1  have  a  free  weekend  this  week¬ 


end  for  the  Erst  time  in  my 
memory  during  the  foorball  sea¬ 
son,  because  1  was  not  selected  for 
the  England  squad.  I  have  to 
confess  it  is  a  strange  feeling, 
especially  to  be  at  home  reading 
about  rhe  England  players  in  the 
training  camp  at  Bisham  Abbey. 

It  Is  only  right  that  you  should 
be  in  the  squad  because  you  are 
playing  well.  Ir  is  a  truth  thar  all 
footballers  must  accept,  no  matter 
what  their  status,  and  that  applies 
to  me  just  as  anybody  else. 

But  it  still  hurts  not  to  be 
involved  in  your  country's  prepa¬ 


rations,  I  know  I  have  10  get  back 
in  the  squad  because  thar  is  the 
most  important  thing  ro  me;  to 
represent  my  country,  but  I  also 
know  T  can’t  feel  sorry  for  myself 
or  even  begin  to  appear  as  though  I 
am  moaning  about  my  situation. 

It  may  sound  fairly  basic,  but 
my  response  is  not  that  I  need  to 
prove  myself  or  prove  anybody- 
wrong.  1  need  to  be  playing  well 
for  Liverpool  if.  1  am  to  get  bade 
into  the  England  squad,  and  of 
course  that  is  what  the  dub  and 
our  supporters  demand  anyway. 

It  has  not  been  the  easiest  of 
starts  to  the  season  for  me.  but  1 
am  tuned  in  totally  to  my  me  aim 
of  playing  to  the  best  of  my  ability 
and  J  wont  lei  anything  affect  that 
If  1  play  well  for  Liverpool  then 
everything  dse  will  follow  and  I 
must  concentrate  purely  on  that. 

I  have  spoken  to  quite  a  few  of 
the  England  players  this  week 
and,  because  1  have  been  involved 
frequently  before,  I  can  sit  at  home 
and  picture  exactly  what  they 
might  be  doing  at  any  time.  My 
ambition  now  is  to  ensure  that  l 
don't  sit  at  home  next  time  the 
squad  is  announced. 

■  Fowler  and  Owen 
There  is  some  good  news  at 
Liverpool  this  week-  Robbie 
Fowler  is  on  the  way  back  to  fuli 
fitness,  and  believe  me  we  have 
missed  him.  Michael  Owen  is  a 


wonderful  young  player  and  he 
has  an  incredibly  brighT  future. 
But  whereas  he  has  great  promise, 
Robbie  is  the  finished  article,  as  his 
goal  record  shows. 

Some  people  have  suggested 
that  Fowler  may  not  get  back  into 
the  side  because  Michael  is  play¬ 
ing  so  well.  I  can't  go  along  with 
that,  not  least  because  Robbie  has 
scored  a  stack  of  goals  in  each  of . 
his  first  three  lull  seasons. 

Michael  Owen  is  not  Robbie.  He 
is  his  own  player  and  he  will 
undoubtedly  be  a  greaf  player.  But 
I  am  sure  he  will  say  himself  that 
he  accepts  he  needs  to  be  shielded 
at  times,  whereas  Robbie  has  vast 
Premiership  experience. 

The  good  news  for  this  dub  is 
that  we  now  have  three  strikers 
who  we  know  will  score  goals.  If 
we  are  to  challenge  for  the  champ¬ 
ionship  then  we  need  all  three  of 
them  fit  and  playing  well,  and  that 
is  why  the  news  about  Robbie 
probably  bring  available  for  next 
weekend’s  matches  is  timely. 

What  can  you  say  about  him? ' 
He  is  such  a  phenomenon  in  the 
penalty  area  and  I  am  certain  if  he 
is  fit  he  will  prove  just  as  deadly 
this  season  as  he  has  done  in  his 
career.  I  don’t  know  what  will 
happen  with  Michael  but  I  know 
that  he  will  want  to  play.  I  am  sure 
he  will  get  plenty  of  opportunity. 

Steve  McManaman 


FOOTBALL:  SCOTLAND  GO  INTO  WORLD  CUP  QUALIFYING  TIE  IN  SOMBRE  MOOD  AS  IRELAND  BEGIN  DECISIVE  WEEK  ON  THE  ROAD 


Scots  must  get  back  into  old  routine 


By  Kevin  McCajrka 

TO  PLAY-  for  one’s  country  is 
supposed  to  be  a  culmination, 
gfj  but  the  Scotland  side  that 
?•  Cakes  the  field  tomorrow  for 
the  World  Cup  qualifying 
match  against  Belarus  at 
Pinodrie  may  feel  as  if  it  is 
participating  in  an  after¬ 
thought  The  game  goes  ahead 
an  the  same  weekend  as  the 
funeral  of  Diana,  Princess  of 
Wales,  and  also  . follows  the 
furore  over- .  the:  delays  in* 
rescheduling  a  fixture 
was  origuuDyjpteitSed  to 
take  place  tbi$£fwmoarL 
Sport,  however,  is  always 
capable  of  barging  its  way 
back  into  the  public's  thoughts 
and  those  footballers  will  rap¬ 
idly  return  to  an  unwelcome 
prominence  if  they  should  fail 
10  defeat  Belarus.  Although 
Scotland  have  been  unable  to 
approach  the  match  in  their 
usual  methodical  manner, 
they  are  expected  to  perform 
with  efficiency. 

In  exceptional  rircum- 
stances.  the  team  must  find  its 
way  back  into  an  old  routine. 
“We  cannot  afford  to  lose  if  we 
are  to  have  any  aspirations  at 
all  of  reaching  the  World  Gip 
finals.”  Craig  Brown,  the  Scot- 
^  land  manager,  said.  He  was 
“  understating  the  case  because, 
in  truth,  his  side  need  to  win 
both  of  their  last  two  matches 
in  group  four,  against  Belarus 
and  Latvia  at  home. 

Such  results  would,  at  the 
very  least  take  them  into  the 
play-offs  open  to  runners-up 
in  the  groups.  A  greater  prize, 
though,  could  be  within  Scot¬ 
land’s  grasp.  Should  Austria 
and  Sweden  draw  in  Vienna 
this  evening,  two  victories  for 
Brown’s  Team  will  secure  them 
an  automatic  place  at  the 
World  Cup  finals.  In  discon- 

t  certing  circumstances,  the 
Scotland  players  face  one  of 
the  most  important  weekends 
of  their  careers. 
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RESULTS:  Sweden  5  Bsttmis'l;  Austro  0 
Scotland  a.  Belarus  1  Estonia  0,  Latvia  1 
Sweden  2:  Latvia  D  Scotland  Z  Estorte  1 
Belarus  ft  Belarus  1  Latvia  1;  Sweden  0 
A o$ma  J;  Austro  3  Latvia  1;  -Scotland  j 
Sweden  0;  Estonia  0, Scotland  0  On 
Monaco).  Scotland  2  Estonia  C;  Scotland  2 
Austro  0:  Latvia  £  Belarus  ft'  Sweden  2 
Scotland  1:  Austria  2  Estonia  Ot  Estonia  i 
Latvia  3;  Betaine  0  Scotland  L  Latvia  i. 
Austria  3:  Estonia  2  Sweden  3.  Estonia  0 
Austria  3:  Belarus  1  Sweden  2 

MATCHES  tO  COME:  Sept  &  Austria  v 
Sweden;  Latvia  v  Estoraa;  Scotland  v 
Belarus.  Sept  10:  Befesus  v  Austria; 
Sweden  v  Latvia  Oct  1 1:  Austro  v  Belarus: 


Brown  is  particularly  con¬ 
scious  of  the  pitfalls.  There  has 
hardly  been  any  attention  to 
spare  for  die  opposition,  but 
the  manager  has  the  disquiet¬ 
ing  feeling  that  Belarus’s  run 
of  31-fortune  cannot  be  expect¬ 
ed  to  last  much  longer.  “They 
present  a  tricky  obstacle," 
Brown  said,  “and  most  of  their 
squad  plays  at  a  good  level 
with  the  big  chibs  in  Mos¬ 
cow." 

Last  month,  Belarus  even 
led  1-0  against  Sweden,  in 
Minsk,  but  conceded  two 
goals  in  the  dosing  stages  of 
foe  game.  There  are  hum¬ 
drum  anxieties  for  the  manag¬ 
er  too,  who  seems  intent  on 
picking,  in  midfield.  Gary 
McAllister,  whose  knee  injury 
has  prevented  him  from  ap¬ 
pearing  for  Coventry  City 
since  August  11,  and  John 
Collins,  who  has  recently  been 
confined  to  AS  Monaco’s  sub¬ 
stitutes’  bench. 

Brown  lacks  the  replace¬ 
ments  who  would  permit  him 
to  omit  such  experienced  mar 
from  the  side  and  his  squad,  in 
any  case,  has  been  subject  to 
die  usual  depletions.  Colin 
Hendry,  the  centre  half,  has 
accepted  medical  opinion  that 


life 
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Leighton  has  re-established  himself  as  Scotland’s  first-choice  goalkeeper  with  his  selection  against  Belarus 


it  would  be  unwise  to  take  part 
after  his  concussion  in  Black- 
bum  Rovers’  match  with  Crys¬ 
tal  Palace  last  weekend. 

Another  established  mem¬ 
ber  of  the  side,  Doreen  Jack- 
son.  of  Celtic,  underwent 
brain  surgery  on  Tuesday  and 
will  not  play  again  for  some 
months. 

Whenever  he  is  embattled. 
Brown  always  finds  comfort 


in  the  belief  lhat  he  can  tap 
into  the  form  some  players  are 
enjoying  at  dub  level.  As  such. 
Kevin  Gailacher,  of  Black- 
bum.  is  treasured. 

The  forward  already  has 
five  goals  to  liis  name  this 
season.  "I  go  out  believing  that 
l  will  score  in  every  game  at 
the  moment Gailacher  said. 
“Everything  1  touch  seems  to 
be  going  into  the  net"  He  will 


be  partnered  in  attack  by 
Gordon  Durie.  of  Rangers,  as 
Brown  seeks  the  pace  and 
dynamism  that  will  eventually 
wear  down  the  resistance  of  a 
stolid  Belarus  side. 

Attrition  may  well  be  re¬ 
quired,  but  Brown  does  like  to 
ponder  the  effect  that  an  early 
goal  might  have.  “If  that 
happened  ”  he  said,  “Belarus 
heads  could  go  down  because 


of  their  recent  results."  Jim 
Leighton,  the  Scotland  goal¬ 
keeper,  might  appreciate  a 
quiet  afternoon  in  which  to 
relish  his  triumph.  At  39,  the 
Aberdeen  player  has  reestab¬ 
lished  himself  as  first-choice 
for  the  position  a  status  he  has 
not  enjoyed  since  1990.  Brown 
confirmed  that  Leighton  has 
been  preferred  to  Andy 
Goram,  of  Rangers. 


Arsenal  try  Howard’s  way 
for  new  route  to  success 


BASEBALL 


Arsene  Wenger  shapes  the 
ire  at  Arsenal,  with  his 
n  clearly  struggling  to 
tain  their  macho  tenden- 
Terry  Howard  has  been 
irged  with  taking 
jhburys  distaff  element 
)  the  new  mHlennium- 
ward  is  the  new  coach  of 
enal  Ladies,  having  suc- 
ded  Vic  Akers,  and  is  under 
illusion  of  the  task  faring 

Juring  Akers's  six-year 
>n.  Arsenal  won  three 
giie  championships,  to  put 
i  at  the  top  of  the  all-time 
nagerial  greats  of  women’s 
tball  Howard’s  previous 
lerience  includes  steering 
ngton  into  the  finals  of  the 
glish  Schools'  Trophy  m 
5,  from  which  they 
erged  victorious,  and  in 
7  He  will  receive  assis- 
ce  from  Clare  Wheatley, 
former  England  left  back, 
n  has  been  appomted 
ies’  development  officer. 
1  may  still  call  on  ms 
strious  predecessor,  who 
;  moved  further  up  the 
ghbury  hierarchy,  for  ad- 
;  if  needed. 

n  the  move 

n  Collymore,  the  England 
j  Aston  Villa  striker. 


KIU1IM  iumi  unw  - - 

ted  his  £7  million  move 


by  IsRasseU 

[jKwpswi 

from  Liverpool  during  the 
summer.  When  “chrome 
dome"  came  home  to 
Cannock,  a  shorr  hop  from 
Villa’s  Bodymoor  Heath  train¬ 
ing  ground,  doom  and  gloom 
appeared  but  a  thing  of  the 
past.  However,  no  sooner  had 
Collymore  returned  to  his 
roots  than  a  g roup  of  anorak- 
type  Villa  fans  began  to  lurk 
persistently  outside  his  house. 
Collymore  is  rarefy  at  ease  in 
the  public  or  private  glare  and 
is  therefore  seeking  a  new 
abode.  Up-market  Solihull 
is  widely  tipped  as  the  place 
about  to  be  graced  by  his 
presence. 

Worlds  apart 

West  Bromwich  Albion  offici¬ 
als  were  understandably  keen 
to  maintain  segregation  at  the 
recent  geMogriher  with  Wol¬ 
verhampton  Wanderers,  their 


friendly  neighbours  in  the 
Black  Country.  "We  could  fill 
The  Hawthorns  to  capacity  by 
letting  supporters  buy  any 
tickets  they  wanted."  Dr  John 
Evans,  the  West  Brom  secre¬ 
tary.  said,  “but  if  we  ended  up 
with  hooliganism  and  violence 
as  die  fans  mixed,  the  club 
would  suffer."  Tickets  for  en¬ 
try  to  the  home  stand  were 
strictly  controlled,  with  alle¬ 
giance  to  the  Throstles  having 
to  be  undeniably  proved.  Even 
tattoos  —  presumably  “l  luv 
Ray  Harford"  —  were 
accepted. 

Worn  with  pride 

It  was  hard  to  miss  Estelle 
Bergkamp.  the  young  daugh¬ 
ter  of  Dennis,  as  she  waited 
outside  Highbury  for  her  fam¬ 
ous  father,  the  Holland  and 
Arsenal  striker,  after  the  (Ml 
draw  against  Tottenham  Hot¬ 
spur  last  weekend.  She  was 
the  little  one  wearing  the 
No  10  shirt  with  “Dad”  print' 
ed  on  the  back. 

STRANGE  BUT  TRUE: 
David  Unsworth  is  the  first 
West  Ham  United  player 
whose  surname  begins  with 
the  letter  “U”.  The  cjub 
now  needs  only  to  sign 
an  Eric  Xavier  and  a 
Jimmy  Zimmerman  to  com¬ 
plete  an  alphabetical  full 
set 


AMERICAN  LEAGUE:  Dero*  5  Anfoarn  4 
111  wings].  New  Yori^  Yartraes  2  Baltrnore 
6:  Toronto  2  7>u£S  6.  Kansas  CJly  7 
Oakland  6  [12  firings):  Minnesota  6 
Sparse  9 

NATIONAL  LEAGUE  Gnctonan  5  PWs 
tunyi  2.  Mom  real  *  PMaddptw  6;  Sen 
Chego  7  Atlanta  S  (11  tantoQG):  San 
Fiancees  2  Houston  14.  Postponed: 
Cota  ado  v  Si  Louis. 

CRICKET 

NAIROBI:  Tots  match  (first  day  ot  three): 
New  Zealand  £80-6  dec  1C  M  Spearman 
103).  Kenya  26-1 

SECOND  X  CHAMPIONSHIP  (second 
day  ol  tww-l  Worcester  Wwcesterehre 
2*2  l£  Chappie  £>-46)  and  161  (AOduJ 
Hafeez  58):  LuncasnUe  16£M  dec  y  E  R 
Gal&n  55}  and  7-0:  Northampton:  Surrey 
231  (AJTudor77:QPSwann3-5cnatyjaE- 
irPtorthamptanaroe  ISO  7  dec  [GP  Swann 
66-  A  j  Tudor  5-73):  Bristol:  GLjuckJbt- 
sftre  2304  (N  J  Trarer  T 10.  U  J  Churcn  87 
not  outi  v  ken  Colchester  Somerset  130 
U  C  PwwK  446)  and  140  (C  M  Wafc  56  not 
out.  D  M  Cousins  4-17);  Essex  2S2  [Afi 
Butcher  51  not  our.  B  M  Tran  640)  and  22- 
1  Essex  won  by  nine  wicfceis. 

footbauT 

AMERICAN  LEAGUE:  New.YorWNew  Jer¬ 
sey.?  Lie  Angeles  1 

Thursday's  lae  results 
ICtS  LEAGUE:  Prd  cfcfelon:  Wembley  1 
(.eaiterhead  t.  Second  dMstaa-  Banstead 
0  Wltham  0.  Ling  Non  1  Metropotan  Police 
3  TWrd  division:  Hemet  Hempstead  3 
Kingsbury  2 

PONTVfS  LEAGUE-  Premier  division: 
Aston  Vifo  2  Nomgham  Forest  t. 

AVON  INSURANCE  COMBINATION:  FM 
tflvsaorc  Queer*  Park  Rangers  D  Chatun 
Airtteoe  3.  Postponed:  Luton  Town  v 
Swmdor  Town 

FA  YOUTH  CUP:  Pnrfmlnary  round:. 
Cowhiai  1  Tenbndge  3. 

FRENCH  LEAGUE  Le  Havre  l  Toulouse  1; 
Marseilles  1  Lyons  0 

ITALIAN  CUP:  Second  round,  Sret  leg: 
BresceJo  1  Juventus  1 
EGYPT:  Under -17  world  ehantonsAip.- 
Group  A:  Egypt  3Tliatend  2  (m  Caio). 


MOSCOW:  Russian  Open:  Leadfog  aec- 
ocKfround  (QB  and  Ire  unless  sraacJ);  137: 
J  Beiendt  (AiOj  70.  67.  13fc  N  van 
Hooiegem  (Bel)  71.  67  139  C_ H&rtre 
lUS»?l,6B,HNysJtomiSw«171.68  140:G 
Maitis  73.  67.  N  JoaKmktes  (Fr)  7Cl.  70 


141:  J  M  Kite  iFt)  71. 70.  S  Kfcttosen  (Den) 
69. 72.  M  Reale  CM  73. 68.  G  Oven  70. 71;  R 
Budde  pen)  67.  74;  M  P*z  (Ftal  72. 8ft.  R 
WTagg «.  76. C Rcdies (Spl®. 72. 142: M 
Utron71,71,W  Bernetl  7ft fea.SBrownfia, 
74:  o  Dadson  (Fr)  73.  68:  S  Leaney  |Aus> 
72.70 

GYMNASTICS 

LAUSANNE  Switzerland:  Worid  champi¬ 
onships;  Team  finals:  Marc  1.  CMra  (Xu 
Huang.  Li  Xtaopeng.  Vufu  Lu.  J  ion  Sheri, 
Jnling  7J«ang,  Jirrteng  Xi»i224.855pts.  2. 
Belarus  221.586:  a  Russia  2SOM?:  4. 
Japan  220  643. 5.  Untied  States  219-806'  6. 
Germany  217834  Wbmen:  1,  Romania  iC 
Urwuretm  C  Piesecan.  A  Marinescu.  U 
Qooean,  S  flmener.  M  Tu^aian/ 
153  73Ctpts:  2.  Russia  153 197:  3.  China 
152  001.  -r.  LAjane  150  603:  5.  France 
I4fl  369. 6.  United  Stares  147  697. 

hockey 

SEOUL:  Women's  Junior  World  Cup: 
Group  A:  Germany  2  Australia  3.  Group  B: 
South  Korea  10  Ukraine  ft  South  Alnca  6 
United  Stwbs  0.  Hoiand  1  Aiger*m  1 

ROWING  ~ 

AK5US3ELETTE,  France:  World  champ 
onehips  Semi-finals:  Ltohtweigm  owtees 
pairs  (first  three  into  final):  Men:  Fira  race: 
i  N  Maxwell  and  A  O'Connor  flrei  Bum 
44  66-sec:  2.  J  Koiar- Jensen  and  J  O 
Nielsen  (Den)  6  4524. 3.  L  Johansson  and 
T  Boh  fSwel  64584.  Second  race:  1.  M 
Binder  and  B  ScHnrdt  iSwitzl  6'41  47. 2,  S 
BN  and  H-P  Dal'Acqua  (Fr)  644  50  3.F 
and  G  Kouaes  (Hun)  645.16 
UatitweJgtt  double  scufls  (first  three  <n» 
final):  Men:  First  race:  1.  L  Penman  and  M. 
Cnept  (It)  620  34;2.  Mefrad  Ser  a  Matos 
Ger[Stwz)6-21  10:3.  JCSaezandJMda 
Memo  (So)  62303.  Sewnd  rxv  1  T 
Kucharod  and  B  Sytz  (M)  61B75.  2.  1 
Eiia  and  B  Ruling  (Ger)  *20  4*3  A 
Edwards  and  G  L)tor*i  (Aus>  *22£4; 
Women:  Ftrat  race:  1.  A  Tamas  and  C 
Maeovtauc  (RcmV 705.13: 2.  M Oa£a"d 
A  Braid  (Get)  7  07.97. 3,  T  Bel  md  W  Fod 
rUS)  7-28  79  Second  race:  I.RSLrrand  l 
Duncan  (Can)  705  M.-g.AHefctergardL 
Mdereayi  (ban):  70524;  3.  C  Fernanda 
and  M  Lsnotte  (Ft)  7  09.31;  J.  S  Birch  and  J 
Lanqlands  (GBl  7:12.30  Quadruple  scute 
tfesi  three  Wo  finaf)  Men:  Rrerracr  L  tta<y 

5-44  13,  Z  Ukraine  5  45.94;  3.  Swtzcrtand 
5:4651  Second  race:  I.Getmany  5'4526. 
2.  Franca  54554;  3.  Austria  5:4660 

RUGBY  UNION 

Htstnahen  Cup  details 

Pool  K  Leraaei.  Lfitastet,  Mian.  Tou- 
lou&e  Pool  B:  Glasgow,  Swansea.  Ulster. 


Reds,  lianedu  Pan.  Tremeo 
Fwe  pool  winners  go  tonrard  to  the  qtrartor- 
(nata  aJongwWt  the  three  p»B)MJllwirinara. 
They  come  from  the  five  pool  runners-up 
and  the  best-ranted  ream  n  third  place 
from  aS  twa  pools  Those  s*  teams  wfl  be 
seeded  on  the  tolnwng  ciieria.  pool 
posits,  pool  pomls  dWerence.  most  tries 
and  best  disopfcrtary  record 
FIXTURES:  Round  one:  Sept  6:  Lemsvs  v 
Toutouse  (referee,  A  Spresdbury).  Trevtso  v 
Pan  fl  Ramege)  Sept  TTLercesrerv  Moan  (D 
Sevan).  &vansea  v  Wasps  fJ  Ftemngi. 
Brtve  v  Scottish  Borders  (S  Lander), 
ftonrypnod  v  Beth  (D  McHugh).  Kartoquns 
v  Munster  (P  Thomas).  Bourgon  v  Cardrtt 
(C  Mur).  Caledonia  Reds  v  (Jane*  (R 
McDcwretf)  Sept  &  Ulster  v  Glasgow  (C 
Thomasj 

Round  two:  Sept  12:  barcter  v  Lacestar 
Li  Dune)  Sept  13:  Milan  v  Toulouse  (R  G 
Davies,).  Swansea  v  UHter  (K.  McCartney), 
Cardrft  v  Munster  (B  CAmpsaB).  Harieqtins 
v  Bougoh  (N  Whttehouse).  Pau  v  Liarwiy  0. 
Mayngj  Sept  14:  Gtasgw*  v  Wasps  (A 
Lewis),  Scotch  Borders  v  Bath  (N  V»- 
toms).  Brive  v  Pontypridd  (E  Murray), 
Caledonia  Reas  v  Trevtso  (D  G4iel}. 

Round  three:  Sep)  20:  Touttiuse  v 
Lodestar  (\  McCartney).  Mfen  v  Lenstar  IN 
i  auirpii.  Scottish  Borders  <r  PortypnOd  (C 
WHtei.  Bath  v  Bnve  (J  Bamlngi.  Muneter  v 
aouigwi  iH  F  Lewis),  liana*  v  Trawso  (E 
Murray).  Pau  v  i^aledonia  Reds  (G 
Sirrmondsi.  Sept  21:  Wasps  v  Lfister  (C 
Duhau).  Glasgow  v  Swansea  (E  Momson). 
CanJD  V  Hafiequtns  P  Mene) 

Round  four  Sept  27:  Toukubs  v  Watt 
1C  Mufr).  Ufceeter  v  Leinster  P  GtaeQ. 
Ulster  v  Swansea  (G  rtrahes).  Bath  v 
Sarffish  Bt»def5  P  R  Oavtoe).  Poraypndd  v 
Bnve  (G  Btedd,  fiArsler  v  CaidW  (A 
Spraedbtiyl.  Bourgarr  v  Harlequins  (D 
Bewai).  Treveo  v  Caledonia  Reds  (P 
Thomas)  Sept  28:  Wasps  v  Glasgow  (D 
McHugh),  Uanoll  v  Pau  (B  StMng). 

Round  five:  Oct  3:  LWer  v  Wasps  (N 
Lfisaga)  Ota  4:  Leicester  v  Toulouse  LI 
Flemtng).  Leinster  v  Mist  (E  Morroon), 
Svonsoa  v  Gtasgow  [G  Btadr),  ftnryprcjd  v 
Scotwh  Bonders  (G  Duhau],  Botagoti  v 
Munster  (C  While).  HaitequirB  v  Cararff  (t 
Muray).  Trwteo  v  Lian^S  (A  Lew)  Od  E 
Brtve  v  Bath  (K  McCartney).  Catedona 
Reds  v  Pau  (C  Thomas) 

Round  stc  OcM  1:  Tcxiouse  v  Lflnster 
IS  Larwet).  Bash  v  Ponlypndd  (J  Dumej. 
Catttt  v  Bougon  (L  Mwnei.  Uane*  v 
Cetedone  Reds  (J  Pearson),  P@u  v  Treviso 
ID  McHugh/  Oct  1£  Udan  v  letaestes  P 
Mene).  Wasps  v  Swtstsea  (B  Smahj. 
Gtaww  v  titter  (G  Sirtvnandsl.  Scottish 
Botdare  v  BrM  (B  Campsaffl.  Munster  v 
Hertequlns  (N  WWlehouse). 

Knockout  stages:  Ptay-o8K  Now  1-2 
Quarter- flnate:  Noy  B-9  (E15.0CH  ptZB- 
money  to  each  pamdpuil}.  Strol-wtais: 
December  20-21  r£40,000  each).  fn± 
January  31  (£60.000  each) 


Tough  baptism 
awaits  Kilbane 


From  Russell  Kempson 

IN  REYKJAVIK 

IT  WAS  not  the  most  pleasant 
phone  call  that  Kevin  Kilbane 
had  received.  Ian  Evans, 
manager  of  the  Ireland 
UndeT-21  team,  had  rung  to 
tell  him  that  he  would  not  be 
required  for  the  forthcoming 
matches  against  Iceland  and 
Lithuania  in  the  European 
championship  qualifying  se¬ 
ries.  Kilbane,  feeling  that  be 
had  done  well  in  his  three 
appearances,  was  dismayed. 

Four  days  later,  he  was 
casually  flicking  through  the 
Teletext  pages  when  his  heart 
leapt,  for  he  saw  that  he  had 
bent  included  in  the  senior 
squad  for  the  World  Cup 
qualifying  matches  against 
the  same  countries.  “I  couldn’t 
believe  iL“  he  said.  “It  still 
hasn't  sunk  in  yet"  Evans, 
mischievously,  had  forgotten 
to  mention  ft. 

This  afternoon,  Kflbane’s 
rise  to  prominence  is  Likely  to 
continue  in  the  group  eight 
match  against  Iceland  here, 
for  with  Keith  O’Neill  absent 
because  of  injury  and  Mark 
Kennedy  unable  to  command 
a  regular  first-team  place  with 
Liverpool,  he  seems  certain  to 
fill  the  role  of  left-wing 
supplier. 

Mick  McCarthy,  the  Ire¬ 
land  manager,  gave  him  a 
second-half  run-out  in  Eoin 
Hand’s  testimonial  match  in 
Dublin  on  Tuesday  and  was 
suitably  impressed.  “Kevin  is 
strong,  direct  and  has  that 
ability  to  get  to  die  byline  and 
whip  in  crosses."  he  said. 
“He’s  an  exciting  prospect" 

Kflhane,  20,  bom  in  Preston 
of  Irish  parents,  moved  to 
West  Bromwich  Albion  from 
Preston  North  End  for  £1.25 
million  during  the  summer. 
He  scored  on  his  debut  in  the 
Nationwide  League  first  divi- 


_ SPEEDWAY _ 

SPEEDWAY  STAR  CUP:  Final:  Bra*  leg: 
Pocfe  43.  Eastoounv  49 
ELITE  LEAGUE  Ipswncti  58  Bate  Vue. 
PRaflER  LEAGUE;  SReMeJd  50  OttoW 
40. 

TENNIS 

FLUSHING  MEADOWS:  US  Opan:  Man: 
SfrrgtaK  Quarter-foals:  P  Rafier  (Aui)  b! 


and  N  f  J4B  (Sure)  bt  W  Btac*  (Zml  and  J 
Grabb  (US)  7-5.  7-6  Woman:  Doubles: 
Sami-final:  L  Davenport  (US)  and  J 
Novotna  (Cz)  W  M  Hingis  (Swdzl  and  A 
Sancnez  Vtaario  (SpJ  6-4.  6-3  Mfrred 
doublas:  finat  M  Boilegrat  (HoH  and  R 
Loach  (USi  KMPs  (A*0)  and  P  Afcano 
(Aral 7-5.  7-6  Man’s  over-35  doubles 
[round  roWn).  Blue  group:  J  Knek  (US) 
and  J  Lloyd  (GB)  tx  8  Gibed  and  T  Mayotte 
(US)  6-7. 6-1. 7-6.  Ovec-45  doubles  (round 
rtt*n):  Bfuf  group:  T  Guiftson  (US)  and  D 
Stockton  (US)  W  K  RoeewaA  (Ausl  »id  F 
SlcMe  (Aus>  64.  6-4;  M  Riaasen  (US) 
and  S  SUwart  (US)bi  j  Bfot  (Chtel  and  M 
Orarees  (Sp)  3-6.  7-6,  7-6  Redgreup;  M 
Rtessan  and  S  Siewart  (US)  W  J  FfftJ  (CWe) 
and  M  CTantes  (Sp)  7-6  7-6  Green 
group:  B  Luc  and  S  Smnh  (US)  bt  O 
Davidson  Mas)  and  C  Orysdaie  (5AI  1-6 
7-6.  7-a  Yeflem  group:  R  E mason  (flusi 
ed  T  Gorman  (US)  bi  B  Gctifned  and  S 
May »  (US)  64  64  Woman's  douttes 
mastare  (round  rotten):  Blue  group:  J 
Russefl  Hid  P  Teeguarden  (US)  bl  T 
HoUaday  (US)  and  Q  Morozova  (Russ)  ^6. 

6-2,  7-6;  A  Hcbbs  |GB)  and  l  K)oss  (SA)  W 
M  Jausowc  (Stowrta)  and  V  Wade  (GB)  6 
2, 6 1.  Rad  group:  W  Orertfo  and  A  Smfo 
(US)  W  S  Wadsh  (USl  and  B  Sww  (Hoft 

6- 0.  6-1;  J  Dune  (GB)  and  F  Durr  (Fr)  «  R 
Cauls  and  K  Jordan  (US)  63, 6-3.  Boys' 
doubtaK  Quamp*»fa:  8etocMdi rea*  F 
Gonzataz  (CMe)  and  N  Masfiu  (CMe)  ts  I 
Bales  iGBj  and  T  Mesamen  [G«l  7-6, 46. 
6-2 

EDINBURGH;  Man's  Scottish  champion, 
ships:  Rrat  row*  A  Lopez-Moran  (§5f  bl 
F  Cabeto  (&)  64  6-7  6-3.  Second  round: 
D  Peacanu  ftom) «  M  ZataKffl  (Ara)  7-5, 

7- 6;  M  Puena  iMi)  bt  M  Madagan(GB)  & 
3. 4-6. 6-2:  J  Partaw  (Fn  a  T  Guardiob  (Fri 
64. 5-7. 6-?.  P  frn®  (Ara) «  C  Auffray  (Ft) 
6-3.  frfc  G  Doyte  (Au9)  U  R  Gfibert  (Fr)  2^ . 
6-2. 63.  L  JolKSon  (Su)&)  tt  0  SlenrwtchBv 
(Bui)  64. 4-6, 63:  J  bta  (^))  U  A  Catatrava 
(Sp)  62.  6-2.  A  Geudfoz)  (h)  bi  A  Lopea- 
Mof«i  (5p)  62,  7-5 

WINDSURFING 

BRIGHTON:  Holst&n  Pis  PWA  Wbrid  Cup: 
Ovarafl  teeders  1.  N  Baker.  2.  F  Maynard; 
3  P  Befcftjc'h 


PWDL  F  APB 

Romarua .  7  7  0  0  24  2  21 

Maoedonia  ....  B  4  1  3  31  14  13 

tetand  .  7  3  2  2  15  4  11 

(jChuamr  ..  7  3  2  2  6  5  11 

IceteuJ .  7  1  3  3  5  a  6 

Uertteraien  .8  0  0  8  2  40  0 

RESULTS'.  Macedonia  3  Uechtensteri  ft. 
Iceland  1  Macedorca  1;  LtecMensiem  0  Ire¬ 
land  5,  Romania  3  Lfflajarw  ft.  Ufrumta  2 
Iceland  0.  Iceland  0  Romania  4;  Ireland  3 
Macedonia  ft.  Lithuania  2  Liechtenstein  f. 
Liechtenstein  1  Macedonia  11,  Ireland  0 
Iceland  ft  Macedonia  0  Rcmsma  3:  Ro¬ 
mania  8  Uecnarst&h  ft  Macedonia  3 
Ireland  Z  Lithuania  0  Romania  1;  Romania 
l  (retend  ft  Ltechtensrem  0  Lithuania  2. 
Ireland  5  Liechtenstein  ft  Macedonia  1 
Iceland  ft  Iceland  0  Lrmuann  ft  Ireland  0 
Lithuania  ft  Liechtenstein  0  Iceland  4: 
Romanta  4  Macedonia  2 

MATCHES  TO  COME:  Sept  &  Iceland  v 
Ireland:  Liecrtenaesn  v  Romania.  Lithuania 
v  Macedonia  Sepl  1  ft  Romarua  v  Iceland  : 
Uthuarea  v  Ireland  Oct  11:  Iceland  v 
Uachtanstan;  fretand  v  Romania:  Maoedo- 
nla  v  Uirruanta. _ 

sum  and  has  helped  West 
Bromwich  (o  an  unbeaten  run 
of  seven  matches. 

Whether  it  is  right  to  intro¬ 
duce  him  to  international 
football  at  such  a  delicate 
juncture  is  a  moot  point 
Ireland  haw  to  defeat  Ice¬ 
land,  a  frequently  awkward, 
stubborn  side,  to  strengthen 
their  increasingly  fragile 
claims  for  a  place  in  the  finals 
in  France  next  year. 

If  they  win,  they  can  travel 
on  to  Lithuania,  for  another 
qualifying  tie  on  Wednesday, 
in  good  heart  They  will  have 
edged  doser  to  the  group 
runners-up  position  and  the 
play-off  prize  that  goes  with  it 
If  they  draw  or  lose,  they 
might  as  wed  turn  out  the 
northern  lights,  give  Vilnius  a 
miss  and  bead  straight  bade 
to  the  Emerald  Isle. 

IRELAND  (probable-  4-5-1V  S  Ghran 
(Newcastle  United)  —  0  info  (Manchester 
United),  K  Cumkwharn  (Wirrtbtedon).  1 
Harte  (Leads  Urged),  S  Staurton  (Aston 
Vila)  —  G  KeOy  (Leeds  UnrodL  A 
MdjMjgtttn  (PorismouBi).  R  Keane 
(Mendxew  United).  A  Townsend 
(Midtieeorough),  K  KHbane  (West 
Bicmwlcrt  Albion)  —  D  ConnoBy 
(Fevenoord). 


Paganin  told 
to  decide 
on  transfer 

LIVERPOOL  have  issued  an 
ultimatum  to  Massimo 
Paganin.  the  Internationale 
defender,  over  his  proposed 
£35  million  transfer  to 
Anfieid.  A  representative  of 
the  dub  travelled  to  Italy 
yesterday  for  talks  with  the 
centre  half  designed  to  force 
him  to  make  a  derision 
(David  Maddock  writes). 

Paganin  has  dragged  his 
heels  over  the  transfer  and 
Liverpool  have  now  derided 
that  they  can  wait  no  longer 
for  him  to  make  up  his  mind. 
The  representative  wfll  tell  the 
player  that  either  he  opens 
formal  contract  talks  or  the 
deal  will  be  scrapped. 

The  problem  has  centred  on 
the  player’s  wage  demands.  It 
is  understood  that  he  has 
asked  for  a  salary  and  sign* 
ing-on  fee  in  excess  of  £25.000 
per  week,  and  Liverpool  are 
not  prepared  to  meet  such  a 
figure  for  a  defender.  All 
attempts  to  persuade  him  to 
negotiate  have  so  far  failed. 
Newcastle  United  are  also 
interested  in  Paganin,  27,  but 
they,  too.  have  been  discour¬ 
aged  by  his  demands. 

Roy  Evans,  the  Liverpool 
manager,  is  eager  to  sign  a 
defender  and  he  has  indicated 
that  he  is  prepared  to  look 
elsewhere.  He  needs  a  deci¬ 
sion  because  he  must  also 
deride  the  future  of  Jason 
McAteer,  his  Ireland  interna¬ 
tional  wing  back. 
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wave  of  emotion 


SPORT 

SATURDAY  SEPTEMBER  6  1997 


CRICKET  45 

Irani  holds  key 
to  turn  Lord’s 
final  Essex’s  way 


Briton  confident  of  sustaining  progress  in  meeting  of  unseeded  semi-finalists 

Rusedski  to  make  fight  impression 


From  David  Powell  in  newyork 


ONE  is  a  former  doubles 
world  champion  who  has 
finally  gained  an  identity  in 
singles.  The  other  is  Canadi- 
an-bom  with  a  British  make¬ 
over.  They  meet  here  at 
Flushing  Meadows  today, 
each  seeking  to  become  only 
the  second  unseeded  men's 
singles  finalist  at  the  US  Open 
for  26  years.  Will  it  be  Jonas 
Bjorkman  or  Greg  Rusedski? 

Bjorkman  can  slip  into  Rory 
Bremner  mode  at  the  drop  of  a 
set,  so  easily  do  impressions  of 
the  tennis  stars  come  to  him. 
“He  can  do  everyone,  he’s 
brilliant,'1  Rusedski  said.  But. 
when  the  time  comes  to  be 
serious,  it  is  the  Andre  Agassi 
in  Bjorkman  that  Rusedski 
wishes  not  to  surface. 

“We  used  to  look  at  Andre  as 
the  best  returner  of  serve,  but 
Jonas  is  up  in  that  class  now.1' 
Rusedski  said.  According  to 
John  McEnroe,  the  Swede's 
backhand  return  is  “a  thing  of 
absolute  beauty”. 

Sometimes  on  court, 
though,  Bjorkman  gives  his 


Bjorkman:  fine  backhand 

impression  of  a  rookie  profes¬ 
sional.  “1  have  seen  him  falter 
sometimes  when  he  should 
win."  Brian  Teacher,  Rused¬ 
ski's  coach,  said.  Such  as  at 
Wimbledon  last  year,  when  he 
lost  to  Luke  Milligan,  or  this 
year,  when  he  lost  to  another 
Briton.  Chris  Wilkinson. 

However,  for  the  past  fort¬ 
night.  Bjorkman  has  posed 
problems  for  everyone  who 
has  fallen  into  his  path  in  the 
draw.  They  included  Gustavo 
Kuerten,  the  No  9  seed  from 
Brazil,  who  won  the  French 
Open  in  June,  knocking  the 
Swede  out  along  the  way. 
Kuerten,  like  Bjorkman  now. 
was  unseeded  in  Paris.  What 
kind  of  omen  is  this? 

Rusedski  had  better  skip 
over  that,  and  instead  listen  to 


Scott  Draper,  Bjorkman's 
fourth-round  victim  and  the 
only  man  to  take  a  set  from 
him  here.  “He  can  take  the 
ball  early,  come  to  the  net,  and 
he  is  very  athletic,"  Draper 
said.  “But,  if  you  keep  him  out 
there  long  enough,  he  is  vul¬ 
nerable." 

No  more  vulnerable, 
though,  than  Rusedski  is  to 
daily  asides  here  that  he  is  not 
truly  British.  If  the  accent 
comes  out  wrong,  the  words 
come  out  right.  Whether  or  not 
he  becomes  the  first  British 
player  since  Fred  Perry  in  1936 
to  win  a  grand-slam  singles 
title,  one  tiling  is  certain: 
Bournemouth,  here  he  comes. 

“Whatever  happens.  I  have 
made  a  commitment  to  play  in 
Bournemouth  next  week," 
Rusedski  said.  “We  do  not 
have  many  tournaments  at 
home."  At  home.  note.  “I  do 
not  want  to  let  down  the  public 
who  bought  tickets  and  come. 
It  is  very  important  to  support 
your  home  tournaments." 
Take  that,  Tim  Henman, 
whose  preference  is  for 
Tashkent. 

“1  have  a  British  passport,  a 
British  girlfriend  and  I  have 
lived  in  Britain  for  seven 
years."  Rusedski  said  to  Amer¬ 
ican  journalists  unconvinced 
by  the  GB  after  his  name.  It 
was  no  different,  for  so  long,  in 
Britain.  Teacher  tells  of  how, 
at  the  Nottingham  tourna¬ 
ment  three  months  ago,  Rus¬ 
edski  walked  into  the  players' 
lounge  to  find,  on  the  bulletin 
board.  “50  to  100  articles  on 
Tim  and  nothing  about  Greg" 
Teacher  said  that  it  made  his 
player  depressed. 

“That  was  a  tough  day  for 
him.”  Teacher  added.  “He 
thought:  ‘I  am  not  playing  bad 
tennis,  I  should  get  some 
publicity.'  But  he  ended  up 
winning  the  tournament  so  he 
got  some.  He  feels  a  part  of 
Great  Britain,  he  really  does. 

“I  receive  letters  of  encour¬ 
agement  aU  the  time,” 
Rusedski  said.  They  [British 
tennis  supporters]  treat  Tim 
and  1. 1  think,  as  equals."  Only 
now,  Rusedski  is  first  among 
equals.  It  is  he,  not  Henman, 
who  will  be  the  first  British 
man  far  20  years-  to  take  his 
racket  to  a  grand-slam  singles 
semi-final. 

“Greg  is  polite  and  pleas¬ 
ant"  Teacher  said.  “It  is  a 
friendly  rivalry  he  has  with 
Tun.  If  he  sees  Tim  do  well,  he 
thinks:  'Gee,  if  I  can  work  a 
little  bit  harder,  I  will  get  what 
Tim  is  getting.'  * 

Since  his  •  quarter-final. 
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Rusedski  has  the  world  at  his  feet  as  he  takes  time  out  before  his  US  Open  semi-final  against  Bjorkman  at  Flushing  Meadows  today.  Photograph:  Roger  Parker 


Rusedski  has  had  what  he 
described  as  “a  raspiness”  in 
his  throat  but  he  has  been 
assured  by  a  doctor  that  it  is 
not  an  infection.  His  confi¬ 
dence.  as  the  only  player  not  to 
have  dropped  a  set  remains 
high. 

His  preference  would  have 
been  to  be  the  first  semi-final 
on.  given  that  the  final  is 
tomorrow  and  the  extra  few 
hours’  rest  could  make  a 
difference.  Despite  Teacher's 
concern  that  his  player  may 
find  it  emotionally  wearing. 
Rusedski  said  that  he  intended 
to  watch  television  coverage  of 
the  funeral  of  Diana,  Princess 
of  Wales. 

Today  is  Rusedski’s  24th 
birthday  and  there  are  no 
prizes  for  guessing  the  present 


he  wants.  It  will  not  come  gift- 
wrapped,  though,  for  Bjork¬ 
man  is  ranked  No  17  in  the 
world,  three  places  higher 
than  Rusedski.  He  is  a  former 
doubles  world  champion,  has 
won  ten  Davis  Cup  doubles 
rubbers  and  has  readied  the 
doubles  final  here.  However, 
in  17  grand-slam  singles 
events,  this  is  the  first  time 
that  he  has  reached  the  semi¬ 
finals. 

In  the  first  semi-final,  Mich¬ 
ael  Chang,  the  No  2  seed,  from 
the  United  States,  plays  Pat¬ 
rick  Rafter,  the  No  13  seed, 
from  Australia.  So,  if  Rusedski 
progresses,  there  is  the  pros¬ 
pect  of  playing  an  Australian 
in  the  final.  Who  in  Britain 
would  not  be  shouting  for 
Rusedski  then? 


Chang  on  hard  road  to  second  title 


SHOULD  Michael  Chang 
win  his  second  grand-slam 
men’s  singles  title  tomorrow, 
eight  years  after  taking  his 
first  at  the  age  of  17.  he  will 
have  done  it  the  hard  way 
(David  Powell  writes).  Chang, 
the  No  2  seed,  was  taken  to 
five  sets  for  the  second 
successive  round  at  Flushing 
Meadows  before  beating 
Marcelo  Rios,  the  tenth  seed, 
in  their  quarter-final  on 
Thursday  night 
Chang,  having  rescued  vic¬ 
tory  from  near  defeat  against 
Cedric  Pioline,  of  France,  in 
the  fourth  round,  was  begin¬ 
ning  to  look  like  a  potential 


comeback  victim  when  Rios 
recovered  from  two  sets  down. 
However.  Chang,  from  the 
United  States,  finally  repelled 
his  challenger  7-5. 6-2. 4-6. 4-6, 
6-3. 

When  -  the  tournament 
began.  Chang  was  priced  as 
8-1  second  favourite  behind 
Pete  Sampras,  whose  odds  of 
5-2  on  to  win  a  third  successive 
tide  did  not  impress  Petr 
Korda,  of  the  Czech  Republic, 
who  eliminated  him  in  the 
fourth  round.  Korda  was  trail¬ 
ing  Jonas  Bjorkman,  from 
Sweden,  in  their  quarter-final 
when  he  withdrew,  ill. 

A  semi-final  between 


Bjorkman  and  Greg  Rusedski, 
of  Britain,  means  that  Chang 
would  face  an  unseeded  oppo¬ 
nent  in  the  final  tomorrow  if 
he  can  overcome  Patrick 
Rafter,  of  Australia,  today.  In 
1989.  Chang  became  the  youn¬ 
gest  men's  French  Open  and 
grand-slam  champion  at  17 
years  and  three  months.  This 
is  his  thirtieth  grand-slam 
tournament  since.  The  pursuit 
of  a  second  title  has  been  a 
long,  hard  road. 

Against  Pioline.  Chang  was 
two  sets  to  one  and  5-2  down, 
but  he  won  II  of  the  last  12 
games.  There  was  a  controver¬ 
sial  moment  in  the  match 


against  Rios  when  the  Chilean 
took  a  5-2  lead  in  the  third  set,  : 
was  pegged  back  to  54,  but . 
then  earned  a  set  point  on  the' 
American's  service.  ' 

Chang'S  service  was  dearly 1 
out  but  he  was  awarded  the' 
point  against  an  opponent 
who,  in  their  four  previous  ' 
matches,  had  not  won. a  set.: 
Rios  dropped  his  racket  to  the 
floor  in  disgust  ar  the  call  bur 
regained  his  composure  id  Win 
the  second  set  point.  ■  ’  - ' 
Though  seeded  well  above 
Rafter,  Chang  lost  to  him  in 
the  quarter-finals  of  the  Ham-1 : 
let  Cup  in  New  York  three 
days  before  the  US  Open. 


Anderlecht 
admit  they 
paid  referee 

By  Matt  Dickinson 


ANDERLECHT,  the  Belgian  foot¬ 
ball  dub,  yesterday  admitted  paying 
money  to  the  referee  of  their  1984 
Uefa  Cup  semi-final  against  Not¬ 
tingham  Forest 

Brian  Clough,  then  Forest  manag¬ 
er,  has  harboured  suspicions  about 
his  team's  defeat  They  took  a  2-0 
lead  to  Belgium,  but  lost  3-0  in 
highly  controversial  circumstances 
that  included  a  debated  penalty  and 
a  disallowed  goal. 

Uefa.  the  European  governing 
body,  has  been  investigating  allega¬ 
tions  concerning  the  tie  and  yester¬ 
day  Roger  van  den  Stock,  the 
Anderlecht  president  was  reported 
to  have  admitted  that  his  predeces¬ 
sor  and  father.  Constant  made  a 
payment  of  around  E16.000  to 
Guruceta  Muro.  the  Spanish  referee, 
the  day  after  the  game. 

Van  den  Stock,  however,  claimed 
that  the  payment  was  a  loan.- “In  my 
father’s  eyes,  this  was  not  bribery,  it 
was  something  to  help  someone,”  he 
said.  Muro  has  since  died  in  a  car 
crash. 

Only  recently.  Clough  said:  The 
referee  prevented  us  getting  to  the 
final  of  a  European  competition. 
That  is  another  trophy  I  could  have 
won.  It  was  a  very  long  time  ago. 
now.  But  I  was  suspicious  at  the  time 
that  something  was  not  quite  right, 
and  the  referee  was  not  doing  us  any 
favours.  We  did  not  play  well  as  I 
recall,  but  the  penally  he  gave 
against  [Kenny)  Swain  was  a  traves¬ 
ty.  and  I  still  have  no  idea  to  this  day 
why  [Paul|  Hart’s  goal  was 
disallowed." 

Hart  said:  "I  can  honestly  say 
there  was  absolutely  nothing  wrong 
with  that  goal.  1  headed  it  down,  and 
it  went  in  with  no  one  offside,  and  I 
wasn't  climbing  over  anybne  or 
touching  anyone.  1  said  that  straight 
after  the  game,  and  having  heard 
these  allegations  against  the  referee. 
I  am  more  convinced  it  should  have 
counted." 


Athens  plays  loyalty  card  in 
attempt  to  win  Olympic  race 


If  style  could  ever  win  the  right  to 
host  the  Olympic  Games  over 
content  and  facilities,  we  would 
be  reliving  the  error  the  International 
Olympic  Committee  (lOQ  made  in 
transporting  the  Olympic  movement 
to  the  soulless  city  of  Atlanta  in  1996. 
Yet,  with  many  of  the  105  voting 
members  still  undecided  before  each 
of  the  five  countries  made  their 
presentations  in  Lausanne  yesterday, 
style,  personality  and  perseverance 
were  key  factors. 

Gianna  Angelopoulos,  presiding 
oyer  the  Athenian  bid.  was  quite 
magnificent;  her  grasp  of  the  Olym¬ 
pic  ideals,  her  precise,  almost  domi¬ 
neering  attention  to  detail,  her 
sophisticated  approach,  actually  up¬ 
staged  the  briefer  appearance  during 
the  morning  of  Nelson  Mandela. 

How  dare  we  reduce  a  3.000-year- 
old  ideal  to  personality?  Whatever  die 
cynics  say.  the  Olympic  Games, 
involving  almost  10.000  athletes, 
remain  the  best  forum  for  human 
kind.  The  taking  part  remains  rele¬ 
vant.  the  acceptance  of  common  rules 
crosses  all  boundaries  of  race,  culture 
or  creed.  And  Angelopoulos.  a  law¬ 
yer.  a  politician  and  a  mother  of 
three,  understands  that  perfectly. 

Her  ultimate  appeal  to  the  still 
mainly  male  membership  of  the 
Olympic  committee  centred  on  the 
word  loyalty.  "We  are  here  because 
we  are  not  discouraged."  she  said, 
referring  back  to  the  expectation  that 
Greece  would  have  been  given  the 
19%  Games  to  mark  the  centennial  of 
their  rebirth  near  Mount  Olympus. 

Backed  by  the  Greek  government, 
she  said  that  Athens  had  absorbed 
the  previous  Olympic  rejection,  and 
had  set  about  the  task  of  ridding  the 
city  of  chronic  pollution,  or  traffic 
congestion,  almost  of  an  old  civilisa¬ 
tion  resting  too  long  on  its  laurels:  h 
was  rebuilding,  she  said,  principally 
because  of  die  latent  desire  to  take  the 
Games  back  to  their  heritage. 

Before  her.  Stockholm  and  South 
Africa  had  made  their  pitch.  They, 
too,  almost  hinged  the  presentation 
on  a  single  word;  Stockholm's  was 


ROB  HUGHES 


in  Lausanne 


"trust”.  South  Africa's  was  “hope”. 
The  Stockholm  presentation,  built  as 
expected  around  dean  air  and  the 
will  of  athletes  from  around  the 
world  to  speak  on  their  behalf, 
featured  Carl  Lewis,  arguably  the 
most  successful  Olympian  living, 
who  stated:  “You  know  whai  you  get 
with  Stockholm,  a  city  where  athletes 
can  compete . . .  you  are  not  going  to 
have  a  flea -market  Games  there.” 

But  would  it  be  peaceful?  Stock¬ 
holm  had  a  surprise  in  store:  Olof 

Time  to  dance  to 

Olympic  tune 

BALLROOM  dancing,  in  its  guise  of 
dance  sport,  was  last  night  on  course 
for  a  place  in  the  Olympic  Games 
after  being  granted  full  recognition 
by  the  International  Olympic  Com¬ 
mittee  at  its  three-day  meeting  in 
Lausanne.  Switzerland  (Ruth  Gled- 
hill  writes).  Provisional  recognition 
was  given  two  years  ago.  Rudi 
Hubert,  of  the  International  Dance 
Sport  Federation,  said:  “We  are  very 
happy."  He  said  the  next  step  would 
be  to  aim  for  a  place  in  the  full 
Olympic  programme. 


Stenhammer,  president  of  their 
Olympic  bid,  produced,  as  if  out  of  a 
hat,  the  bomber  who  had  bedevilled 
the  serenity,  the  impressive  organis¬ 
ation  and  the  inviting  climate  that 
made  Stockholm  a  powerful  bid. 

In  his  speech.  Stenhammer  said: 
“We  never  expected  to  have  to  deal 
with  violence  but  last  night  the  police 
captured  in  Stockholm  the  loner 
responsible  for  this  violence."  Indeed, 
the  Swedish  police  caught  a  man 
attempting  to  place  another  explosive 
device  at  the  foot  of  a  statue. 

Then  came  South  Africa.  Theirs 
was  a  bid  articulated  through  Thabo 
Mbeki.  the  Deputy  Head  of  State, 
and  enshrined  in  the  meaning  of  the 
Cape  of  Good  Hope.  He  did  every¬ 
thing  except  guarantee  that  Cape 
Town  could  be  made  secure  from  its 
crime  problem.  Later,  in  answer  to  a 
question  from  Prince  Albert  of  Mona¬ 
co,  an  IOC  member,  Mbeki  said  that 
crime  was  a  problem  the  whole 
country  was  confronting. 

Sou  til  Africa  produced  two  athletes 
on  their  platform.  Josia  Thugwane. 
the  1996  Olympic  marathon  champi¬ 
on.  spoke  in  his  own  tongue,  Ndebele, 
saying:  “Please  forgive  me.  I  am  only 
now  learning  to  read  and  write.-  He 
credits  the  lifting  of  apartheid  and  the 
gift  of  the  Games  for  changing  his 
life.  He  stood  beside  Penny  Heyns. 
also  a  product  of  post-apartheid. 

Carlos  Menem  used  the  first  15 
minutes  of  the  Buenos  Aires  bid  to 
make  a  political  speech,  the  like  of 
which  the  Olympic  Games  must 
remain  separate  from.  That  was 
followed  by  a  travelogue  that  received 
foil  marks  for  artistic  impression,  few 
for  the  purpose  of  staging  the  most 
complex  show  on  earth. 

As  Menem  departed,  so  Luciano 
Pavarotti  swept  in.  He  had  15 
television  crews  falling  over  them¬ 
selves  as  he  entered  the  auditorium. 
"Rome  is  already  waiting  for  the 
Games."  he  said.  “H  will  be  super- 
ready  in  2004.  I  remember  the 
Olympics  of  I960,  and  it  meant  so 
much.  Music  and  sport  are  two 
positive  messages  for  the  world." 


Glamorgan 
struggle 
as  Kent  win 

By  Alan  Lee 

CRICKET  CORRESPONDENT 

KENT  moved  into  the  driving  seat 
in  the  race  for  the  Britannic  Assur¬ 
ance  championship  yesterday.  While 
they  were  completing  a  derisive  win 
over  Gloucestershire  at  Canterbury 
—  delayed  only  by  a  stubborn  84 
from  Matt  Windows  —  Glamorgan 
were  locked  in  a  tense  struggle  with 
Surrey  at  the  Oval. 

Remarkably,  after  dominating 
more  than  two  days  of  the  game, 
Glamorgan  were  in  danger  of  disap¬ 
pointment  Graham  Thorpe,  with  a 
superb  222,  tile  best  score  of  his 
career,  led  the  resistance  as  Surrey, 
234  behind  on  first  innings  and  at 
one  stage  32  for  three  in  their  second, 
rallied  to  reach  487.  which  left 
Glamorgan  needing  to  make  254  to 
van  against  the  dock  and  a  strong 
spin  attack. 

Thorpe  was  supported  first  by 
Saqlain  Mushtaq  and  then  by  Mar¬ 
tin  Bicknell  as  Glamorgan’s  frustra¬ 
tion  intensified  after  lunch. 

Middlesex  were  set  to  score  301  in 
a  shade  under  four  hours  to  beat 
Somerset  at  Taunton  and  Pooley 
and  Kail  is  gave  them  a  good  start 
But  the  real  progress  among  the 
leaders  was  made  by  Yorkshire  at 
Headingley.  Worcestershire,  set  Z72 
from  71  overs,  collapsed  to  26  for  four 
against  the  youthful  pace  attack  of 
Paul  Hutchison  and  Chris  Silver- 
wood 

The  NatWest  Trophy  finalists 
were  both  able  to  set  off  early  for 
London  after  winning  their  games 
before  lunch.  Essex  bowled  out 
Lancashire  for  324  at  Old  Trafford  to 
win  by  26  runs,  while  at  Chesler-k- 
Street,  Warwickshire  swamped  Dur¬ 
ham  by  an  innings  and  99  runs  with 
Dougie  Brown  completing  match 
figures  of  seven  for  67. 

□  Reports  from  some  county  cricket 
matches  yesterday  may  be  missing 
in  early  editions  because  of  printing 
deadlines. 
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As  her  family  home  comes  up  for  sale,  Diana  Mosley  recalls  her  childhood  there  with  the  ‘hons  and  rebels 
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The  Mitford  “hons”  of  the  1920s  and  their  pets  in  the  annual  family  photograph  with  their  parents  Lord  and  Lady  Redesdale.  Back  row,  left  to  light  Nancy.  Diana,  Tom  and  Pam.  Front,  left  to  right  Unity,  Decca  and  Debo 


IS  I  have  got  an  “old  home”, 
I  suppose  it  is  Asthall. 
Our  family  lived  there 
from  when  I  was  nine 
until  I  was  16,  all  my  sdioah 
room  years.  No  longer  in  the 
nursery  when  we  arrived,  I  was 
almost  grown  up  when  we  left 
Asthall  is  very  far  from  being 
a  stately  home.  There  is  no 
park,  no  drive,  no  view  in  any 
direction.  It  is  a  charming  old 
manor  house,  with  gables  and 
leaded  windows,  roofed  with 
Cotswold  stone  tiles,  such  as 
you  find  fit  most  Cotswold 
villages.  It  lies  between  a  hill 
and  the  churchyard,  the  an- 
dent  church  only  yards  from 


The  Mitfords  at  home 


the  drawing-room  windows.  It 
was  rather  strange  that  we 
lived  there  so  long,  since  in  my 
father’s  eyes  it  was  a  temporaiy 
dwelling.  During  the  First 
World  War  he  had  inherited  a 
large  house  with  a  good  deal  of 
land  in  Gloucestershire.  Even 
we  children  knew  it  was  id  be 
sold  at  fite  aid  of  die  war.  as  we 
were  too  poor  to  live  there.  And 
sold  it  duly  was.  My  father’s 


dream  was  to  build  his  own 
house,  on  a  hill  above 
Swinbrook  in  Oxfordshire.  The 
village  and  land  belonged  to 
him,  and  the  coverts  and 
shooting  he  loved  were  nearby. 
Meantime,  while  the  building 
was  going  on,  we  were  to  live  at 
Asthall.  which  adjoined  his 
land  and  was  conveniently  on 
the  market.  Although  we  were 
six  children,  and  soon  to  be 


seven,  we  could  perfectly  well 
have  squeezed  into  Asthall  for  a 
couple  of  years.  But  no  sooner 
were  we  installed  than  he 
began  to  build  at  Asthall.  He 
built  stables,  garages,  kennels. 
He  built  “cloisters”  that  joined 
it  to  the  old  house.  He  put  more 
bedrooms  there.  He  made  a 
great  bam  in  the  garden  into  a 
library  and  music  room.  This 
large  room,  furnished  with 


hundreds  of  old  books,  a  grand 
piano  and  sofas,  with  high 
windows  looking  south  and 
east  was  all  the  world  to  my 
brother  Tom  and  me  at  Asthall. 
He  played  all  day,  Bach,  Mo¬ 
zart  Beethoven,  Brahms,  and  1 
lay  on  a  sofa,  reading  and 
listening.  The  room  was  far 
enough  away  to  disturb  no¬ 
body.  We  were  allowed  to  read 
anything,  provided  we  put  the 


book  back  where  it  belonged. 

The  chief  beauty  of  Asthall 
was  a  long,  panelled  hall  with 
windows  on  both  sides  and  a 
fire  at  each  end.  We  were 
sheltered  from  draughts  by 
Chinese  screens,  black  lacquer 
with  enormous  white  lacquer 
characters,  very  old  and  beauti¬ 
ful.  In  the  dining  room  were 
17th-century  Japanese  screens 
depicting  eagles  and  other 


birds  of  prey  on  palesf  gold 
background.  These  treasures 
had  been  brought  from  file  Ear 
East  by  my  grandfather. 

Hie  other  end  of  the  hall  led 
to  my  mother’s  drawing  room, 
with  my  father's  business  room 
beyond.  We  often  sat  with  him 
listening  to  his  gramophone. 

Our  schoolroom  was  at  the 
bottom  of  the  oak  staircase;  it 
faced  south,  but  was  always 
cold.  We  had  an  English  gov¬ 
erness  in  the  term  and  a  French 
one  in  the  holidays.  In  the 
evenings  our  governess  read  us 
one  of  the  Waverley  novels,  or 

Continued  on  page  2 
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Left  to  right  Nancy  Immortalised  her  family  childhood  in  novels:  Deborah  (Debo)  became  the  Duchess  of  Devonshire;  Jessica  (Decca)  eloped  and  ran  away  to  the  Spanish  TOP*|M'-  ^ 

‘The  mad,  mad  Mitfords’ 


a  fascist  who  became  friendly  with  Hitler 


SOPHIA  MURPHY,  the 
Duchess  of  Devonshire’s 
granddaughter,  asserts  in  her 
book  The  Mitford  Family 
Album  that  the  six  Mitford 
sisters,  their  one  brother  Tom, 
and  Lord  and  Lady  Redesdale. 
known  familiarly  as  Muv  and 
Farve.  can  claim  to  be  Brit¬ 
ain's  best  known  family  after 
the  Royal  Family. 

Their  upbringing  was  un¬ 
usual.  Only  Tom  received 
regular  education,  while  his 
sisters  had  a  variety  of  govern¬ 
esses,  interspersed  with  an 
occasional  term  at  school.  As  a 
result,  she  says,  their  literary 
careers  derived  from  natural 
talent  and  self-education, 
which  perhaps  accounts  for 
the  originality  of  their  writing. 

However,  apart  from  their 
literary  proficiency  —  Nancy 
immortalised  her  family  and 
childhood  in  her  novels  The 
Pursuit  of  Love  and  Love  in  a 
Cold  Climate  —  the  Mitfords 


Andrew  Yates  reports  on  a  family 
like  no  other  in  politics  and  books 


are  famous  for  their  widely 
differing  political  views:  Jessi¬ 
ca.  or  Decca,  became  a  com¬ 
munist,  running  away  to  the 
Spanish  Civil  War  with  her 
husband,  Esmond  Romilly. 
She  later  wrote  Hons  and 
Rebels,  a  wickedly  funny  por¬ 
trait  of  her  aristocratic  child¬ 
hood.  Then  she  upset  America 
with  her  satirical  account  of  its 
funeral  industry.  The  Ameri¬ 
can  Way  of  Death. 

Diana  and  Unity  were  both 
fascists.  Diana  married  Sir 
Oswald  Mosley,  founder  of 
rhe  British  Union  of  Fascists, 
while  Unity  achieved  notoriety 
by  becoming  a  close  friend  of 
Hitler.  The  right-wing  opin¬ 
ions  of  Diana  and  Unity  and 
the  left-wing  views  of  Jessica 
became  too  extreme  to  be 


reconcilable.  Jessica  wanted  a 
different  sort  of  life  from  her 
upbringing  and,  at.the  age  of 
12.  opened  a  “running  away" 
account.  As  a  teenage  joke,  she 
had  derided  that  if  Diana  was 
to  be  a  fascist,  then  she  would 
be  a  communist.  To  leam 
more  on  the  subject,  she  spent 
some  of  her  running-away 
money  on  left-wing  literature. 

DEBORAH,  or  Debo,  the 
youngest  Mitford  sister,  was 
teased  by  the  others  for  her 
lack  of  intellectual  pursuits. 
She  married  Lord  Andrew 
Cavendish  who.  in  1950.  be¬ 
came  the  llth  Duke  of  Devon¬ 
shire.  The  least  known  of  the 
Mitfords  are. Tom,  a  barrister 
who  was  killed  in  action,  and 
Pamela,  hailed  by  John  Betje¬ 


man  as  "gentle  Pamela,  most 
rural  of  them  all". 

Much  of  the  fascination  of 
the  Mitfords  is  thai  their 
actions  when  young  were  con¬ 
sidered  outrageous  and  en¬ 
couraged  publicity-  Contemp¬ 
orary  headlines  fuelled  public 
interest:  “At  It  Again  —  the 
Mad,  Mad  Mitfords" . . .  “The 
Girl  Who  Loved  Hitler". . . 
“Peer’s  daugther  'elopes'  to 
Spain". . .  "Lady  Mosley  held 
by  Scotland  Yard". . . 

“For  so  many  people  from 
one  Family  to  flaunt  so  fla¬ 
grantly  authority  and  to  act 
just  as  they  pleased  in  so  many 
different  ways  set  new  prece¬ 
dents,"  Sophia  Murphy  says. 
"Everyone  has  daydreams 
but  the  Mitfords  rumed  them 
into  reality’." 

•  The  Mitford  children:  Sancy 
(1004-1973}.  Pamela  (1907-1094). 
Thomas  (1909-19451.  Diana  (I9I0-). 
Unitv  t  I9I4-I94SI.  Jessica  (1917- 
1996).  Deborah  (P20-). 
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Asthali,  Oxfordshire,  the  childhood  home  of  the  Mitfords  and  where  “Unde  Matthew”  was  bom 
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Continued  from  page  I 
Bleak  House ,  or  The  Mill  on  the 
Floss.  The  nursery  was  upstairs:  it 
was  a  haven,  with  our  darling 
Nanny  and  beloved  tittle  sisters. 
My  worst  dread  was  that  1  might 
be  sent  tu  school,  away  from 
ponies,  dogs,  guinea  pigs:  above  all 
away  from  the  nursery  and  its 
denizens,  but  1  never  was. 

In  the  holidays  we  were  sup¬ 
posed  to  speak  French,  which 
resulted  in  a  perhaps  not 
unwelcome  silence  in  the  dining 
room.  Visiting  children  considered 
us  a  noisy  family,  there  was  no 
question  of  being  seen  and  not 
heard.  We  argued .  teased, 
screamed  with  laughter  at  family 
jokes,  the  funniest  my  father's. 

Sometimes  gloom  and  quiet  de¬ 
scended  for  a  while,  when  my 
father  used  to  tell  us  he  was  ruined. 
We  wondered  anxiously  where  the 
next  loaf  of  bread  would  come 
from.  He  lost  a  lot  of  money  trying 
to  farm,  but  during  the  Asthali 
years  he  also  made  many  disas¬ 
trous  investments,  generally  the 
result  of  talking  to  some  brilliantly 
clever  cove  at  the  Marlborough 
Club,  his  London  resort.  Building 
was  his  expensive  hobby. 

"You  realise  you  children  will 
have  to  earn  your  own  livings  don't 
you?"  he  would  say.  "1  cant  give 
you  anything."  This  made  our 
blood  run  cold.  We  cuuldnt  imag¬ 
ine  that  anyone  would  wish  to 
employ  us.  For  one  thing,  we  did 
everything  badly.  We  rode  every 
day,  but  we  didn't  ride  well.  We 
played  tennis,  and  went  to  tennis 
parties  given  by  children  in  the 
neighbourhood,  but  they  played  far 
better  than  we  did.  We  had  music 
lessons  in  Oxford,  and  we  went  tu  a 
dancing  class,  with  mediocre  re¬ 
sults.  Could  we  even  type. 

When  me  father  said  he  could 
give  us  nothing,  my  mother  always 
said:  “Of  course  noL  Girls  don't 
expect  it." 

It  was  my  mother  who  made 
Asthali  perfectly  lovely  inside,  she 
who  defended  us  from  my  father's 
vagaries.  He  usually  disliked  our 
friends,  but  she  was  welcoming. 

On  Sundays  my  father  liked  us  to 
go  with  hint  to  matins  at 
S  win  brook,  we  preferred  evensong 
at  Asthali.  Mr  Ward,  the  Asthali 
vicar,  once  preached  a  sermon 
scolding  my  father:  “People  who 
run  shouting  with  their  dogs 
through  God's  holy  acre."  he  said 
crossly.  (We  went  coursing  on 
Sundays  and  fetched  the  dogs  from 
the  kennels:  the  churchyard  was  a 
short  cut).  We  told  my  father  about 
the  sermon  but  he  only  laughed. 

When  I  was  about  14  the  organist 
left  the  village  and  Mr  Ward 'asked 
me  to  play  the  organ.  It  was  a  very 
old  organ:  a  village  boy  pumped 
the  air  into  it.  and  if  he  stopped  no 


Diana  Mosley 


‘My  father, 
like  Uncle 
Matthew, 
was  angry, 
affectionate, 
uproarious, 
by  turns’ 


sound  came.  I  knew  die  service  by 
heart;  the  little  tunes  of  hymns  and 
cantides  were  simple,  and  1  knew’ 
just  when  to  give  Mr  Ward  his  note 
and  how  to  play  the  responses 
accompanying  Mrs  Ward's  power¬ 
ful  contralto.  Occasionally  the  or¬ 
gan  seemed  to  come  alive  and 
emitted  squeaks  and  groans,  but  I 
knew  it  would  have  to  stay  quiet 
when  it  ran  out  of  air.  I  used  two 
stops,  one  for  noise,  one  fur  pathos. 

The  manor  stliall  was  on  the 
edge  of  the  Heythrap  coun- 
rry;  we  were  allowed  to  hunt 
accompanied  by  the  groom,  but 
only  if  we  rode  sidesaddle.  My 
habit,  made  in  Cirencester,  was 
probably  not  very  elegant.  1  hacked 
to  the  meet,  almost  everyone  did  in 
those  days. 

The  years  went  by,  the  slow  years 
of  childhood.  We  became  very  fond 
of  the  old  house,  and  wondered  if 
my  father  had  forgotten  about  his 
dream.  He  loved  fishing  for  trout  in 
the  W'mdrush,  which  flowed  by  rhe 
bottom  of  our  garden.  But  he  spent 
most  of  his  time  in  the  coverts, 
shooting  in  winter  and  watching 


the  baby  pheasants  in  spring,  with 
his  favourite  keeper,  Steele  who. 
during  the  rearing  season,  lived  in 
an  old  railway  carriage  in  the 
wood,  tending  his  broody  hens. 

But  my  father  had  another 
hobby:  motorcars.  He  spent  hours 
at  Cawley  with  WQIiam  Morris.  As 
he  had  nothing  much  to  do,  it 
seems  a  pity,  looking  back,  that  he 
didn’t  earn  his  living  by  joining  this 
immensely  successful  firm.  It  never 
occurred  either  to  him  or  Morris, 
later  Lord  Nuffield,  that  his  exper¬ 
tise  might  be  turned  to  gold. 

The  dream  persisted.  My  father 
sold  Asthali  and  began  to  build 
again.  Not  just  a  house;  he  built 
cottages,  stables,  garages,  all  over 
again.  As  though  at  a  loss  as  to  what 
to  build  next,  he  even  built  a  squash 
court,  although  none  of  us  played. 

How  much  did  we  mind  leaving 
Asthali?  Speaking  for 'myself,  not 
desperately.  We  had  the  same 
village  life,  the  same  Christmas 
parries  for  all  the  children  from 
Asthali  and  Swinbrook  and,  al¬ 
though  my  parents  saw  no  neigh¬ 
bours,  there  were  some  we  liked. in 
any  case,  I  was  nearly  grown  up, 
life  was  about  to  begin,  real  life  not 
dreams  in  a  cold  schoolroom.  Being 
so  incompetent,  so  "bad"  at  every¬ 
thing,  no  longer  seemed  to  matter. 

"Families,  I  hate  you!"  said 
Andre  Gide. 

We  never  again  had  real  family 
life  after  we  left  Asthali.  We  grew 
up,  married;  Tom  no  longer  came 
for  endless  holidays.  We  saw  each 
other  constantly,  but  there  was  no 
longer  the  daunting,  rather  stifling 
feeling  rhat  you  knew’  whom  you 
would  see.  eat  with,  quarrel  with, 
ride  with,  bore  and  be  bored  by. 
laugh  with,  day  after  day.  week 
after  week.  Yet  I  did  miss  Asthali, 
its  aged  beauty,  its  terrifying  pitch 
darkness  al  night,  the  odd  sounds 
and  fresh  smells. 

Nearly  20  years  later  my  sister 
Nancy  wrote  her  best-selling  navels 
The  Pursuit  of  Love  and  Low  in  a 
Cold  Climate.  Her  masterpiece 
was  her  lifelike  portrait  of  my 
father  as  Unde  Matthew.  An  old 
refugee  from  eastern  Europe  came 
into  Heywood  Hill's  bookshop 
where  she  worked,  to  congratulate 
her.  “Onkel  Matthew!”  he  said. 
“He  woz  my  father!"  Rather  sur¬ 
prised.  she  told  this  to  Evelyn 
Waugh.  "Unde  Matthew  is  every¬ 
body's  father."  was  his  reply. 

My  father  was  at  his  most  Unde- 
Manhew-like  at  Asthali.  Angry, 
fanny,  affectionate,  farious.  up¬ 
roarious  by  turns,  and  always 
totally  unpredictable.  At  Swin¬ 
brook  his  gaiety  seemed  to  dimin¬ 
ish,  and  he  became  almost,  if  never 
quite,  grown  up. 

•  Asthali  Manor  is  for  sale  through 

Strutt  d  Parker,  Momon-tn-Marsh. 
Gloucestershire  (01608  6505021;  tiski  ng 
price.  £/J5  million. 


Iv  seems  as  if  nothing  has 
changed.  The  rocans^  now 
nearly  empty  in  readiness 
for- the  sale,  even  have  an 
oldrfashioned  smell  about  them,  a 
dry  scent,  fine  wood,  old  polish, 
lives  lived  the  way  lives  used  to  be. 

In  the  kitchen  squats  a  huge-black 
cast-iron  range^  teofcing  likeMShe-  — 
.granddeaddy  of  . ail  Agas.  In  the  - 
reoeptufo  haU,  in.  a  cupjfoard 
inside  a  cupbqard.  a  telephone 
that  looks  as  ifjfcwould  not  seem:  ,  ; 
ttiMiflflfr  fiv®Bder;GraMnr— * 
Bell  hides  discreetly.  The  Duchess 
of  Devonshire  has  explained  that 
her  father,  Lord  Redesdale.  hated 
'  the  telephone:  thus  this  eccentric, 
closeted  arrangement  ;- 
.  Tftafrtkfe  frepife  is  caught;5o  die 
past  becomes'  even  clearer  , when 
walking  through  it  with  Olive 
Hanley.  Mrs  Hanley,  now  90,  was 
a  housemaid  here  from  1921  to 
1924,  and  sometimes  cared  for  the 
younger  Mitford  girls  —  Debo. 
now  the  Duchess  of  Devonshire, 
Jessica  and  Unity.  "The  rooms  are 
just  the  same."  she  says,  in  a 
wonder  of  recollection.  This  is  her 
first  sight  of  the  house  in  73  years. 

She  runs  her  finger  along  the  top 
of  the  fine  stone  mantelpiece  in  the 
morning  room,  expressing  disap¬ 
proval  of  the  dust.  "I  used  to 
whiten  these  fireplaces  every 
morning,"  she  says.  “His  lordship 
used  to  say.  'DonT  take  the  asbes 
away,  just  put  the  logs  on  top'." 

She  cleaned  rooms,  polished 
floors  (“with  beeswax  and  turpen-  ■ 
tine  —  none  of  this  modem  stuff;  I 
was  always  on  my  knees;  they 
were  this  big,"  she  says,  holding 
her  hands  in  a  wide  round), 
watched  the  children  and  was 
paid  28  shillings  a  month. 
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Asthali  Manor  was  the 
home  of  the  Mitfords 
from  1919  to  1926.  and 
walking  through  the 
front  door  it  seems  possible  to 
believe  that  Lord  and  Lady 
Redesdale  and  their  seven  child¬ 
ren  had  only  just  left.  The  house,  a 
17th-century  manor  —  much  al¬ 
tered  by  Lord  Redesdale,  although 
never  intended  as  a  permanent 
home,  is  set  in  the  quilted  Cots- 
wolds  and  casts  its  shadow  over 
Nancy  Milford's  The  Pursuit  of 
Love  and  Love  in  a  Cold  Climate, 
and  for  the  older  Mitford  children 
(Nancy.  Tom,  Diana  and  Pam)  it 
was  the  home  of  their  childhood. 

We  climb  two  long  flights  of 
stairs  to  revisit  the  attic  room,  one 
of  seven  in  a  warren  ar  the  top  of 
the  house,  that  Mrs  Hanley 
shared  with  Nelly,  the  second 
housemaid  (Olive,  only  14.  was 
the  third).  Her  sister  was  a  friend 
of  the  henhouse-maid  (those  hens 
which  were  the  “Hons"  of  Jessica 
Mitford's  Hons  and  Rebels)  and 
so  she  came  by  her  position.  It  was 
one  which  today  might  seem  idyl¬ 
lic,  but  for  the  young  Olive  it  was 
hard  work  from  morning  till 
night.  “We  had  to  be  up  before 
everyone  else  to  light  the  fires," 
she  says  —  and  that  included  the 
greal  range  in  the  kitchen.  labori¬ 
ously  ignited  with  tinder.  Olive 
pid  Nelly's  room  had  no  fire  and 
just  one  small  window  that  looked 
out  over  the  garden.  “We'd  lean 
out  and  the  boys  would  throw 
apples  up  to  us."  She  presses  her 
face  against  the  clouded  glass  as  if 
their  voices  still  ring  in  her  ears. 
She  might  have  been  here  yester¬ 
day.  She  then  points  out  the  cook's 
room,  the  parlourmaid's  room 


4  <■.<-' 

|  IfM: 


Memories:  Olive  Hanley  as  she  was  at  14  when  she  started  work  as  a  housemaid  in  Asthali  Manor 
That  the  grander  rooms  of  the  I  —A  ?£?£  hSn  t  HardcaS2^ 

house,  die  splendid  study  with  its  VS*-.  I  ^  ft  .  sPn’  w^° 

ornate  plaster  ceiling,  the  recep-  «PV  ':  I 

tion  hall  with  its  Jacobean  panel-  '■  Hardca^e 

ling,  the  airy  dining  room  and  .  theh™»^f ^ ^  Hulte  content-Widi _ 

haJJroom,  are  a  revelation  to  her  is  c  ‘  ,  whv  1 1  V^asv~^,hl?  ^ 

not  an  indication  of  failing  memo-  I  Y  i  of  Dev!7n^vfi^.e^knd  ^  9uchesf . 

ry  —  merely  evidence  of  die  J  °l  Devonshire  (though  she  was. 

rigidity  of  servants'  lives  at  the  I*  fhe  faTilYleft  S* 

time.  “I’ve  seen  more  of  the  house  |  cj2  naint  a^,e  saY  evenJ?c  . 

today  than  1  did  when  I  was  here,"  ~  t(?  **  ^  same.  TTie- 

says  Mrs  Hanley,  recalling  scut-  mLwl,al  ^ 

fling  through  the  kitchen  in  kfa^fA;1Kj3k:-'  %  /  bedrCK?12!*-J‘ 

summer  when  the  delirious  smells  •N’jWfcl.--  i  spa.ee  with  a. 

of  jam-making  filled  the  house.  >*  snn^r  baw-wwdaw  — 

Now  the  peach  trees  that  filled  the  . ...  .JsgB /  SE“r  ones  that  she  (or 

jars  have  grown  through  the  roof  ..  "Jt? /  huw  H~Ier  Par[°urmajd)  would", 

of  the  greenhouse.  - /  -  h-w  drawn,  lending  a  somewhat;. 

She  recalls  watching  the  cook  Reflecting:  Mrs  Hanley  at  90  when  I  touched 
prepare  elaborate  meals  for  the  *5e  dothv 

“downstairs"  household,  and  see-  She  has  fond  memories  of  all  Th?  lauEhte^  Jlan(U;r&,«l  - 
uig  them  vanish  into  the  dining  the  children  -  particularly  Debo  girls  still  sleSs  rhllSSh 

room,  untasted  by  the  help.  "It  ("She  used  to  slide  down  the  Asihaii 

always  looked  so  delirious."  she  banister  of  the  stairs"):  Uniiy,  she  has  been  rmw^t^,St5BCaU?^" 
says,  a  tittie  wistful.  What  did  she  recalls,  was  “a  bit  of  a  handful"  -  becaus?  jn  its  Cmssw-iM^rrnih 

get  to  eat?  “Oh,  a  little  bread  and  and  the  great  Christmas  parties  ar  and  grace  it  ’ 

cheese,  adding:  "All  the  groceries  AsthaU,  to  which  all  the  local  ■  hemse  that- 

had  to  be  brought  by  horse  and  children  were  invited.  ^’er  Se'SSL  ,aa^hter' 

cart  from  Oxford."  Things  were  Lord  Redesdale  sold  Asthali  the  source, 

not  necessarily  simpler  then.  Manor  in  1926,  when  he  moved  ERICA  WAGNER  ' 


Reflecting:  Mrs  Hanley  at  90 


She  has  fond  memories  of  all 
the  children  —  particularly  Debo 
(“She  used  to  slide  down  the 
banister  of  the  stairs"):  Unity,  she 
recalls,  was  “a  bit  of  a  handful"  — 
and  the  great  Christmas  parties  at 
Asthali,  to  which  all  the  local 
children  were  invited. 

Lord  Redesdale  sold  Asthali 
Manor  in  1926,  when  he  moved 


Diana  married  the  British  fascist  leader  Sir  Oswald  Mosley 


After  73  years,  Olive  the  housemaid  returns  to  Asthali  -  and  checks  for  dust 

Echoes  of  laughter  from  the  past 
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WEEKEND  ■  SATURDAY  SEPTEMBER  6 1997  _ _ _ * '  "  ~  " 

As  the  tenth  anniversary  of  the  Great  Storm  on  lts  *****  ^ 

When  Mother  N ature knowsbest 


feature  •  3 


While  Britain  slept 
on  the  night  of 
October  15.  1987. 
the  forces  of  na¬ 
ture  mustered  in  the  Bay  of 
Biscay  preparing  a  devastat¬ 
ing  strike  timed  for  the  small 
hours.  The  Great  Storm  took 
18  lives,  marooned  hundreds 
of  communities,  brought  pub¬ 
lic  transport  to  a  standstill  in 
many  places  and  ran  up  a  bill 
Jbr  damages  of  dose  to  £800 
Killian. 

There  was  fury  at  forecast¬ 
ers  in  general,  and  the  BBC'S 
Michael  Fish  in  particular,  for 
failing  to  warn  the  nation  to 
batten  down  the  hatches  in 
readiness  for  the  tempest. 

Their  colleagues  in  France  and 
Holland  had  issued  "extreme 
bad  weather/hurricane  warn¬ 
ings"  some  hours  before  the 
big  blow  arrived. 

In  fact.  Fish  had  told  view¬ 
ers  on  Thursday:  “A  woman 
rang  and  said  she  heard  a 
hurricane  is  on  the  way.  Well, 
there  isn’t."  As  the  first  ban¬ 
shee  howl  of  the  wind  rattled 
wis  window  in  the  small  hours, 
he  must  have  realised  his 
error. 

Everyone  caught  in  the 
storm’s  path  will  remember 
exactly  where  they  were  and 
how  they  trembled  during 
those  terrifying  hours.  Britain 
had  seen  nothing  like  the 
Great  Storm  for  300  years. 

A  decade  on,  have  lessons 
been  learnt  the  hard  way  — 
would  Britain  find  herself  ill- 
prepared  once  more  should 
the  elements  declare  war?  And 
have  the  dire  predictions  of 
irreparable  damage  to  some  of 
'^our  ancient  woodlands  and 
'gardens  come  true? 

According  to  the  forecasters, 
there  are  now  better  comput¬ 
ers,  more  observational  buoys, 
increased  data  from  aircraft, 
improved 
andalmo 
of  radars. 

Our  famous  gardens,  many 
of  which  looked  as  though 
they  had  been  caught  in  a 
heavy  artillery  bombardment, 
have  been  restored.  In  some 
cases,  conservators  and  bota¬ 
nists  have  praised  the  Great 
Storm  and  described  it  as  "a 
blessing  in  disguise  ..  a  good 
natural  dear-out  of  the  dead 
wood". 

That  night  of  gales,- 

described  by  the 
London  Weather 
Centre  as  “probably 
among  the  worst  in  recorded 
history",  began  when  gustsup 
to  llOraph  roared  in  from  tne 
Atlantic  flike  an  express 
train”  in  one  weatherman's 
words)  to  strike  the  south  coast 
in  the  early  hours.  ■  . 

Drivers  spoke  of  extraorai- 
A  nary  escapes  as  trees  anne 
>  down  on  roads  in  the  Great 
Storm's  path.  Others  did  not 

live  to  tell  the  tale. 

Houses  and  hotels  col¬ 
lapsed,  ships  were  wrecked. 

railway  lines  and  thousands  of 

roads  were  blocked  by  faM® 
trees,  bringing  chaos  to  pumic 
transport  There  were  wide¬ 
spread  power  cuts  and  some 
areas  remained  without  elec¬ 
tricity  for  weeks-  Supplies  to 
the  South  East  were  shut 

down  to  save  the  Nancmal 
Grid  from  collapse  and  pre- 
I  vent  permanent  damage  to 

fc  equipment  as  winds  and  flying 

W  debns  tripped  safety  cut-om* 

Among  the  stopmgdra^ 

a  diving  vessel.  Strut  DPya 
One,  endangered  oil  rigs  m  the 
North  Sea  after  losing  power 
d  steering.  Meanwhile,  gas 
deers  were  being  winched 
safety  by  hdtoptere ;  as 
gusted  at  more  than 


■BL 


and  caused  devastation.  Experts 


now  say™  “natural  clear-out”  was  a  good  thing 


blundered. 

Sevenoaks,  in  Kent  lost  six 
of  the  seven  trees  which  gave 
the  town  its  name  and  the 
Tower  of  London  dosed  for  the 
first  time  since  the  dark  days 
of  the  Blitz. 

As  dawn  came  up  over  u>e 
battlefield,  the  full  extent  of  the 
disaster  became  plam  and 
eyewitnesses  told  of  miracu¬ 
lous  escapes  from  the  dutches 
of  the  killer  wind.  Govern¬ 
ment  ministers  demanded  an¬ 
swers  from  the  weathermen 
while  cowboy  glaziers,  tree 
surgeons  and  roofers  reamed 
in  search  of  victims.  There 
were  many. 

Douglas  Hurd,  Home  Sec¬ 
retary  at  the  time,  described 
the  Great  Storm  as  "the  most 
widespread  night  of  disaster  in 
fte Sbuth  East  of  England 
since  1945.  “Clearly  the  Met 
Office  will  want  to  look  at  their 
experience,  and  our  experience 
.. _ 'ia  w,„rc  m  *«e  if 


to  put  any  kind  of  financial 
estimate  on  the  damage;  liter¬ 
ally  thousands  of  trees,  many 
more  than  2,000  years  old, 
have  been  devastated. 

-The  face  of  the  gardens  wiu 

never  be  the  same  again  -  a 
third  of  trees  which  have  stood 
for  hundreds  of  years  will 
have  to  come  down.  All  ot  us 
are  drained,  there  are  not 
words  to  describe  how  we  fed 
about  what  has  happened." 

■isitors  to  Wakehurst, 
KeWs  satellite  near 
East  Grinstead  in 
West  Sussex,  were 
by  an  even  more 
node  picture  of  devasta¬ 
tion.  While  a  mere  800  or  so 
perished  at  the  Royal  Botanic 
Gardens  —  some  more  than 
two  centuries  old  —  between 
15,000  and  20,000  trees  were 
lost  at  Wakehurst 
Ian  Beyer  said  at  the  time 
_ *  -'ontirp  career,  enure 


of  the  Great  Storm  with  great 
clarity.  “It  was 
there  and  I  was  exhilarated  by 
the  sight  of  so  many  great  trees 
uprooted- 1  had  never  seen  so 
many  picked  up  and  tossed 
down  —  it  was  very  exciting. 

-My  older  colleagues  were 
devastated  though,  probably 


angered  by  my  excitement. 

Each  tree  that  fell  was  like  a 
member  of  the  family. 

“The  weathermen  came  m 
for  quite  a  pasting,  even 
though  an  earlier  warning 
would  not  have  helped  the 
trees.  Had  Michael  Fish  been 
there,  he  would  not  have 
survived  the  morning.” 

However,  Mr  Bridger  be¬ 
lieves  the  Great  Storm  made 
-some  hard  but  essential  deci¬ 
sions"  that  horticultural  bota¬ 
nists  at  Kew  might  haw 
backed  away  from.  “It’s  an  ill 
wind,  vou  might  say.  because 
there  had  been  random  plant¬ 
ing  in  the  past  Now  we  have 
been  able  to  put  all  the  speaes 
together  as  they  should  haw 
been  and  haw  been  able  to 
make  better  use  of  the  space 
the  Great  Storm  gave  us. 

“That  said,  if  the  same  thing 
happened  again  without 
warning  from  the  forecasters, 

I  too  would  be  furious  at  the 
loss  of  my  trees,  my  children. 

Like  my  colleagues  back  m 
J9S7,  1  would  haw  wanted 
blood  —  though  there  was 
precious  little  one  could  haw 
done,  even  with  a  warning-" 
National  Trust  properties  in 
Kent  and  East  Sussex  devas¬ 
tated  by  the  Great  Storm  have  • 

also  benefited  from  that  iu 

wind”.  ... 

Hurricane  damage  is  said  to 
have  provided  a  long-term, 
postive  legacy.  Flora  and  fau¬ 
na  haw  flourished  in  the  areas 

stripped  of  trees  ty  ^  gal£ 

Trunks  snapped  off  by  to 
sales  provide  a  habitat  for  rare 
toadstools  and  tawny  owls  and 
wildflowers. 

torm-battered  timber 
is  the  medium  of 
choice  for  many  crafts¬ 
men.  Out  of  devasta¬ 
tion  they  haw  fashioned 
furniture  and  toys-  An  artide 
in  the  latest  edition  of  the 
National  Trust  magazine  says: 
“Of  course,  it  is  upsetting  to 
see  storm  damage  on  the  scale 
of  *87.  It's  always  sad  to  lose 
important  landmarks,  and  we 
all  miss  aid  friends  but  by  and 
large,  the  landscapes  haw 
been  enriched ...  a  good  natu¬ 
ral  clear-out  every  century  or 
so  would  seem  to  be  no  bad 
thing." 

As  for  the  Met  Office,  so 
roundly  rebuked  ten  years 
ago,  are  the  forecasters  com¬ 
pletely  confident  they  would 
not  let  us  go  so  easily  into  that 
darkest  of  nights  again  with¬ 
out  warning? 

Early  foul  weather  war¬ 
nings  are  sent  across  the 
country  within  30  minutes.  A 
recent  survey  revealed  that  the 
Met  Office  surpassed  custom¬ 
er  satisfaction  targets,  with  95 
per  cent  of  users  satisfied  with 
the  service  they  received. 

So  far,  very  good  —  but  is 
the  warning  system  now 
failsafe?  “Never  say  never." 
said  a  Met  Office  insider.  I 
wouldn’t  put  big  money  not 
waking  up  to  the  aftermath  ot 
another  Great  Storm  in  my 
lifetime.  That's  Mother  Na¬ 
ture  for  you." 


ankun 

d  Hampshire.  Troops - 

led  in  to dfaenangtepqwCT 
ales  that  had  become 
■apped  around  trees.. 

yiTwinds  cut  a  swato  ot 
the  county, 
wrrewas  severe  flooding 

used  by  30ft  waves  in  small 

irbour  towns. 

With  to  emergency  services 

retched  beyond  their  limits, 
fSSrTvvere  to  ntow  m. 


_ 1  grimly.  . 

Storm  damage  across  the 
South  East  was  said  by  farm¬ 
ers  to  be  "much,  much  worse 
than  anything  in  living  memo¬ 
ry-.  Glasshouses  were  de- 
strayed  in  Sussex  and 
orchards  in  Kent  were  ra 
aged".  Many  mfllions  of 
pounds  of  dama^to 
Was  suffered  by  farmersfiom 
Kent  to  Leicestershire. Tbebffi 
in  West  Sussex  alone,  where 


esumaieu  uy  - - - 

Union  of  Fanners  to  be  more 
than  E20  million.  The  eventual 
figure  was  considerably 

higher.  ,  „r 

Apple  growers  spoke  ot 
“wholescale  carnage"  as  they 
surveyed  scores  of  acres  ot 

trees  uprooted  by  to  wmds 

Many  barns,  grain  stonsa^ 
livestock  units  m  Sussex,  Kent, 
Bedfordshire  and  East  Angus 
were  destroyed.  At  a  poultry 


Bgass  s-srtgg 


17.000  birds  were  rauea  or  su 
seriously  injured  that  they  had 
to  be  destroyed. 

Thousands  of  pupils  stayed 
at  home  as  schools  across  me 
South  closed  for  the  day 
because  of  blocked  roads  and 
the  danger  of  falling  bees. 

However,  many  of  the  im¬ 
ages  flashed  around  the  world 
by  televison  companies  and 
press  agencies  concentrated 
on  die  Great  Storm’s  Blitz¬ 
krieg  against  some  of  Britain’s 


land  areas. 

destroyed  in  one  night  cried 
the  front-page  headhne  on 
Paris  Soir.  one  of  Francrs 
most  widely  read  regional 
newspapers.  _ 

The  morning  after.  ian 
Beyer,  then  the  deputy  curator 
of  the  Royal  Botanic  Garden  at 
Kew  declared  that  “to  farri- 
scape  would  never  quite  be  the 
same  again".  Beyer  added: 
“This  is  to  worst  day  in  tne 
history  of  Kew.  It  is  impossible 


celebrity  w™  - 

Storm:  the  Maidenhair  Tree 
(i Ginkgo  biioba).i ffattve  to 
China  and  dating  back  to  1761. 
lost  a  large  limb.  Ahoth® 
original  planting,  the  lbritey 
Oak  (Quercus  cents),  had 

been  terminally  battered  when 

the  Great  Storm  struck-  A  70- 
tonne  crane  was  hired  to  lift 
out  the  root. 

Mark  Bridger,  now  one  ot 
the  Kew  Arboretum  manag¬ 
ers.  remembers  the  aftermath 


LORD 


SACKVILLE  S  GREAT  TREE  REPLANTING  SCHEME 


ON  A  sunny  hillside  at  KnolePark. 
in  Sevenoaks.  Kent,  the ' 

Sackville,  84.  is  shoulder-deep  m 

undergrowth-  hacking,  w*  bu?“ 

scrub/He  has  been  freeing  trees  for 
decades,  ever  since  finding  a  youn^ 
fir  half-strangled  by  brambles  and 
setting  to  with  the  kitchen  sassors. 

Lord  SackviUe  was  warned  tot u 

would  cost  at  least  £500,000  to 


not  to  be  had  for  love  nor  i money,  at 
Knde  the  clearer  were  idrrady  at 
work.  Clearing  the  park  took  nine 
months  and  cost  £250,000.  Up  to  15 
men  cut  and  hauled 
timber.  Beech  was  shipped  to  Tu£ 
key  for  furniture  making  and  to 
Portugal  for  pallets.  Eto  went  to 
r. .j-.-.nn  rt n  i run  and  I aren 


to  be  erected  to  protect  the  new 
young  trees  from  being  eater i  J 
deer  and  to  call  went  out  to  Walts. 
This  produced  another  team  of 

SPjStS  pupils  from  Sevmoate 
School  were  enlisted  to  collect 
acorns.  Thanks  to  their  help,  many 
oak  sub-species  were  gr™J*™der 

.  _ ci,nc  nr  habv  tlCCS  ■ 


**5?  forawalk.  Take  a  breather  from  our  crowded^ 
w02±  Think  about  the  fixture;  invest  m  The  Ramblers. 


Join  us. 
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feThedeer  park  at  Knote,gifted  ^ 
the  Sadcvilles  in  1566  ty ^Elizabeth  l. 
is  being  restored  with  thousands  of 
hardwoods  which  will  not  be  pro¬ 
ductive  for  decades.  They  represent 
a  dead  loss  in  financial  terms- 
Lord  Sackville’S  immediate  deci¬ 
sion,  while  to  rest  of  to  country 
was  still  considering  where  to  begin, 
meant  that  when  contractors  were 


IN  1988,  Chancellor  Nigel  Lawson 
cancelled  Schedule  D  «■£<«- 
tages  for  forest  investors.  This  left  a 
number  of  Scottish  contractors  with¬ 
out  work.  Teams  from  the  High¬ 
lands  were  brought  down  to  Knoie 
and  housed  in  estate  cottages- 


barely  discernible 
rounding  bracken  and  birch.  Above 
them  stand  the  isolated  ancients 
which  withstood  the  tempest  and 
punctuating  to  scene  are  the  gaunt 
silvered  Daliesque  .trunks  °f  dead 
trees,  home  to  at  least  30  endan¬ 
gered  species  of  beetles. 

It  just  needs  another  90  years. 
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3000  plow  b*»ay. 
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And  the  patience  of  a  lord^ 

next  two  winters.  .  ,  .  SALLY  SMITH 

Five  miles  of  costly  fencing  needea 
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4  •  shopping 

Michael  Cable  goes  shopping  with  Bel  Mooney,  an  arts  and  crafts  enthusiast 
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guilt,  perhaps,  that  they  them¬ 
selves  would  not  be  prepared 
to  get  muddy  and  duty  or  to 
stand  up  for  something  they 
really  believed  in." 

Mooney  and  I  were  brows¬ 
ing  in  Hitchcocks*,  a  craft 
gallery  in  Bath  where  the  four 
floors  of  hand-made  clothes, 
knitwear,  ceramics,  jewellery 
and  automata  by  British  and 
Irish  craft  designers  reflect  the 
taste  and  style  of  this  50-year- 
old.  who  laughingly  describes 
herself  as  “a  reformed  hippy — 
but  not  that  reformed." 

“The  shop  is  full  of  extraor¬ 
dinary  things  that  I  covet 
desperately,'’  she  says,  and 
reveals  that  she  regularly  con¬ 
trives  to  send  her  husband, 
Jonathan  Dimbleby.  along 
when  birthdays,  anniversaries 
and  Christmas  approach,  hav¬ 
ing  primed  the  owner.  Fleur 
Hitchcock  as  to  which  item  she 
should  suggest  to  him  as  the 
perfect  present  for  his  wife. 

A  Gillian  Stein  brooch  in  the 
shape  of  a  bronze  tree  with  a 
single  pearl  hanging  like  an 
apple  from  a  branch,  which 
she  is  wearing  on  her  lapel, 
was  one  wedding  anniversary 
result  of  this  system.  A  Sarah 
Burnett  hand-knitted  cardigan 
decorated  with  moons  and 
stars  arrived  for  Easter.  At 
present  she  has  her  eyes  on  a 
Regency-style  "Mr  Darcy" 
coai  in  wool,  velvet  and  silk  by 


Bel  Mooney,  with  Fleur  Hitchcock,  prefers  the  work  of  “crafts  people  who  are  creating  wonderfully  individual  hand-made  things  in  natural  materials" 


Sally  Muir,  the  daughter  of 
Frank  Muir  and  wife  of  Moo¬ 
ney’s  journalist  colleague 
Geoffrey  WheatcrofL 
"The  likes  of  Calvin  Klein, 
Versace  and  Prado  leave  me 
completely  cold,"  she  says. 
“But  here  you’re  talking  about 
a  different  kind  of  designer 
artists  and  crafts  people  who 
are  creating  wonderfully  indi¬ 


vidual  hand-made  things  in 
natural  materials." 

Hitchcocks’  is  among  a 
growing  number  of  Craft 
Council-listed  shops  and  gal¬ 
leries  trying  to  dispel  the 
image  of  what  is  witheringly 
referred  to  as  the  "com  dollies 
and  pot  pourri"  of  arts  and 
crafts.  ‘There  is  a  lot  of 
sophisticated  work  being  done 


by  a  growing  number  of 
hugely  talented  British.  Scot¬ 
tish  and  Irish  designers."  says 
Fleur  Hitchoock,  whose  moth¬ 
er  opened  the  first  shop  in 
Winchester  in  197b  before 
moving  to  larger  premises  in 
Alresford,  Hampshire,  four 
years  later.  The  Bath  shop  and 
gallery  followed  in  1986,  and 
Mooneys  attention  was  soon 


drawn  to  the  unusual  window 
displays. 

Married  29  years.  Mooney 
and  Dimbleby  have  an  160- 
acre  farm  run  on  organic  lines 
on  historic  Lansdowne  Hill, 
two  miles  outside  the  city.  "To 
me  it  is  the  perfect  city,"  says 
Mooney,  who  is  a  vice-presi¬ 
dent  of  the  Bath  Festivals 
Trust  "The  only  problem  is 


the  traffic  and  the  parking." 

Which  brings  us  back  to 
motorway  protests.  "This  is 
something  we  have  to  take 
seriously  and  we  have  to  make 
people  thinks  about  iL"  she 
insists.  “I'm  very  proud  of 
what  I  did." 

•  Hitchavks.  10  Chapel  Row. 
Bath,  BA  I IHN.  Tel  0I22S  J30646. 
Open  Mon-Sat.  IO-hJO. 


Take  a  shine 
to  industry’s 
cast-offs 


■  IF  THE  green  move 
merit  has  its  way  in  the 
next  millennium,  there  will  be 
no  rubbish:  just  objects  that 
haven't  been  used  vet.  And,  if 
the  design  gurus  get  (heir 
message  across,  our  homes 
will  be  scattered  with  shiny 
metallic  objects  picked  out  of 
old  warehouses,  scrapyards, 
chandlers,  office  suppliers, 
hospitals  and  laboratories.  In¬ 
dustrial  design  has  moved 
away  from  factory  to  home. 

The  vogue  for  large  loft 
spaces  has  increased  demand 
fur  stylish,  dean-cut  industrial 
pieces  that  are  minimal  and 
high-tech.  yet  classy. 

“Minimal",  “recycled"  and 
"industrial"  are  all  buzz  words 
for  the  modem  urban  dweller 
with  a  conscience,  an  imagi¬ 
nation  and  an  eye  for  contem¬ 
porary  design.  These  home- 
owners  are  forever  on  the 
lookout  for  glittering  objects 
that  arc  useful  and  ecological¬ 
ly  friendly,  as  well  as  being 
beautifully  designed  and  inex¬ 
pensive.  And  there  are  now 
scores  of  designers  aiding  that 
transformation. 

Deborah  Thomas,  for  ex¬ 
ample.  uses  broken  glass  and 
metal  to  create  massive  fairy¬ 
tale  chandeliers.  "I  like  the 
visual  splendour  arising  from 
a  material  that  has  lost  its  use. 
that  would  normally  be 
thrown  out,"  she  says.  “It's  the 
most  unlikely  materials  that  1 
like  -  things  that  people  are 
normally  wary  of." 

Neil  Austin,  too.  favours 


humble  objects  for  their  lack 
of  pretension:  being  a  fiimi- 
mre  designer  to  him  is  “like 
being  an  electrician  or  plumb¬ 
er.  It  is  using  everyday  objects 
and  performing  a  useful  and 
socially  responsible  service." 
His  inventions  include  a  lamp 
made  from  an  egg.  a  balloon 
stick  and  a  battery  pack,  and 
shelves  constructed  from  an 
old  clothes-horse  and  metal 
slats. 

Pieces  of  disused  aircraft 
and  industrial  machinery' 
have  become  particularly  hot 
property  for  furniture  makers 
who  appreciate  clean  lines 
and  shiny  surfaces.  “With 
factory  rejects  you  get  that 
lovely  modem  uniformity  as  it 
is  crafted  by  machine."  says 
Astrid  Zala.  one  of  the  mem¬ 
bers  of  the  design  trio  Jam. 
Jam  has  built  a  name  trans¬ 
forming  materials  discarded 
by  industrial  production:  tele¬ 
vision  stands  from  carcasses 
of  aircraft,  a  storage  unit 
made  of  reject  washing  mach¬ 
ine  drums,  a  shelving  unit 
created  from  ladders. 

The  metal  objects  do  not 
have  to  be  big  to  make  a 
statement:  a  science-lab  stand 
with  test  tubes  makes  a  neat 
little  spice  rack  or  vase:  left¬ 
over  aluminium  flooring  can 
be  cut  down  into  table  mats  or 
coasters.  Let  your  imagination 
run  riot  in  the  hardware  shop 
the  modern  fable  says,  and 
your  home  will  shine. 

Lisa  Grainger 


Anna  Aibnght's  science-lab 
style  chreme  tabietop  spee 
rack  with  12  steppered  test 
tubes  so-'d  tried  various 
herbs  £35.  cr  empty  to  contain 
your  own  tcrgue-cur'-ing 
concoctions  £29  75  John 
Lewis  i01"l-623  771 1) 


■t?/ 
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Jam.  a  design  group  which 
specialises  in  recycling,  has 
created  a  range  o{  unusual 
furniture  which  includes  this 
Robostacker  storage  unit  made 
from  imperfect  washing- 
machine  drums.  £350  (stock¬ 
ists.  0171-276  5557) 


BARGAINS  FOR  £100 


■  THE  SECRET  of 
finding  bargains  at 
the  Portobello  Road 
market  in  west  London, 
which  on  Saturdays  heaves 
with  tourists  browsing 
through  a  vast  jumble  of 
bric-a-brac  and  antiques,  is 
to  visit  on  a  Friday-  You 
may  dream  of  picking  up  a 
bargain  in  London’s  street 
markets,  but  it  isn’t  easy: 
dealers  for  those  chintzy 
antique  shops  in  the 
Cotswolds  have  usually 
been  there  before  you.  So, 
unless  you’re  prepared  to 
get  up  at  an  ungodly  hour, 
you  should  go  on  a  day 
when  others  are  at  work. 
The  bazaar-like  market 
covered  by  the  white 
awning  of  Portobello 
Green  underneath  the 
Westway  flyover,  is 
Bohemian  in  character  but 
very  much  more  local  on  a 
weekday.  Girls  like  me, 
believing  ourselves  to  have 


Blade  suede  stilettos,  £25 


an  original  sense  of  dress*- 
inevitably  look  the  same, " 
but  we  soil 
from  the  motonnouih 
stallholders. 

I  didn't  need  an  antiqiteS  f- 
book  to  find  the  brooch 
made  of  felt  flowers  that  I'; 
bought  (£6)  or  some  1920$;  ' 
chaiiunail  scarves.  At  . ' 
Mag’s  stall  I  passed  over  a 
black  mohair  sweater  with', 
a  huge  sflk  tigeris  head;' . 
sewn  on  toil— it  would  . 
have  made  an  impact 
because  it  was  so  tacky— 
and  opted  fora  Mack, 
belted  top.  probably  1970s  . 
and  styled  in  a  Russian 
manner  with  embroidered' 
smocking  around  the  low 
V-neck  and  long,  flared 
sleeves,  it  cost  £8. 

Attracted  by  a  flash  of  red 
and  glitter  two  stalls  along, 
I  grabbed  a  red  leather, 
tassled  cowboy  dress  with 
diamante  studs  and 
matching  sash.  It  cost  £30 
—  and  I’ve  no  idea  where  I . 
can  wear  it  I  then  flitted 
past  the  stalls  filled  with  \ 
the  flavour  of  the  moment 
(Chinese  dresses  and  tops) 
and  rounded  off  a  £100 
shopping  expedition  by  ■ , 
buying  two  classic 
wardrobe  staples:  a  £25 
pair  of  immaculate  black 
suede  stDletos  and  a  pink 
double-ply  cashmere 
sweater  from  the  “100  per 
cent  cashmere”  rail  for  £30. 

KIRA  JOLUFFE 


GADGETS 


■  YOU  MAY  well 
think  you  had 
mastered  going  to  the 
lavatory  in  the  dead  of 
night  Clap  eyes  on  the  His 
*«’  Her  Nigh  flight  from 
Sensor  Products  and  you 
will  appreciate  how  lucky 
you  have  been  until  now. 
This  gadget,  which  is  a 
little  larger  than  an  air 
freshener,  attaches  to  the 
inside  of  the  lavatory  lid  to 
tell  you,  with  either  a  red  or 
green  glow,  whether  the 
seat  is  up  or  down.  "A  red 
target  light  shines  for  him 
if  tiie  seat  is  up;  green 
means  go  for  her  if  the  seat 
is  down.”  say  the 
instructions.  "Red  means 
STOP  to  her,  yet  provides 
light  for  him — so  no  more 
midnight  mistakes.” 

The  product  is  "motion- 
activated”  an  unfortunate 
term  in  this  context,  with 

on^e^gi^^jSu 
approach.  It  is  battery- 
operated  and,  after  you 
have  paid  your  visit  it 
dicks  off  automatically. 

The  nightlight  sticks  to  the 
lavatory  Ud  with  a  large 
self-adhesive  disc.  If  you 
have  positioned  it  correctly, 
it  should  stick 
uncomfortably  into  the 
small  of  your  back  when 
you  lean  back. 

Even  with  guiding  lights 
you  still  need  your  wits 
about  you.  The  instructions 
warn:  “Always  view  the 
seat  position  before 
sitting." 

You  might  also  find  a  Rio 


Tens  Pain  Relief  System  in 
a  bathroom  first-aid  kit, 
but  it  is  as  comforting  as 
the  electric  chair. 

Here  “dru^free  pain^ 

.rc.«ra 

relief"  is  dispensed  with  a., 
palm-size  unit  generating^ 
dectrical  pulses  to  react  / 
with  the  nervous  system:  '  , 
creating  either  tinglipgi-' . 
sensations  or,  on nuI-.-r  ■£_ 
power,  a  very  nasty  shock. 

I  found  no  pain-relieving 
benefits,  although  every  ?y, 
time  I  pass  the  fridge  the 
light  goes  on. 

Tim  Wapshott 

•  His'n'  Her  Nightlight. 

£24.95  plus  p&p.fmm  the 
Gadget  Shop  f0t482  :  ; 

SU3S60).  Rio  Tens  Pain  Relief 
System,  £ 49.95  plus  p&p,  ' 

from  Innovations  f0990 
S07060). 


Proving  that  there's  always  something  enticingly  new  in  the  shops.- 
a  whole  range  ot  containers  is  being  made  in  woven  aluminium. 
This  trendy  magazine  basket  costs  £14.95.  from  The  Source,  26-40 
Kensington  High  Street.  London  W8  (01 71  -937  2626) 


-V  H  you  don'!  like  the  bland  looks  o(  your 
television  set  casing,  or  those  ghastly  “hide  it" 
wooden  cupboards,  why  nol  splash  out  on 
innovative  housing  made  from  an  old  jet  aircraft 
engine.  Designer  Paul  Bad  ham  converts  engines 
into  television  housng  lor  those  with  eclectic 


if  1 


tastes.  Pictured  here,. the  aluminium 
and  steel  turbine  cover  with  copper 
elements  provides  the  housing,  which  sirs  on  a 
rolled-steel  tubing  stand:  the  speaker  sits  in  the 
air  intake  at  the  lop.  This  unusual  "sculpture" 
costs  £2.173.  Tn  order,  call  0171-923  0334 


Why  ™  9|ve  those  decoralrve  floral  tabtemats  a  rest  and  by  ;  V-: 

■  PP?  U  Ornate  new-age  heal  and  moisture  protectors  Thouqh  -  .*• 

jsrng.  which  sits  on  a  perhaps  not  as  easy  on  the  eye  at  first,  these  non-scratch  biS«d  ' 
the  speaker  sits  in  the  stainless  steel  tablemats  (£9.50)  and  coasters  (£2  95)  wffl  •  '•  ! 
10^23^™"  ^nly  be  the  latk of  the  table.  From  Heal  5. 196  rSm  Court.  -. 

1 0171-0^3 0334  Road.  London  W  l  (0171-636  1 6661 

!/  *f.  f  ^  > 

wxsop-gmnc,'  snu  as  tr  rcsurr  tn  sustaining  'Stanflabte concern.  “  —  -T — 1 
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*  Atttie  end  of  the  day,  it’s  what  you  wear  in  bed  at  night  that  really  counts,  says  Heath  Brown 
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iq  Brushed  cotton-check  pyjama  set.  £30.  Knickerbox,  branches  nationwide  (0171-284 1744) 

’  ■  White  fine-strap  vest,  £14.50  (pack  of  three),  Muji.  39-41  Shelton  Street,  WC2  (0171-323  2208) 

All  dressed 


up  for  a 


in 
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White  towelling  shorts,  £29.  Calvin  Klein;  vest  top  with 
lace  trim,  £35;  blue  cotton  pyjama  top  (as  part  at  set),  £119, 
Fenwick,  New  Bond  Street,  W1  (0171-629  9161) 


When  it  comes  to 
what  to  wear  in 
bed.  anything 
goes.  Unless  you 
prefer  sleeping  cm  nature!, 
there  are  outfits  to  suit  any 
mood  and  most  climates,  from 
die  simple,  traditional  nightie 
to  flouncy  layers  of  froth. 

“Most  women  choose 
nightwear  not  only  for  its 
function  but  for  their  mood 
and  personality.'*  says  Sophie 
Wfldblood,  of  Kruckerbax. 

If  you  are  seeking  boudoir 
glamour  or  something  for  that 
special  evening,  ornate  and 
sumptuously  sexy  silks  are  an 
obvious  choice  —  but  these 
styles  tend  not  to  be  bought  by 
the  wearer.  “Eighty  per  cent  of 
silk  purchases  are  gifts,"  says 
Wildblood. 

Good -quality  cotton  is  the 
most  popular  choice;  it’s  cool 
and  allows  the  skin  to  breathe 
in  summer,  but  is  cosy  and  soft 
for  winter. 

Phillip  Regnauit,  the  night¬ 
wear  buyer  for  The  White 
House,  says  its  biggest-selling 
ranges  are  all  cotton.  “Because 
we  have  so  many  variations  — 
from  cotton  jersey  to  cotton 
cripon  and  cotton  vofle  — 
many  different  weights  and 
textures  can  be  achieved,"  he 
says.  Fine  jersey,  for  example, 
ran  be  almost  transparent  and 
is  perfect  in  body-hugging 
styles  because  it  stretches  well. 

Cotton  vofle  is  even  more 
delicate  —  “like  a  fine  mist." 
Regnauit  says  —  and  can  look 
as  expensive  as  silk. 

If  you  prefer  looser,  more 
flowing  styles  that  are  luxuri¬ 
ous.  cotton  cr$pon  is  ideal, 
because  it  has  a  similar  drape 
to  silk  but  is  less  slithery. 

For  most  people,  the  simpler 
the  style,  the  better.  Gone  are 
the  days  of  elaborate,  slightly 
vulgar  silks  with  flower  motifs 
and  lacy  edging.  Today's 
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ABOVE:  This  lilac  cotton  T-shirt  with  matching  drawstring  shorts,  £19.99,  is  available  from  Next,  selected  branches  nationwide  (01162  849424) 
BELOW  LEFT:  Cream  vest  top  with  beige  trim,  £33;  cream  pyjamas,  £60,  available  at  Emporio  Armani.  191  Brampton  Road,  SW3  (0171-823  8188) 


favourites  have  minimal  de¬ 
tailing  or  little  ribbon  trims. 
And  they  needn't  be  dress 
styles,  either.  Pyjamas  are 
becoming  increasingly  popu¬ 
lar  —  in  pale  colours,  stripes 
and  checks  —  particularly  now 
that  they  are  available  in  more 
feminine  cuts  and  lightweight 
cotton.  As  well  as  being  pretty, 
these  are  eminently  sensible, 
providing  good  cover  for  pad¬ 
ding  around  the  house  or 
curling  up  on  a  sofa. 


Another  advantage  of 
the  new  range  of 
nightwear  is  that  it 
can  be  worn  out¬ 
doors:  simple  camisole  night¬ 
ies  have  been  seen  about  town 
worn  as  evening  dresses,  and 
T-shirt  and  shorts  sets  on  the 
streets  on  Sunday  mornings  as 
sleepy  owners  nip  out  for  the 
milk  and  newspapers. 

“It  is  all  about  ease,” 
Wild  blood  says.  "The  Nineties 
woman  wants  something  that 
she  can  slip  in  and  out  of: 
pieces  that  are  practical  and 
beautiful  in  and  out  of  doors." 

Aesthetics  are  important, 
but  you  have  to  feel  as  good  as 
you  look,  so  comfortable  night¬ 
wear  is  essential.  After  all. 
whether  you  are  wearing  tom¬ 
boy  boxers  or  a  feminine  slip, 
a  regular  good  night  between 
the  sheets  is  what  every  girl 
wants. 
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FORGET  those  impractical  wedge  mules  and  sloucby 
mocassins,  the  slippers  to  be  seen  in  are  simply  designed 
and  orientally  inspired.  Here  are  three  of  the  best  H.B 
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Checked  silk  jester  slippers,  £39.50.  Mulberry  <017M91  39001 


White  velvet  slippers,  £35,  Fenwick  (0171-629  9161) 


Sequinned  Chinese  slippers,  £20.  Paul  Smith  (0171-379  7133) 


Sprig-print  cotton  jersey  slip,  £14.99,  River  Island, 
selected  branches  nationwide  (0181-998  8822) 
Photographs  by  Richard  Bums. 
Make-up  by  Sally  Kvalhetm  for  Jo  Hansford 
(0171-495  7774.  Styling  by  Amandip  Uppal 
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GARDEN  ANSWERS 


STEPHEN  ANDERTON 

replies  to  readers'  letters 


My  compost  box 

oozes  a  noxious-look¬ 
ing  liquid.  Is  this  any  use 
as  fertiliser,  and  at  what 
dilution?  —  R-A.E-  Hick¬ 
son,  Martan  cum  Grafton, 
Yorkshire. 

fertiliser 
at  not 


Use  it  as  a 
but  diluted 


more  than  one  part  to  ten 
parts  water.  Because  this 
will  be  a  highly  nitrogenous 
fertiliser,  be  careful  not  to 
induce  soft  growth  in  plants 
with  it  late  In  the  season; 
soft  growth  is  always  more 
susceptible  to  frost  damage. 

I  want  to  fell  a  40- 
year-old  wild  cherry 
which  is  making  suckers 
all  over  the  place,  and  then 
stop  the  suckers  proliferat¬ 
ing.  What  chemical  can  I 
use?  —  J.  Gordon,  Edin¬ 
burgh- 

Cherries  sucker  for 
two  reasons:  they  may 
have  suffered  mechanical 
damage  to  the  roots  from 
digging,  or  the  main  trunk 
may  be  starring  to  die.  If 
you  fell  tire  tree,  you  will 
force  prodigious  energies 
into  the  suckers,  which  will 
probably  get  worse  before 
they  get  better.  However,  if 
the  tree  must  go,  apply  am¬ 
monium  sulphamate  (Root- 
Out)  to  the  stump  after 
felling.  This  must  be  done 
while  the  stump  is  fresh. 


florists’  Dutch  irises  — 
which  are  hybrids  of  the 
Spanish  /.  xiphium  and 
Moroccan/,  ring)  tana,  with 
a  bit  of  the  English  iris 
thrown  in.  /.  laiifolia  is 
available  from  Bob  Brown’s 
Cotswold  Garden  Flowers, 
1  Waterside.  Evesham, 
Worcestershire  WRU  6BS 
(tel /fax  01386  47337). 


of 


I  have  been  unable  to 
find  a  bulb  supplier 
the  English  Iris 


xiphoides  after  losing  my 
collection  when  moving 
house.  Can  you  help?  — 

G.W.  Somerville.  Largs. 
Ayrshire. 

Why  “English"  iris? 
Iris  latifolta,  as 


I.  xiphoides  is  now  known, 
comes  from  the  French  and 
Spanish  Pyrenees.  It  is  an 
upright  plant  much  like  the 


What  has  made  the 
rhododendron  I  was 
given  in  full  bloom  last 
year  such  a  total  disaster 
this  year.  The  buds  re¬ 
mained  like  tight  little 
balls,  with  only  a  couple 
flowering,  and  the  stems 
have  turned  darkish 
brown.  Will  it  recover?  — 
L.E.C.  Riches.  Pinner, 
Middlesex. 

The  buds,  if  they  were 
dry  and  brown,  have 
bud  blast,  a  fungal  infection 
best  handled  in  a  small 
plant  by  picking  off  and 
burning  the  damaged  flow¬ 
er  buds  in  spring.  Or.  it 
may  be  that  your  plant  is 
enjoying  its  new  home  and 
rich  soil  is  making  new 
wood  rather  than  flowers 
for  a  couple  of  years.  Don’t 
worry  about  browning 
stems.  Fat  new  shoots  may 
be  green,  but  they  will  all 
become  brown  as  the  bark 
matures.  I  f  the  leaves  on  the 
new  shoots  are  browning 
too.  then  the  shoots  are 
dying,  most  probably  from 
drought  Keep  it  well  wa¬ 
tered  and  wait  to  see  how  it 
fares  next  year,  when  it  has 
had  a  season  to  settle  down. 

•  Readers  should  write  to: 
Garden  Answers,  Weekend. 

The  Times.  I  Pennington 
Street.  London  El  9XN.  We 
regret  that  it  may  nor  be 
possible  to  deal  with  every 
request  Advice  is  offered 
without  legal  responsibility. 

The  Times  also  regrets  that  any 
enclosures  cannot  be  returned. 


After  world  affairs,  the  former  Foreign  Secretary  turns  to  homely  matters.  Jane  Owen  reports  ^ 


All  I  AIIFN 


Lord  Carrington  at  the  gates  of  his  home  in  the  Chiltems  —  ten  acres  of  chalk-based  land  nurtured  into  a  series  of  specific  “rooms",  complemented  with  a  public  garden 

Lordly  vista  carved  from  chalk 
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onverts  to  gardening 
usually  have  memo¬ 
ries  of  a  childhood 
idyll,  an  Eden  they 
want  to  recreate.  Lord 
Carrington,  now  an  accom¬ 
plished  gardener,  looks  blank 
when  asked  about  childhood 
gardening  memories,  then 
says:  "My  father  used  to  grow 
dahlias.  Huge  things  the  size 
of  plates."  There  are  no  dahl¬ 


ias  in  the  ten-acre  garden  he 
and  his  wife.  Iona,  have  made 
at  The  Manor  House  in  the 
Buckinghamshire  village  of 
Bledlow.  near  Princes  Ris- 
borough.  There  are  sweeps  of 
lawn,  flying  hedges  of 
pleached  lime,  hornbeam, 
garden  rooms,  water  gardens 
and  a  sculpture  garden  —  all 
elegant  and  classical  —  where 
once  there  was  farm  land. 


ME  AND  MY  GARDEN:  LORD  CARRINGTON 


HOMES  &  GARDENS 


The  UK  PLASTIC  SHEET  CENTRE 


Security  Glazing 


DfY  PLASTICS 
(UK)  LTD 

P  lead  Office 
&  Showroom) 
Regal  Way, 
Faringdon 
Oxfordshire 
SN7  7XD 
m:  01367  242515 

(24  horn] 

fax  0)367  242200 


Plastics  for  every  project! 

around  your  home  ana  garden 

*  Double  Glazing  rigid  plastic  panes 

*  Horticultural  Acrylics,  PVC  &  Poiythenes 

*  Security  Polycarbonates  &  DIY  Shutters 


Sun  Shade  Vinyl 


UK  WIDE 

MAILORDER 
CATALOGUE 
OUT  NOW! 


•  Sun  Shade  /  Safety  films  &  Solar  Blinds 

•  Conservatory  Twin/Triplewall  polycarbonates 

•  Flat  Roofing  EPDM  Rubber  -  made  to  measure! 


NEW  97/98 


Send  now  for  our 
32  page  COLOUR  CATALOG 
covering  ad  types  of 
PLASTIC  SHEET  for: 

•  REPAIR  •  PROTECTION 
•REPLACEMENT 

•  SHAPING-  &  MORE! 


To:  DIY  Plastics  (UK)  Ltd., 

Dept  TN91,  Regal  Way,  Faringdon, 

Oxfordshire  SN7  7XD. 


Gardening  captured  the 
Carringtons  dramatically  in 
1967  when  fire  destroyed  their 
tithe  bam.  ‘We  looked  out  of 
our  bedroom  window  in  de¬ 
spair  at  the  devastation.  But 
then  we  became  determined  to 
get  going  on  the  garden.  As  a 
first  step,  we  found  a  young, 
unknown  designer.  Robert 
Adam,  who  could  not  have 
had  a  better  name."  says  Lord 
Carrington. 

The  Carringtons  took  to 
gardening  with  gusto.  “We 
don't  quarrel  often  —  it  is  a 
partnership.  My  wife  is  inter¬ 
ested  in  plants  and  colour  and 
1  am  more  interested  in  the 
layout."  he  says.  He  then 
proceeds  to  have  a  minor 
disagreement  with  his  wife 
about  an  area  they  call  St 
Eater's  garden,  a  simple  enclo¬ 
sure  of  yew  and  box.  with  a 
statue  of  St  Peter  (originally 
from  the  Houses  of  Parlia¬ 
ment)  dominating. 


Randal l-Page.  in  pink  granite, 
like  an  egg  cut  in  half  to  reveal 
a  contoured  inside.  Patrick 
Barker's  Head  over  Heels  has 
two  figures  in  foetal  position, 
rumbling  down  a  slope. 

The  ga  rden  was  Lord 
Carrington’s  great  solace 
when  ministerial  life  was 
rough.  "Fused  to  come  back 
here  and  take  out  my  bile  on 
the  weeds."  says  the  one-time 


To  the  left  is  an  alley  of 
pleached  limes  and  to  the  right 
a  H  idcote-style  pavilion, 
where  the  kitsch  mementoes  of 
Lord  Carrington's  time  as 
Foreign  Secretary  are  on  dis¬ 
play:  gifts  of  hideous  taste, 
such  as  awful  wood  carvings 
and  shell-encrusted  souvenirs. 

Hidcote.  Lawrence  John¬ 
ston's  garden  in  Gloucester¬ 
shire.  run  by  the  National 
Trust,  is  the  one  garden  Lord 
Carrington  quotes  as  an  influ¬ 
ence.  He  also,  eventually,  ad- 
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longer-term  dispari¬ 
ty  of  views  emerges 
over  his  garden 
.schemes.  "I  had  the 
bright  idea  of  turning  two- 
and-a-half  acres  of  paddock 
into  a  new  garden,  but  my  wife 
didn't  like  the  idea  and  said  we 
already  had  enough  garden.  I 
said  it  would  be  a  sculpture 
garden,  but  she  said  we  didn't 
have  any  sculpture." 

He  gut  his  sculpture  garden. 
He  invited  five  ur  the  Royal 
College  of  Art's  most  promis¬ 
ing  students  to  lunch,  gave 
them  a  tour  of  ihc  garden  and 
asked  them  in  come  up  with 
ideas.  The  lunch  bure  fruit  and 
today  the  sculpture  garden  — 
mostly  planted  with  shrubs  — 
is  populated  by  mm-figiir.uivc 
pieces,  because  Lord  Carring¬ 
ton  reckons  that  makes  them 
less  “Meal-worthy". 

All  the  sculptures  invite  a 
caress:  three  gnurd-like  shapes 
in  granite  by  Peter  Randall- 
Page.  a  smooth  gorilla  by 
Michael  Cooper  and  ;ui  ex¬ 
traordinary  piece,  again  In 


A  gorilla  by  Michael  Cooper  stands  in  the  sculpture  garden 


Foreign  Secretary  who  re¬ 
signed  during  the  Falklands 
War.  later  to  become  Secre¬ 
tary -General  of  Natn. 

The  ample  have  help  in 
their  battle  against  nature, 
being  '-150ft  up  on  chalk"  with 
munijuk  deer  and  squirrel  as 
pests,  and  the  garden  has  an 
established  air.  partly  due  to 
their  33-year  partnership  with 
Rnlxfrc  Adam. 

Their  first  project,  a  wide 
brick  path,  flanked  with  an 
unusual  alley  of  viburnum  cut 
into  pompom  shapes,  wax 
created  to  run  from  the  house 
to  a  sunken  rectangular  pool 
garden.  Around  the  edges  of 
this  garden  are  pyramids  of 
rosemary,  roses  'fink  Pcrpet- 
uc'  and  'Golden  Showers*,  the 
red  stemmed  Rosa  rubiginosa 
and  a  red-flowered  geranium. 


mils  one  parental  influence  — 
his  father's  love  of  vegetable 
gardens.  "It  is  satisfying  the 
way  they  arc  so  regimental 
and  pretty  and  just  waiting  to 
lie  eaten."  he  says. 

in  the  walled  \cge table 
garden.  Mop  head  apples  and 
long  hornlxram  hedges  -give 
internal  structure  and  the 
main  paths  make  a  cruciform. 
Herb  beds,  marked  out  by  low 
hedges  into  rectangles,  are 
filled  with  hyssop,  sweet 
cicely,  parsley,  sage  and  mace, 
with  (mans.  |x.*as.  strawberries 
and  rhubarb  in  the  main  beds. 
Beyond  the  vegetable  garden, 
around  the  swimming  pool, 
are  planted  tubs,  filled  in 
spring  with  daffodils  and  tu¬ 
lips.  This  blaze  of  colour  is 
offset  by  a  series  of  cool,  yew  - 
enclosed  gardens.  A  bluc-and- 


yellow  garden  was  created  in 
another  of  the  yew  rooms,  with 
great  swaths  of  potenlilla, 
lavender,  rosemary  and  roses. 

Across  another  sweep  of 
lawn  at  the  back  of  the  house, 
some  black-lined,  formal,  rect¬ 
angular  pools  mark  the  end  of 
the  garden  and  the  beginning 
of  the  sculpture  garden,  which 
is  heralded  by  a  6ft-taU  formal 
geometric  topiary  garden, 
planted  six  years  ago  and 
guarded  by  a  topiary  griffin. 

Finally,  in  a  steep-sided 
valley,  across  the  road  from 
the  main  garden  and  below 
the  village  church,  there  is  the 
Lyde  Garden,  made  by  Lord 
Carrington  and  given  to  the 
public  by  him.  The  one-and-a- 
half-acre  garden  was  scooped 
out  of  a  wilderness,  and  five 
springs  trick!  eTrom  the  valley 
to  form  the  Lyde  which  runs, 
via  the  River  Thame,  into  the 
Thames. 

This  area  was  formerly  used 
to  grow  watercress,  and  the 
Carringtons  had  a  job  gening 
rid  of  the  stuff.  Today,  one  of 
its  main  problems  is  blanket 
weed,  which  they  keep  in 
check  with  netted  bundles  of 
barley  srraw.  placed  so  the 
water  flows  through  them  into 
the  main  pools. 

Dazzling  yellow'  hoods  of 
skunk  cabbage  trace  the 
course  of  the  streams  and,  at 
the  centre  of  one  of  a  series  of 
descending  pools,  an  orna¬ 
mental  birdcage  makes  an 
evecatcher. 
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[he  garden  is  open  to 
the  public,  though 
some  objectors  say  it 
should  have  been  left 
in  its  natural  state.  Today  it  is 
:i  muss  of  luxuriant  planting: 
tree  ferns,  gunnera.  hosta. 
ferns,  pink-flowered  Hibiscus 
syriacus  'William  R.  Smith’. 
Senceio  greyi.  w  illows,  bam¬ 
boos.  the  palm  Carpenieria 
californica.  Lonicera  nitida. 
and  a  steep  slope  planted  with 
box  cut  into  an  undulating 
sculptural  shape.  Lord  Car¬ 
rington  is  surely  the  master  of 
the  understatement  when  he 
says:  "1  had  fun  doing  iV  ■ 


Romantic  Cornish  rhapsody 


■  Lanhvdrock  near  Bodmin. 

Cornwall  (01208  73320). 

Twir-and-a-half  miles  southeast  of 
Bodmin.  Open  daily  until  Nor  2  from 
IOam-7pm.  £3  (free  to  National  Trust 
members). 

The  National  Collection  of  crocusmias  is 
held  here,  along  with  an  excellent 
showing  of  magnolias.  The  setting  is 
romantic,  with  a  stream  running  through 
the  30-acre  parkland  down  to  the  River 
Fowey.  The  formal  area  is  punctuated  by 
huge,  ciine-shaped  clipped  yews  and. 
further  away  from  the  house,  there  are- 
peaceful  woodland  walks. 

Turn  End  Townside,  Had  den  ham. 
Buckinghamshire  (01844 
291 383/ 29 ISI 7). 

Between  Thame  and  Aylesbury  off  the 
A4IB.  Open  for  the  National  Gardens 
Scheme  on  Sept  14  but  at  other  times 
far  groups  by  appointment  only.  £l.5n. 

The  house  and  garden  were  created  by  its 
owner,  ihe  architect  Peter  Aldington,  who 
has  made  a  onc-acre  landscape  go  a  lung 
way.  with  arches  leading  through  to 


GARDENS  TO  VISIT 


secret  gardens,  a  gravel  garden,  a 
cou rty.i  rd  and  a  pond  area.  1 1  is  a 
remarkable  modern  garden  where  the 
house  and  garden  meld  effortlessly  to¬ 
gether.  Many  young  designers  rate  this  as 
a  blueprint  for  a  modern  garden  with 
staying  power. 


®  Castle  Howard.  North  Yorkshire 
(01653  648333). 

Five  miles srjuthwest  of  Malton.  Open 
daily  IOam-4.30  until  Nov 2.  £4. 

The  Royal  Botanic  Garden  at  Kew 
southwest  London  has  formed  the  Cai 
Howard  Arboretum  Trust  to  manage: 
important  trees  in  pan  of  the  park,  a  ■ 
acre  woodland  known  as  Ray  Wood.  1 
impressive  landscape  surrounding  l 
magnificent  18th-century  house  —  I 
^»ing  for  the  television  set 

oniicshcad  Revisited  —  was  designed 

Sir  John  Vanbrugh  and  Nidto 
Hawksmoor  with  a  typically  vastNesfr 
water  fountain  (depicting  At las  a 
J  it  tons)  and  is  worth  a  visit  at  any  tims 
year,  particularly  in  spring  for 
spectacular  range  of  rhododendrd 
collected  originally  by  Joseph  Hook 
Trank  fop  gdofl  Ward,  George  fiffr 
and  Reginald  Farrer.  In  the  ffov 
gardens  labelling  is  usually  good,* 
!?-rc  spectacular  rose  areas  W 
about  2.0(10  plants,  mostly  old-fashion 
and  standard. 
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Natural  bom 
thrillers 


The  UK'S  most  acrobatic 
garden  animal,  the  grey 
squirrel,  may  strip  your' 
bark  and  gobble  your  roses 
buds,  but  there  are  gardeners 
prepared  to  forgive  its  bad  habits 
for  its  entertainment  value. 

"Give  ita  tree  and  it  hangs  by  its 
toes,  like  a  trapeze  artist  Give  it 
two  irees.  and  there  wfli  be  the  most 
flrtumog  bravura  leaps  from  one  10 
W  otJier-"  says  Joan  Reeve,  whose 
town-centre  garden  in  Eastbourne, 

Sf  Jufsex*  ■boasts  a  magnificent 
wtfHugh  squirrel  racetrack,  other¬ 
wise  known  as  a  copper  beech 
"Luckily  for  us,  the  squirrels  eat 
foe. beech  mast"  she  says,  "which 
does  make  mowing  foe  lawn  a  little 
easier,  but  of  course  they  also  eat 
bulbs  and  food  on  the  bird  table 
and  dig  holes  in  the  lawn.  ” 

But  distract  them  from  the  bulbs 
by  a  spread  of  peanuts  on  a  special 
squirrel  table  and  make  a  separate 
bird  table  squirrel-proof  in  any  of 
foe  ingenious  ways  recommended 
to  foe  Royal  Society  for  foe 
detection  of  Birds  (RSPB),  and  you 
Ttjay  find  foe  little  rodents  have 
become  almost  garden-trained. 

Not  enough  for  some  garden- 
lovers.  of  course,  as  Inspector  Steve 
Kourik.  wildlife  liaison  officer  for 
Hertfordshire  Police,  has  found. 
"People  do  ask  me  about  legal 
means  of  control,  and  1  have  to 
advise  against  shooting  as  it  is 
almost  impossible  to  shoot  safely  in 
a  garden,  especially  ar  a  target 
that’s  higher  than  you  are. 

“Poisoning  is  a  possibility,  but 
you  have  to  make  sure  foe  poison 
goes  in  a  special  squirrel  hopper  so 
that  nothing  else  can  get  at  it.  And 
you  must  remember  that,  if  a 
^yoisoned  squirrel  is  taken  by.  say, 
r  an  owl,  the  owl  could  ingest  foe 
poison,  and  nobody  wants  this." 

The  few  red  squirrels  remaining 
in  Britain  do  not  attract  such 
opprobrium  as  the  greys.  On  the 
Isle  of  Wight,  where  there  are  about 
1,500  reds,  supporters  have  even 
stretched  a  rope  bridge  18ft  above 
the  busy  B3330  to  prevent  foe 
squirrels  winding  up  as  road 
casualties.  It  has  been  a  100  per 
cent  success  to  date,  according  to 
Helen  Butler,  foe  Isle  of  Wight's 
Red  Alert  Project  Officer. 

“The  reds  are  much  prettier  than 
the  greys  —  small  and  delicate  and 
with  flufly  ear  tufts.  And  they  Ye 
unbelievably  agile.  They’ll  even  try 
something  stupid  such  as  climbing 
up  a  greenhouse.  Mind  you.  they 


Sue  Corbett  on 

luring  wildlife 
into  your  garden 
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The  blue  tit  will  eat  your  aphids 

have  got  a  bit  of  a  temper  —  they 
swear  at  you  —  but  there  aren't 
enough  of  them  to  do  great  damage 
n>  the  trees." 

Newts  may  gladden  many  gar- 
denars*  hearts  by  eating  their  slugs, 
but  it’s  for  aesthetic  reasons  that 
actor  and  satirist  John  Wells  appre¬ 
ciates  them.  “They’re  very,  very 
beautiful,"  he  says,  “like  litde 
dinosaurs."  His  pond  at  Plumpton, 
East  Sussex,  which  he  restored 
with  the  help  of  the  British  Trust  for 
Conservation  Volunteers,  is  now 
home  to  about  100  great  crested 
newts,  grown  out  of  foe  14  he 
rescued  eight  years  ago  from  an 
endangered  site.  "They  drift  up  and 
take  insects  from  foe  top."  he  says. 
People  say  you  ought  to  have  fish  in 


Dragonfly:  amazingly  graceful 


a  pond„  but  it’s  a  much  more 
genuine  David  Alien  borough-style 
pleasure  watching  newts. 

“Another  wonderful  thing,"  he 
adds,  “is  to  have  swallows  drinking 
out  of  the  pond  —  it's  one  of  foe 
greatest  pleasures  of  the  year." 

And  It  is  not  only  swallows  that 
are  attracted  to  water.  All  garden 
birds  appreciate  a  bird  bathTor  a 
pond  with  shallow  edges  they  can 
walk  into.  Some,  such  as  the  blue 
tit,  will  repay  gardeners'  thought- 
fulness  by  eating  foeir  aphids  and 
beech  mast  Nest  boxes  will  make 
blue  tits  feed  more  welcome  still, 
says  the  RSPB.  and  also  accommo¬ 
date  other  birds,  such  as  great  and 
coal  tits,  nuthatches,  starlings  and 
house  martins. 

Goldfinches  can  also  be  hugely 
entertaining  in  foe  garden  —  they 
have  even  been  trained  to  use  their 
feet  to  pul!  in  food  suspended  on  a 
string,  loop  by  loop.  They  tuck  into 
duckweed  and  dandelion  seed,  too. 

Ponds  will  also  entice  lets,  which 
do  gardeners  a  favour  by  eating 
mosquitoes  and  putting  on  aerobat¬ 
ic  displays  to  match  those  of  foe 
swallows.  To  encourage  the  insects 
they  feed  cm,  grow  night-scented 
plants  such  as  sweet  rocket,  honey¬ 
suckle  and  evening  primrose,  or 
turn  on  a  garden  light  at  dusk. 

Build  a  pond  almost  any¬ 
where  and  youll  get 
dragonflies."  says  Ruary 
Mackenzie  Dodds,  who 
fell  so  heavily  for  them  that  he 
started  dragonfly  open  days  at 
Ashton  Mill,  near  Oundle,  Norfo- 
.  ampton shire.  “And  foe  more  types 
of  water  plant  you  put  in.  foe  more 
types  of  dragonfly  youYe  likely  to 
attract  Their  amazing  combination 
of  grace  and  agility  is  the  thing  that  . 
gets  me. 

If  you've  got  foe  time  to  sit  by 
your  pond  on  a  sunny  day  (the  best 
time  is  between  midday  and  2pm). 
you  can  see  all  this,  as  well  as 
mating  and  fighting."  And  if  you 
enjoy  sitting  out,  youll  be  pleased 
to  know  that  mosquito  larvae  are  a 
favourite  meal  for  dragonflies. 

•  Red  Squirrel  Fact  Sheet  (send  El 
JbrpBp)  from  the  Mammal  Society 
(0171-4984358). 

•  Planting  Cardens  for  Birds,  and 
other  leaflets,  free  from  the  RSPB 
(01767  680551). 

•  Dragonfly  open  days  at  weekends 
at  Ashton  Mill.  Ashton  Wold.  Ashton, 
near  Oundle.  Northamptonshire, 
until  September  28,  lOJOtun-Spm 
(01832222427). 
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Red  squirrel:  “They  are  much  prettier  than  the  greys  -  small,  delicate  and  unbelievably  agile" 


■  Make  cuttings  of  roses, 
using  pieces  9in  long  and 
finger-thick.  Set  them 
two-thirds  into  foe  ground,  in 
a  narrow  trench  lined 

with  sand,  in  half-shade.  The 
cuttings  will  callus  over 
during  winter  and  root 
during  the  spring.  If  they 
are  rooted  by  mid-M  arch, 
move  them  to  final 
positions  then.  Otherwise 
wait  until  next  autumn. 

■  Sow  lawn  seed  into 
well-prepared,  fine  soil 
which  has  been  lightly 
dressed  with  fertiliser.  Roll 
lightly  when  lin  high  and, 
when  it  has  grown  again,  top 
it  off  lightly  with  the 
mower  set  at  2in.  Only  one  or 
two  cuts  before  winter 

will  be  required.  Short 
mowing  can  commence 
next  spring. 

■  When  frost  threatens, 
putt  up  and  pick  outdoor 
tomatoes.  Ripen  the  last 
fruits  indoors  in  a 
conservatory  or  on  a 
window  ledge.  Ripen  melons 
in  frames  by  keeping  the 
temperature  up. 

■  When  summer 
bedding  plants  are  spent, 
take  them  up  and 
compost  them.  Dig  over  and 
lightly  feed  beds  intended 
for  wallflowers,  which  will 
be  available  for  planting 
shortly,  in  bare-rooted 
bundles.  Nine-inch  slips 

of  perennial  wallflowers, 
such  as  the  ever-flowering 
Bowles  Mauve,  will  root  if 
pushed  into  the  ground 
now  in  a  shady  place. 

■  Prune  walkrained 
peaches,  nectarines  and 
cherries,  cutting  out  some 
of  the  fruited  shoots  and 
tying  in  replacements. 

Late  plums  should  have  any 
necessary  pruning 
completed  as  soon  as  the 
fruir  is  picked,  ro  avoid 
infection  with  silver  leaf. 

■  Stretch  netting  over 
ponds  if  you  wish  to  keep  out 
autumn  leaves.  Clear  the 
net  of  leaves  regularly. 


TO  ADVERTISE 
CALL:  0171 4811920 
FAX:  0171 481 9313 


HOMES  &  GARDENS 


TO  ADVERTISE 
CALL-  0171  481 19 20 
FAX:  0I7J  481 9313 
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That  COIlId  ClT©feea  Plant  Stand 


Wear  the  Aid-Call 
botton  and,  if  you 
should  have  an 
..  accident,  press  it 
Ik  to  summon 


assistance. 
It  could  be 
YOUR 
fife  saver. 
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RANGE TYPE 
COOKERS 

BRITANNIA  (AvaiafcAs 
Now) 

IASANCHE- GODIN  - 
SMEG-noSERES- 

FALCON -VHONQ 
Dbcountei  teaflsble 
Notion*  Defrays, 
SeJvica 

To) -01226  766027  -  Fax 
COUNTRY  DREAM 


“Find  out  about  a 
Stannah  Stairlift  before  the1 
stairs  become  a  problem  ” 


ipso* 
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RAYMOND  BAXTER 


'Even  if  the  stairs  are  only  a  minor 
nuisance  ar  the  moment,  find  out 
about  a  Stannah  and  you’ll  be  ready 
in  scop  the  struggle  before  it  starts.’ 

■  No  need  ro  worry  about 
moving  home. 

■  Effortless  access  to  bathroom 
and  bedrooms. 

■No  problem  if  your  stairs 
are  curved. 

■We  are  on-call  24-bours  a  day. 

■The  reassurance  of  buying  the 
world’s  favourite  staidift. 


CALI  FOR  FREE  ADVICE 


Or  write  to  Stanmfc  Staidifis,  Dipt 719, 
FR£EPOSTSA344,ihKkwer,  Hants  SPI03BR. 


Stannah 

Stairiifts 


Tk  a  xmtrld's  most  chosen  stairljft. 


HARD  WATER  X 

1  he  Scientific  Solution 


Incredible  low-cost  computer  technology! 
Krretal  is  foe  simplest,  most  efficient  answer 
to  lime  scale  problems  ever  demised! 

DISSOLVES  erisiingliiTieiCile.  INHIBITS  fornunon 
of  no,  limeside.  PRESERVES  health-giving  natural 
substances  in  tout  «atcr. 

j  "  ”  ^  T1  Whet  our  Customers  sty 


FREEPHONE 

0800  590050 

FOR  FREE  BROCHURE 

ZJibzs  open  24  hours,  7  days 

"TREATS  THE  WHOLE  HOUSE  FOR  LESS  THAN  £80 
90-DAY  HOME  TRIAL 


5  YEAR  GUARANTEE 


Krystal.  3  OW  Fare!  Court,  Pe wsey.  Wilts  SMS  5AQ 
Tel:  01 672  584113  e-mail:  saies@ctearflow.wirHJk.net 
TRADE  AND  OVERSEAS  ENQUIRIES  WELCOMED 
Customers  m  Ireland  call  1  BOO  675555  (24  hours) 


l  purchased  ona  of  your  unto 
nbcaH  a  month  ago.  and  |  am 
‘‘•'WWW*  .  GMLondon 


An  ouEtantfng  success 
SVH.  Harnjgafo 
Eastern  reads’ 
FJMcC-Sto*lhan-Twrrt 


Lea  month  l  mmaled  ore  of  your 
water  deseatera.  tin  defatted  w 
say  am  working  as  raM  no! 
better,  than  l  expected 

NW,  Twytard,  SertsWre 


CALL  US  NOW 


FOR  HELPFUL 
FRIENDLY 
SERVICE  AND 
ADVICE 

tt/UMasi  rwngei  of  stylets  acaffabte 
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on  a  icUe  rmmgr  oj 
AvnHmg*.  Canopies 
Freestanding  units 

tout  Plfratud, 
Rfeolnaft  Vertical  and 
VemaUtm  Conutermtory 


FRUIT 

PRESSES  AND 
CRUSHERS 


SEPTIC  TANKS 

LIQUID  BIO  FLO  b  a 
Bacterial  product  that 
oftrinates  odours  and 
reduces  gmpMngs.  For 
datafa  of  SPECIAL  OFFER 
send  SAIL  to  Ftax/bnJ 

JSs&wji.. 


S0535EE 
Of  FREEPHONE 
0500 100 171  (24hr») 
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WARWICK 

BUILDINGS 


•STUDIOS 

*  SUMMERHOUSES 

*  WORKROOMS 
•GARAGES 

'  STABLING 

(Ptease  specify  which  brochura) 

SHOW  SITE  -  S3UTHAM  ROAD. 
LONG  (TCHWSTON,  NR  RUGBY 
WARWICKSHIRE  CV23S0L 
TEL- 01926  815757 
FAX:  01 926  8151 62 


If  its  qualify  and  affordability  you're  after  look  no  further.  Buy  your  new  Bute  efied  from  Britain’s 
top  manufacturer  and  you  are  guaranteed  fle  best  or  both  uroricls.  Wfe  provide  tha  ffinast  materials. 
Widest  choice  and  Best  value.  Our  Brochure  contains  the  outstandkTg  range  of  fedne  aid  leather 
sofas  and  suites.  tou  decide  in  your  own  tome  -  we  guarantee  our  quality  and  mate  a  21  day 

lefotri  proTKsa  Phone  or  send  tor  a  copy  today  Jg/'  0^SSS  725  111 


DON'T  MISS 
THIS! 

-Sale  Now  Ending— 

Elegant  Rosewood 
Garden  Suite. 
Normally  £1850.00 
Last  few  to  clear  now 

at  Just  £56021 
INFO.  TEL: 
ERRINCTON 

01529  303173 


Will  meet  your  needs  for  that 

HOME  EXTENSION 


SPECIALISTS  IN  DESIGN 

EXHIBITORS  AT 

CHELSEA  FLOWER  SHOW 
&  HAMPTON  COURT 

Brochures,  FREE  surveys  &  consultancy 
FREEPHONE:  0800  378168 

Finch  Conservatories  Ltd.  JSBh. 
Head  office;  FREEPOST  SF 1598. 

Sheffield  S20  3GZ  V 
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The  Ultimate  Deterrent 


Made  from  .lough  maintenance  free  Insulated 
aluminium  our  slimline  Security  Shutters  not  only 
keep  burglars  out,  Umy  keep  beat  In,  dramatically 
redutiag  heat  loss.  Simpte  to  operate  from  inside 
your  home,  Security  Shutters  are  designed  and 
manufactured  for  your  wintbers,  are  normally  fitted 
In  one  day  and  are  guaranteed  for  2  yean. 


FOR  A  FREE  BROCHURE  RING 


M4M  4C1«1|«1T1  S81 440 
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the  hvperty  AulKtan 


8  property _ weekend-  Saturday  September  em 

House  of  the  week:  devotion  and  hard  cash  are  needed  to  restore  a  Tuscan  retreat,  writes  Erica  Wagner  ♦ 


PESJEHBOw 


A  task 
to  test 
a  saint 


A  blue  Tuscan  shy  crowns  the  courtyard  (above).  The  focal  point  of  tbe  building  is  a  two-storey  gallery  which  overlooks  it  and  decaying  frescoes  (below)  adorn  its  walls 


These  days,  it's  custom¬ 
ary  to  check  that  you 
can  be  connected  to 
(he  water  mains  be¬ 
fore  you  build  your  house.  But 
in  1435  tilings  were  different 
and  the  Frate  Erculano  —  a 
small  group  of  Tuscan  monks 
led  by  the  miracle-working 
Beato  Erculano  —  went  ahead 
and  built  their  monastery.  San 
Francesco,  on  top  of  a  hill  in 
the  Garfagnana  without  any 
certainty  of  a  water  source. 

It  seemed  as  if  the  30-ceiled 
retreat  with  its  double-galler- 
ied  courtyard  might  be  unin¬ 
habitable.  a  monumenr  not  to 


devotion  but  folly.  Bur  the 
Beato  set  himself  to  pray  and 
lo  —  just  as  the  monks  desired, 
a  clear  spring  appeared  from 
the  side  of  the  mountain.  If 
only  all  plumbing  problems 
could  be  so  miraculously 
solved. 

The  Beato's  prayers  might 
come  in  handy  for  a  buyer 
taking  on  San  Francesco.  After 
a  winding,  hairpin  drive  up 
the  green-gold  hillside,  you 
reach  the  property's  gate  and 
wall  —  the  entire  5-hectare  site 
is  enclosed.  The  place  was  last 
inhabited  by  monks  in  1798. 
when  it  was  sacked  by  French 


HOMESWAP 


DESPITE  rising  house  prices,  there  are  still  some  areas  that’ offer 
better  value  than  others.  Some  of  the  best  property  buys  can  be  found 
south  of  the  capital.  Just  nudging  Kent.  A  terraced  three-bedroom 
Victorian  house  near  Bromley  South  station  120  minutes  from  Victoria) 
can  be  found  for  under  £100.000.  a  studio  flat  in  a  1960s‘  block  in 
St  Mary  Cray  for  £32.000. 

In  East  Sussex,  the  area  around  the  medieval  hilkop  cinque  port  town 
of  Rye  is  cheap  and  good  value.  It  Is  at  least  two  hours  from  Rye  to 
Waterloo,  via  Ashford  or  Hastings,  which  rules  out  most  London 
commuters:  second-home  buyers  remain  the  driving  force.  Pretty 
seaside  and  country  cottages  here  sell  quickly,  priced  from  £80,000 

to  £120.000 

Empty -n esters  from  the  south,  priced  out  of  the  Cotswokfs,  are  moving 


troops;  the  chapel  behind  was 
pulled  down  in  about  1800. 
After  that  it  served  as  a  farm, 
but  has  been  uninhabited  for 
foe  past  40  years,  and  foe  lack 
of  care  is  beginning  to  show. 

It  would  take  a  lot  more 
than  weather  damage  and 
neglect  for  a  building  of  the 
stony  solidity  of  San  Francesco 
to  fall  down;  but  parts  of  foe 
building  seem  well  on  foe  way. 
From  foe  outside  foe  monas¬ 
tery  has  an  eyeless  aspect, 
where  windows  have  been 
bricked  up  to  deter  squatters. 
Inside,  where  long  corridors 
surround  the  upstairs  tier  of 
foe  courtyard,  many  of  foe 
rooms  are  in  too  precarious  a 
state  to  enter.  The  rose-painted 
plaster  that  covers  the  barrel- 
vaulted  ceiling  of  one  hallway 
makes  a  hard  hat  a  must  one 
of  the  larger  cells  —  some  of 
which  are  cupboard-sized  and 
windowless  to  facilitate  con¬ 
centrated  prayer  —  is  missing 
nearly  all  of  its  terracotta  floor. 
From  this  second  floor  a  fine 
stone  stairway  leads  down  to 
foe  courtyard:  but  its  roman- 
esque  arch  is  propped  up  by 
an  RSJ  and  none  of  us  felt 
inclined  to  go  too  near. 


‘JSr  •.  ;■  '  .  Si  •  - 


magnificent  16th-century  cas¬ 
tle  not  far  from  Grosetto,  in 
splendid  shape,  complete  with 
500  acres  of  woods,  fields  and 
vineyards  and  with  five  farm¬ 
houses  also  on  the  land,  on 
offer  for  £3.7  mill  ion.  This 
makes  San  Francesco  look 
very  costly  indeed. 


Paddy  Dring  of  Knight 
Frank  -admits  foar 
Tuscan  property  is  ex¬ 
pensive,  and  guesses 
that  a  similar  property  might 
cost  as  much  as  50  per  cent  less 
were  it  in  less  fashionable 
Umbria  to  the  south.  “This 
isn’t  a  normal  market"  he 
says.  “You’re  looking  for  a 
specific  buyer:  someone  who 
wants  something  unique.  Fi¬ 
nancially,  if  you  take  this  on 
and  restore  it,  you  will  be  in 
foe  league  of  any  house  in 
Tuscany  —  foe  margins  will 
still  be  there." 

All  this  because  Tuscany  is, 
for  foe  moment,  foe  fashion¬ 
able  place  to  be.  Islington  di 
Garfagnana.  Tuscany,  too.  is 
closer  to  Florence  and  Pisa  and 
their  airports,  making  com¬ 
muting  back  to  the  real  Isling¬ 
ton  so  much  easier.  But  it 


The  great  strength  of  this 
property  is  its  beautiful  dou¬ 
ble-storey  courtyard  —  quiet 
as  the  cloister  it  once  was  — 
.with  a  blue  square  of  Tuscan 
sky  overhead.  On  the  walls  are 
decaying  frescoes  of  popes  and 
saints  —  dearly  not  original 
but  not  new  either,  and  some 
appear  to  have  even  older 
work  underneath.  But  these 
too  are  crumbling,  and 
scrawled  over  with  graffiti:  the 
monastery  even  now  is  used  as 


a  place  for  local  festivals.  But 
the  courtyard,  the  focus  of  foe 
monastery's  elaborate  drain¬ 
age  system,  is  steeply  sloped: 
tables  and  chairs  set  out  for  an 
evening  might  make  guests 
feel  drunk  before  they’d  had  a 
drop.  Off  foe  yard  in  the 
refectory  there  are  photo¬ 
graphs  of  parties  held  here  in 
foe  1920s  and  1930s.  men  in 
stiff  collars  and  women  in 
dropped -waist  shifts  leaning 
against  the  painted  walls. 


There  is  no  doubt  that  this  is 
a  place  of  some  beauty  — 
although  its  hillside  site,  by 
Tuscan  standards,  is  not  ex¬ 
traordinary.  There  is  no  doubt 
that  this  is  a  property  of 
architectural  interest  —  there 
are  not  many  15fo-centuty 
monasteries  up  for  sale.  But 
the  price  is  £700X100.  and 
bringing  foe-  property  up  to 
scratch  would  probably  set 
you  back  another  £2  million. 
Some  months  ago  I  viewed  a 


would  be  a  brave  soul  who 
undertook  the  restoration  of 
San  Francesco;  foe  Italian 
family  selling  it  apparently 
has  neither  foe  heart  nor  the 
finances.  At  the  end  of  the  day 
—  or.  more  realistically,  a 
couple  of  years  —  it  would  still 
be  a  property-  with  long  corri¬ 
dors  and  l small  cells,  whose 
lovely  slants  of  light  might  not 
compensate  for  its  eccentricity. 
It  was  built  for  prayer  and 
contemplation:  one  wonders 
how  inclined  towards  that  life 
a  modem  buyer  might  be. 

■  Agents:  Knight  Frank  0171- 
6298171. 


MARKET 

SIGNALS 


DREAM  HOMES  IN  TUSCANY 


THE  LATE!  Sir  Harold  Acton  CBE  once  lived  in  a 
60-room  Renaissance  villa  in  foe  village  of  La 
Pietra.  overlooking  Florence.  The  property  — 
including  his  extensive  art  collection  could  fetch 
upwards  of  £100,000.  It  has  five  smaller  villas  and 
is  set  in  57  acres  of  ornamental  gardens,  vineyards, 
olive  groves  and  farmland. 


GRAHAM  C  GREENE  CBE.  publisher  and 
nephew  of  writer  Graham  Greene,  resides  in 
Castello  di  Montepo.  a  restored  16th-century  castle 
surrounded  by  1.CXX)  acres  of  woodland,  farmland, 
vineyards  and  olive  groves,  near  Scansano.  The 
property,  which  is  valued  at  £385  million,  also 
.possesses  an  18th-century  chapel. 


GEOFFREY  ROBINSON  MP,  the  Paymaster 
General,  owns  an  estate  situated  on  a  hill  among 
vineyards,  near  San  Gimignano.  The  18-century, 
neo-classical  house  frequented  by  the  Prime 
Minister  and  his  family  for  foe  second  year 
running,  also  has  a  large  swimming  pool  and  a 
private  medieval  village. 


PROPERTY  PROFILE:  ESSEX 


Attractions:  the  county  has  moved  on  since  its 
1980s  image  as  home  to  the  “Essex  man"  and 
“Essex  woman".  Commuters  are  drawn  by 
good  rail  links  into  London  —  Colchester  to 
Liverpool  Street  can  take  40  minutes  —  and  the 
A12.  Mil  and  the  Ai 20  which  is  being  made  into 
a  dual  carriageway  between  Braintree  and  the 
Mil.  Stansted  airport  is  a  bonus. 

Hotspots  coastal  areas  such  as  Maldon  and 
Burnham  lure  the  boat  owners,  while  historic 
Colchester  is  said  to  be  England's  oldest  town, 
suffering  foe  attacks  of  foe  warrior  Queen 
Boadicea  around  AD  60.  The  Stour  Valley, 
along  foe  Essex-Suffolk  border,  known  as 
Constable  country,  is  a  spot  favoured  by  house- 
hunters  and  was  home  to  Gainsborough.  The 
corridors  between  the  MIL  AIO  and  A12  are  the 
real  hotspots,  says  the  agent  Mullucks  Wells  in 
Saffron  Walden,  including  villages  such  as 
Clavering  and  Great  Chesterford. 

The  market:  prime  prices  have  risen  by  about 
10-12  per  cent  this  year,  says  Strutt  &  Parker  in 
Chelmsford.  Savills  in  Chelmsford  reports  lack 
of  supply,  with  25  properties  on  their  books 
compared  with  105  at  the  end  of  the  recession. 
City  types  with  big  bonuses  fuel  the  market 
says  Mullucks  Wells,  and  Savills  reckons  they 
make  up  65  per  cent  of  purchases  over 
£500.000. 

Prices  fell  by  30-40  per  cent  during  foe 


recession,  says  Fenn  Wright  in  Chichester. 
Prices  have  now  reached  19SS  levels  and  in 
some  cases  exceeded  them. 

Expect  tb  pay.  prices  in  undervalued  and  less 
commutable  northeast  Essex  can  differ  by  as 
much  as  100  per  cent  from  those  in  the  more 
desirable  southwest  Savills  says.  Detached 
cottages,  whose  prices  have  just  started  to 
recover,  go  for  £150.000  to  £200,000  in  the 
northeast,  compared  with  E 160.000  to  £220.000 
in  foe  southwest;  farmhouses  with  some  land 
£275,000  to  £375,000  compared  with  £300,000 
to  £400.000  further  south;  and  a  medium-size 
country  house  £500.000-plus  compared  with 
£700,000-p!us. 

Significant  sale:  Grade  H-listed  Bamardiston 
House,  an  old  people's  home  at  Chipping  Hill, 
near  the  sought-after  village  of  Witham.  was  on 
and  off  the  market  for  18  months  while  the 
owners  tried  to  sell  it  as  a  going  concern.  The 
six-bedroom  Georgian  house  eventually  sold  as 
a  private  home  in  June  through  Strutt  &  Parker 
for  well  over  £200.000. 

Outlook:  good  for  foe  immediate  future,  says 
Fenn  Wright.  Mullucks  Wells  believes  a  few 
more  properties  will  come  on  to  the  market  this 
autumn-  Strutt  &  Parker  expects  more  gradual 
increases,  with  supply  beginning  to  even  out 
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Tuscany  p  9 

STERLING'S  strength  stands  j 
British  buyers  in  great  stead 
in  Italy,  with  an  exchange  rate 
of  about  L2.900  to  the  pound. 

To  set  this  in  context,  two 
years  ago  the  house  featured 
would  have  cost  a  British 
buyer  nearer  £800,000. 

Prices  remain  pretty  stable 
and  the  choice  of  restored 
properties  has  improved,  but 
foe  idealised  17fo-  or  18th- 
century  farmhouse,  amid  a 
few  acres,  was  built  for  a 
family  of  15-20  living  in  a  few 
rooms,  so  you’ll  be  paying  for 
five  or  six  bedrooms. 

For  foe  top  end  of  the 
market  in  Chianti,  expect  any¬ 
thing  from  £600,000  to  £4  i 
million.  Outside  Chianti, 
prices  are  up  to  30  per  cent 
lower.  Away  from  foe  prime 
region.  £200,000  will  buy  a 
restored  house  with  three  or 
four  bedrooms  and  a  bit  of  i 
land  but  no  pool.  In  next-door  * 
Umbria,  the  same  could  be^  % 
found  for  £120,000.  The  prom¬ 
ise  of  international  status  for 
Perugia’s  airport  from  the 
year  2,000  has  increased  inter- 
est  in  that  area. 

OTHER  relatively  affordable 
Tuscan  options  indude  the  2 

under-exploited  village  house 
market,  where  you  would  find 
a  house  for  El 50,000- £200.000.  « 

Unrestored  houses  can  be 
found,  espedally  away  from 
Chianti.  At  about  £360  a  sq  m.  J 
a  300  sq  m  properly  to  convert 
to  a  four-bedroom  home  will 
cost  about  £105.000.  I 

Taxes  and  charges  generally  fF;  11 
total  !0-J2.per  cent  of  foe  safe 

price.  They  indude  purchase 
tax.  levied  at  M  per  cent  of  the 
registered  value  for  urban 
property  and  18  per  cent  for 
rural  property.  The  notary’s 
fee  is  about  1  per  cent  of  foe 
registered  sale  price;  agent's 
commission  3  per  cent 

-  \ 
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jgfttt  fl»8I  532  0461  £175,000  to  £495.000 

Gnat  Woodcate  park.  Surrounded  by  Epping  Foresr 
3,  4  and  5  bedroom  houses  with  a  gatehouse  entrance 
and  24  boor  security. 

Wtfffafr  E!  07000  NUftOK  £310,000  to  £750,000 
_ 07000684663 _ 

Capital  Wharf.  Eighty-five  1,  2  and  3  bedroom 
apartments  and  pcocboascs,  most  of  which  have  sonny 
south  facing  balconies  overlooking  the  Thames  with 
views  of  Tower  Bridge. 

15  Warty  SgronyEO _ TBA 

Sixteen  1  and  2  bedroom  apartments,  most  with 
outstanding  views  across  the  Tower  of  London  to  Tower 
Bridge  and  the  River  Thames.  Call  ns  now  to  register 
your  interest  and  to  be  among  a  select  group  to  receive 
preliminary  details. 


9  Hampton  Great.  An  attractive  new  development  of 
period  style  2, 3  and  4  bedroom  homes  and  1  bedroom 
apartments  by  St  James  Homes  in  a  village  green  setting. 
Qasr  released) 

Kodwapte^lMdwSWIS _ t\2m 

Pembroke  House,  Rocbompton  Gate.  A  distinguished 
classically  styled  5  bedroom  detached  bouse  of  character 
situatrd  behind  electric  gates  in  this  prestigious  location 
adjacent  to  Richmond  Part. 

CnaH—y  BttfaBm _ £365,000 

Larkfieldt.  Two  substantial  traditionally  styled 
4  bedroom  family  bouses  featuring  wo  en -suite 
bathrooms  and  electrically  operated  garage  doors, 
situated  in  a  quiet  location  midway  between  the  M4  and 
M40, 


St  Ounstan's  Gate.  This  established  she  has  been 
designed  to  indude  as  array  of  varying  styles  and  ranges 
of  accommodation.  Currently,  there  ate  2  and  3 
bedroom  apartments  and  2,  J  and  4  bedroom  houses,  all 
with  off-street  parking. 

Wesferiam _ £355,000 

Holcombe,  London  Road.  Located  rust  outside  die 
centre  of  Westerham  i s  this  5  bedroom  detached 
property,  with  planning  permission  currently  awaited  far 
a  3  bedroom  bungalow  and  a  replacement  dwelling. 


Oakland*  Park,  Bathgate  Road.  An  exclusive 
development  of  13  homy  detached  homes  in  the  prime 
residential  area  of  Wimbledon  Village. 

Bfrareod _ £825,000 

Monks  House,  Beech  Drive.  Two  luxury  detached 
5  bedroom  properties  in  die  sought  after  village  of 
Kinmwood.  Both  properties  ate  south  faring  and  have 
gardens  approaching  half  an  acre,  (only  one  remaining) 

Mtfl— fl— t _ £99^50  co  £650,000 

Victoria  Gate,  Queens  Road.  An  exciting  new 
development  providing  apartments  in  a  refurbished 
building;  a  refurbished  chapel  into  two  corages  and 
newly  buih  detached  and  terraced  houses. 
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Oxford 


£118300  la  CMLS00 


Grotvenor  Place.  A  delightful  development  of  5  town 
bouses  providing  4  bedrooms,  3  reception  rooms, 
khcben/breakfasi  room  and  3  bathrooms,  2  of  which  are 

CiKtdte. 


Come  and  see  for  yourself. 

Visit  a  Berkeley  showhome  today. 

Showbomes are  open  daily  from  10.00am  to  5.00pm  -  including  Saturday  and  Sunday. 

For  information  on  any  of  the  properties  above  please  call  your  local  office  or  visit  our  website  on:  http://www.berkeleygroup.com 

W  Showhome  or  Sales  centres  are  open  daily  from  10am  where  this  logo  appears. 


9  Waterside.  In  central  north  Oxford,  a  unique 
development  of  classically  designed  homes  within  a  mile 
of  the  city  centre  and  on  the  edge  of  Jericho.  Adjoining 
the  Oxford  canal  and  dose  to  Port  Meadow  and  the 
River  Thames,  2  bedroom  apartments  and  4  bedroom 
bouses.  Arranged  in  avenues,  elegant  crescents,  garden 
squares  and  landucaned  courtyards.  New  View  home 
opening  23  th  September 

SnhnlhfcWi _ from  £199,950 

9  Hofybrook.  An  exciting  range  of  4  and  5  bedroom 
houses  in  the  Conservation  Area  of  this  pretty  village, 
convenient  far  both  Oxford  and  Swindon  and  within 
easy  reach  of  glorious  downland  countryside.  Safas 
Centre  Now  Open.  Over  40%  sold. 

Prices  from  £185  flOQ 


An  imposing  country  mansion  in 
Sussex...  an  exclusive  waterside 
apartment  overlooking  the  Thames. . . 
a  mews  cottage  in  the  heart  of  rural 
Hampshire...  Whatever  you  prefer, 
Berkeley  Homes  has  the  dream  home 
for  you.  We  choose  outstanding, 
sought-after  locations  and  we  build 
bright,  airy  homes  with  meticulous 
attention  to  detail. 

Our  award-winning  homes  are 
renowned  for  their  exceptional 
luxury  and  sheer  quality  of 
craftsmanship.  And  you  could  even 
personalise  your  property  with  your 
choice  of  interior  finish,  depending  on 
die  stage  of  construction. 

just  another  way  we 
ensure  Berkeley  Homes 


Tbameside  Mansion,  Castle  Park.  A  Georgian  style 
mansion  block  of  jus  10  two-storey  2  bedroom,  2 
bathroom  apartments  in  an  nnrivaUed  location  set 
within  2]«  acres  of  Parkland  leading  to  banks  of  the 
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0171738  3438 


WEST  END 


SOHO 


2  ate  walk.  rise  hacniir 

deritwJ  1  bed  DM.  Lridiaoil 

ww^SMnaiBgBOMic 

Mfaroan.  Wood  Bean 

rfromton  1 

Renml  powmal  t*30pu-. 

price:  £2 WOO. 

FteBW  BvrifaUe  by  idgHfaH)- 

TdH)171 351 6190 


tor  3 

C22&J0QO-  Bmfutl 
9Ma»  caar  0171  3EO  1012. 


.  Mag  tolk  batk,  3SK  2 

SSTJii®000 


CITY,  DOCKLANDS, 
EAST 


CTTV  HU— —a  -  Can't  Bad 
nbn  you  aiad  -  Lat  uaOad  tz 

SLsrJSft 'vF&ttssr1 


RIUWIESTHr 
■gpoPl  St. 

^  ovn 


M  Uv- 
1  bd 
Q45MO 


WIIHW  2  bad  i 


O4BJQ0  U^17^3odax 


M  OwHoqMm  canal  2 


OI71 _ 

WN  fM  HUM  XT  2  bed  apt, 
paxfctoq.  £193000.  UB  0171 
480  6816 _ 


ANCHORAGE 
Oosa  to  Canary  WharC 
Ouwmtog  3  bed  Wknae. 
rivarrida  tot  Batatas  o4  4 
IWM,  (HD  dtf.  viewt), 
poot/gm.  lVr  taority.  tonic 
afeTbadiaoaVmWW 

rn nhm.  luinixiklii  066.000 

0171  794  5193. 


r  TOWBI  BRIDGE  ^ 

permousE 

Luxay  dwfe*  «!**"  fmodgout 
dawbp—w.  3/3  Mnaavrikl 
bMH.lBHaa.lasi 
naaprioo  4  haflmy  wMi 
mlrrm  Fidy  it  hfc.  Saparti  raol 
*  tofcnti*.  Seamo/fitd 

dstcmpon. 
0976923113/ 
01268544794 


m  Ooebadfooai^xnwat 


.  Ota  iref  feature  id 
bkg  room,  wood  arlp  gaarini  4 
anon,  fAnal  fnn*  aWaa 
sjw  deen  6«a  Mean  was 
Ucraoo.  FJyiuai  IKhm. 
iMauaaJor  ya.  Irian 
faRfaMgdgw—bgPBBl 
poml.  ma  ft  sm  VUmowy 
phone,  24  kr  Mftaatl 
acunq.  Cuwaaicri  lav  DU  a 
antfimkaL  Nn  deia. 

£95«#. 

Tab  0171  S371«1 


FULHAM 


STUNNING 
RIVERSIDE 
PENTHOUSE 

1^50  iq  ft  +  400  «q  ft  loom. 
2  bedrooott,  2  bntuoam. 
baplicdingi. 
Secure  undcxgriMBid  poking. 
Brand  new.  £425,000 
Tel:  0181  946  7450.  . 


SWS  Lea  3  bad  Vic  fajuOr  baa  In 
y  anad  mad.  rimaasanur  to 
gdn  E2dSjQOO  0171  73d  dl  lO  t 


HIGHBURY/ 

ISLINGTON 


HUMSTOat  ICL  Ouarity  q—  1  . 
cobs  flat,  paring  OCS-  ES3XJOO. 
SS  pro.  Toi.  St«*  Tags  Stock 
0171  261  4171  _ 


KENSINGTON  & 
CHELSEA 


M0MBSSMCH  UMD0W  im  La» 

awawb  ft*  you.  La 

1  Seedariax  kaaach 


0171  838  I  Odd-  Pax  838  1077 


EABL&  CHT  «a  SMB  la*  Or  4  bed, 

2  bariu  dbto  ratoe  ft  Mean 

aAooktogconnastoa  etZSflOO 
UB.  Aaron  ft  LaniS  0171  244 
9Vli  T.  244  9888  V _ 


HYDE  PARK  GATE 
LONDON  SW7 

tapreia*  finhrid  Oode  n  Keted 
corner  befltog  ac£  to  AAert  HriJ 

&cflnxriyopp“ 


lank  with  vacua  3300*1  ft 
(306  ■)  m)  paabome  hr  nncei. 

OIRO  £1,756,808 
0171  581  2400 


SOUTH 

KENSINGTON 


Bbtbi 


35L 

BoaMa  la  Ukhrik  But  mt  «u 


KNIGHTSBRIDGE 


8W1  MOWrito  lfl  _ 

naaon.  lrt  nr  Or.  Six.  OmiK  wc: 

Win  taa.  gaSOjPOCflO.  Tali 
0171  581  B827. 


EXCLUSIVE  SQUARE 
GARDENS 


.  jackwftligkleew 
rifndflriuiflpriariaejaiax. 

I  >1^11  mnnn idi  mm aiimii aii 
taderwiia  roukrirean, 
?nd  tafia  befin^  g*ri  WC  riiEijr 

puna,  aatage  ml  I SX3  «H  ft.  Lot 

29  m  Gmad  mem. 
S295R9B. 

Mas  all  Mb  affiss  boar 

0f7I 


MAYFAIR 


PROTECT 
YOUR  MOTORING 
FUTURE 
MAYFAIR 
CAR  PARKING 
FOR  SALE 
125  YEAR  LEASES 
01714936465 


far  (bn  Scat  rim  fa  77 
Nanas  aala.  No  chato 

a  Ol-  ■’ 

1148 


VICTORIAN 

oaBage  for  nak  in  Oteat 
KfiModcQ  ffrgh  StTPft- 
2dootrfe  bexhoomf  pfns  1  riagir 

crand^.  SedndrfgiitaL  hi 

beooe  ariang  prior  of  £I25jOOO 
foe  RBMitag  44  yens  at  400 
year  km. 

To  view  telephone 
•1844216105. 


CAMBRIDGESHIRE 


tol 


sa 


U>T  naab  at  A 1  tod  Itottt 
Naif  oQc  coast  Ktoes  Cm  75 
arii>a.5bari^8tota.3Taeam 
atndy.  a.  ajactoia  m/br  moa, 

ba(i 


TOWri  HBIlMClWm.  lOnriaa 
rmTalrtgi  CJiy- 4 goad batol 


kUdwn.  bath,  - - 

Garden.  Om  abopa,  aehool. 


1754  780878 


CORNWALL 


CORNWALL 

CLOSE  LANDS  END 


Had,Widalpdiv>lbal 

[rofeocr  +  2  «XO£ci.  6  car 
eange.  Sri  la  1  aoe-Erienriae 
vbrwtofWeatera  Approaches. 
PitchoW  prase: 


Td/Pax:  01736  871280 


COTSWOLDS 


3  bad  eooaga  rakh  amn  m- 
dan.  Oflria  in  (nan  at 
glSOjpOa  TaM»28B  B6Q291 


CIRENCESTER 

A  GinJell*  tided  ferotan 

1b  niurar.  rhrenata 
cm  «f  ta  hriarfc  oadta 

(mAntadyiaatolpb 
neeapriion.  Nrar  itddrif 
aim  hr  aaigne  beet*  it 
un  union.  Tuminltii  ter  4 


00((a  a  eaneai  of  fSOOjaM 
FktoeaiQDecACb 
0121  M3  3232 


HAMPSHIRE. 


AUGfimNe  raUD  we  bybam 
a  19801*  uuniatnyerair  tad 
atn  pounriai  tnabtod  1  aca 
sia  rim  mar  utauiu tada  n 
ran  Soiani  ft  tn.W.  Ancriw  an 

isasmatard  Upn-Me* 
OaMaaOP  tiOa  ML 
BOnWALK  BODSB.  «*•  ft 
LyaJingtoo'a  ad  aanMt 
prapartiaa  in  naad  or  aeto 
Bratton  tn  345  am  ate k 
atom  »o  raaibra,  Pulaur  ft  UlW. 
AnnHfta  an  1st  Ontdiiar  at 
12pra.  Men  Gnida  eAOOpOQ. 
Pant  tatoran  01690  674411 


DEVON 


TOPSHAM: 

A  snpe*  rivorafc  peatbooK 
a|*.  mrfntmvpted  180  dopes 
vimofibeEKeAsyft 


gee,  jeqyMfamy.  (B*eter/M5 
3tnls)  U43J000. 

VBWftCwHT 
Property  01392  499699. 


DORSET 


DONHEADSTMARY 

A  versatile  coonge  of  period 
crigliB  eacepoonafly  sriaatedao 
tegfi  ground  near  fee  «Hage 
ceeae  with  oradanrfng  aorab- 

dcnphtful 


2/3  reccpbott,  3*4  beds,  I  bmb. 
la  all  about  IS* 


Coldr  price  X215AM. 


sn  \i  n  sut  ki 

(01747. S51 122 


THROOP 

NR.  BOURNEMOUTH 
To  view  a  unique  sriecuon 
of  prestigiems  5, 4, 5  and  6 
bedroom  homes  in  a 
deiigbrfal  rural  setting 

coll  01202  S499S4. 

Marketing  state 
and  dtotchomes  open  daily 
pom  I  Am- 5pm. 


TAYVVOOD 

- HOMES - 


ISLE  OF  WIGHT 


a.7R00a  01988  607796 


KENT 


ahk  op  taiga  Im  2 


_ _ j  OA  Town  ft  Ou until- 


f*. .i-i-|)  2  bad 
dac  17C  Cottago.  Onlat  riSagr 
aw  CawAnn. 
01227  70P21& 


BROOK 
Nr.  ASHFORD. 

Uniipe  potitko  ender  Nonli 
Down  Nanm  Reawe.  6  nriks 
AfitatHnka.  So.  Grade  nsned 
XVBc  Home  &  raped?  tesnntd 
Bam.  Booar  3M  bedroaen, 

2  bdln,  2  Ige  pebfic  tend  w. 

onlay,  clcnkroem.  Many  masari 
leums.  Spaefabi  Grata  w. 
dream  is  ficta  af  borne. 

2  Paddock*.  9  acre*  to  nfl. 

Price  £3KAMl 

Tel:  01233  812384 


NORTHAMPTONSHIRE 


NOSTHAKIMakibata  10 
ntoneatoAIMl  tamad.  15 

cawST 

ta  or 

toto*  6  bad*  tonga,  tan*  tad 

kinta,  tatty- 1  tads  2  (Btobe, 


to  ran.  BaiU5M  7*1445  Mayttad 

wsdimfeira  Inwftrddta 


OOUM1Y  HOatOEMtCH  CO  ftr  a 
kaitena  ft  dtonta  an  tow 
Mil  ll  I  .  I Ill  ll  1 1 

■^^■015778*5926 


TROON 


Sfnckea  A  iptafid  eonvaann 
wtobraapapadirai  tons  hnuaraf 


io^  cMani.  khdacn  A  prffify  ol 
Setarita  tovety  ponmfa- 
Neft  coftaV  corato  A  ran.  BucftriM 


OBh*  arar  aiSjBBO 

inc  enpets  ft  flmixe. 

Td  01292 441470  for  tori rae 


SCOTTISH  HIGHLANDS. 

UDspori. 

icieiN:  iiwiiliwi  ntwewtiw 

to 


.  >1*0 

ftrifttori* 


rixpeanr 


OOtoa  fa  emmet OUtm. 
Tct  BTRopaa  01854  612059 


SINLOCHMABEE 

Oriottost.  Writs  Bo* 

U«  ton  a  bW  ia  4ri  ftnaftto.  vftfa 
Vkatanrarira 

tiaarlnaday  togtomaad  Boritfc  toga 
dwk  on  raton^.  Weeded  pomOa  rift 

I  toftenri  ath  Wftft.  3  rintor- 


TftlBMBTnm 


COUNTRY 

PROPERTY 


GLUTTONS 


HERTFORDSHIRE  -  HERONSGATE 

Watford  6  miles.  Rickmanrmvrth  /  mile.  London  21  miles. 
JOS  (J)7)  l  mile. 


A  One  early  Victorian  honsa  set  in  mdadcdgroaiufc 

wfift  staff  cottage. 

M»to  haoae  4  recaption  rooois,  kilebea,  dwoestic  offices. 

2  bedroom  sods.  4  timber  bedroom*  real  3rd  badnoom.  T«o 
takoara  naff  oottoge.  tfanbfc  garage,  watsbc^.  itaWe  htoet 
netor  ihed.  Landa^ed  formal  janleas  and  kUdra  gardra. 
iafaiml  gatdens.  troms  GintL 
In  oQ  SJ  Acres. 

LONDON  OFFICE;  9171 498 1810 
OXFORD  OFFICE:  01865  793900 


HAMPSHIRE  -  MELFORD-ON-SEA 

New  Mibon  3  miles.  Lynirtgtoa  5  miles. 


I  Bay  aari  wltb  rim  toward*  Ike  Naeder 
aadtbeUnnrW^kt 

Abgul4^74  wjjo  (43^55  sqJt.)  of  i^booi  buMngis  Ibc  principal 
tmOSqg  heiicred  id  he  of  Gengrai  origfa. 

3  lodira,  pair  of  remideiaefacd  coluged.  Fomid  ush  recode 
tatihdtawd.  anptoyam,  icirare  vnatdeHinl  sftjea  to  ptaalng. 
Inafl  1&54  Acre*. 

LONDON  OFFICE:  0171 408 1010 
ROMSEY  OFFICE:  01794  522670 


t‘. 


i 
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WEEKEND  SATURDAY  SEPTEMBER  6  1997 

PROPERTY 


TO  ADVERTISE  CALL- 
0171  481 1986  (TRADE) 
0171 481 4000  (PRIVATE) 
FAX:  0171 782779901717827828 


UNIQUE  1841 
STONE  HOUSE 

to  airtH.  U»—g»y  iiinJuK 
SaklHnamnEtoda 
■  npott  Kjmyre.  «rtto  •»»  «f 
toe  binds  Utor  ^  Sm.  J 

bwlnwou.  I1frl»«taw».sfcuwmuitol 
Ur  ttvtamw™.  fcstoea.dtotog  non 
ChM  nto  wok  uowcr 
owtoBfeag  Mad.  I  pa  booses 
ml  <totoir  ptobn  «wot 

amniinwn 
Tet  01583  441202 


SOMERSET 


SOUTH  SOMERSET, 
NR  MARTOCK 

Modem  Stone  Detached  House 

4bed.2Rscp 

2  Baft  <1  Ert-suflH) 

DoLfeie  Garage 
Gadens,  2  toe  Paddock 
Stocked  (CarjVTendi)  MWig  take 
Far  raacHng  view* 

El  SB.,500 

Tel:  01458241131 


SURREY 


CHICHESTER 

HARBOUR 

UnqDe  cpponaifly  to  Mid  a  brgt  5 
bed  femfly  boose  ae  a  H  acre  ue  wtth 
dMikd  ptandet  panntoae  hi  dK 
vflUge  of  QbAhb.  Vicvsowrqpca 
uwiiUTHae  ml  Botamn  sad  Thorny 
rlwnorh  Enmog  3  bnburen 
bungalow  Empdria  to 

01243572714 


LUROT 


FRENCH  PROPERTY 
-s#*  EXHIBITION  ***** 

12TH  -  14TH  SEPTEMBER  1997 

FRI.  1 1-00  AM  TO  6.00  PM.  SAT.  10.00  AM  TO  6.00  PM.  SUN.  10.00  AM  TO  5.00  PM 
THE  EXHIBITION  CENTRE,  NOVOTEL,  1  SHORTLANDS, 
HAMMERSMITH,  LONDON  W6 

Organised  by  FPN:  Visit  our  website:  htljx//www. french-property- news^om 
2a  Lambton  Road.  London  SW20  OLR.  Telephone:  0181  944  5500 
BRIIMNS  BIGGEST  &  BEST  EXHIBITIONS  FOR  HOMES  IN  FRANCE 


BRAND 


West  Wo,  A 


W SURREY 
NR  GOD  AIMING 

New  2  bed  htxory  conge  in 
courty  aid  setting.  Facades  include 
tkjodSi  team  otto,  iedoK  pool. 
50  acres  grounds.  security  gates, 
gunge,  fined  kitchen. 

For  ate  £157,580 
Td:  0171 493  0676  (T) 
Td:  01483  417222  (T) 


OVERSEAS 

PROPERTY 


Discover  Your 
Dream  Home 
Overseas  at 


e%h»b 


The  UK’s  largest 
display  of  overseas 
property 

Over  130  different 
agents  and  developers 
Holiday,  retirement 
and  business  property 
•Independent  expert 
legal  &  financial 
advisors 


rr'^ou^ 


- BSWUN 

-'"•GREECE  •  PORTUGAL 
" •  FRANCE  •  FLORIDA  •  CYPRUS 
•  MALTA  •  IRELAND  •  CANARY  A 
BALEARIC  ISLANDS  •  WEST  INCHES 

•  GOA  •  CARIBBEAN  •  FAR  EAST 

•  CHANNEL  ISLANDS  •  USA  •  GIB 

•  ITALY  •  FLIGHTS  •  BOOKS 

MORE  CHOICE  THAN  ANY  EVEWTI 
FOR  FWffi  INFORMATION  PACK 
RING  0181  542  9088  (24  HRS 


EUROPE S 

LARGER 

oversea^ 

PROPER^ 
.  SHOW 


ADMISSION 
FOR  2  WITH 
THIS  ADVERT 

( N  o  rm  ill  I  y  £2.50) 
CHILDREN  FREE 


BelMen  Mangles  and  Grasse,  a 
RfsiMsheil  tamtam  of 
153  m2  staining  Id  Vjj  sob  *. 

4  bakwuns.  2  ballrooms.  daeMe 
reception,  vest  gangs,  cefar, 
ufl%.»fmrahg  pool  Ref  018 
FraeMdHZ^MUBe 

G0LFI  GOLF!  GOLF! 

"Itao  hwitai  ayaOaNt  -  one  Bn 


Put  ol  the  Royal  Moogtas  Go# . 
Come  dmatopmeoc.  1.000  fP.  ’ 
2  Baarootns.  2  tearooms. 
recopHon.  ktcfwL  patio,  garage, 
tenace  orto  golf  cons. 
ResktenEs1  swfcnribg  pool. 
Adwnced  security  system. 
Co^HopilNe  naiageitafetaitac 
Ref:  016 

FreeboM  FF  1,880.(80  eadi 

LIVES  WORK 

CANNES  -  PARC  PfUMAVERA 
For  tfinsa  wfio  mad  neb-  bostaess 
and  dome  to  be  In  Die  South  al 


City  Lets  International 


^  Premier  GolT  &  Leisure  Resort 

with  stunning  views  over  the  spectacular 
par  72  course  to  the  sea.  Tennis  Courts.  Chaerpinnship  Bowls 
Heated  Pool  Complex.  Fitness  Centre,  Restaurants  a  Bar. 
•  4  Ownership  option  from  £31,iiK) 

•  Golf  Village  Houses  from  £106.500 
•  Luxury  villas  can  be  built  to  your  design  fi  ?m  £1 85,000 

AH  owimajay  preferred  lee  off  timo  6  30%  off  ntem  fees 
For  detail  Ml  colour  bmJuai  pkm  call  Andrew  Boirid{o  an 


LONDON 


HONGKONG 


SINGAPORE 


Il3R'if:i£'r4--'--|l.^lirr;'i:iLK'.-1 


01223  316820 


WESTERN 


We  currently  require 
quality  property  throughout  central 
London  for  many 
corporate  and  professional  tenants 


TEL:  0171  488  1458  •  FAX:  0171  481  8402 


COUNTRY 

PROPERTY 


The  Guild  of  Professional  Estate  Agents 


B  -EL  1» 


CAMBERWELL  NEW  RD,  SE5  £360,000  F/H 
A  Grade  II  Listed  double  (Turned  Georgian  bote. 
Stylishly  decorated  throughout,  the  property  cdfera 
3  bedroom?,  garaging  tor  2  cars  and  benefits  from  a 
165'  touch  weir  being  garden. 

Daniel  Smith  Resjccntial,  191  Kenninotom  lane. 
LONIHN  SELL  5QS.  TEL:  0171  735  9510 


""•f' •*>'""*'*'?•**•-■***  ■  :*:•***  '  v,..:;.,  ,v 

'****'  ■  ■ 


STOKE  BISHOP.  BRISTOL  £185,000 
Detached  bungalow  in  quiet  elevated  position  with 
pleasant  outlook.  Adaptable  accommodation  with  up  in 
4  bedrooms,  secluded  burned  rear  garden,  balcony, 
workshop,  cellar,  2  garages. 

Hajch  fit  Sons.  40  North  View,  Westbury  Park. 

Bristol  BS6  7QA.  Tel:  01 17  973  5859 


*"■ 

“  ;  -  - 

.  .. 


PLYMOUTH  WATERFRONT  From  £80,000 
Lfcvelupmenr  at'  6  luxury  af  bubib  and  2  Individual  3  bed* 
room  houses  In  ire  of  Ffymoiahi  must  (merearing  awienkle 
resiicnnal  ans».  Ayamnam  bane  wsna  view  en  gates.  fitted 
kitchens,  security  gam*,  entryphone,  alarm  systems,  parking. 

Punch  &  Roche.  36  North  Hill,  Plymouth, 
Deton  PL4  SET.  Teu  01752  223933 


\  .  ‘  i 


GOLDERS  GREEN,  NW1 1  £275,000  F/H 
A  lully  modernised  character  styled  Edwardian  4  bedroom 
semi.  OnguuJ  features  restored,  2  receptions,  luxury  fitted 
kitchen,  utility  room,  guest  wc,  2  bathrooms,  gas  central 
hejnng.  off  street  parking  for  3  cars,  80ft  garden. 

Alexander  Ross,  64  Gcirats  Green  Road. 
Golders  Green.  London  NW1L  Tel:  0181  455  5550 


SOMERSET.  YEOVIL  2.5  MILES 

A  some  and  thatched  character  piuperty  ampnang  semi 
dprarhed  ootugt,  former  workshop  and  carpenten  and 
wheelwright^  workdxv-  Cmskkrable  potential  for  residen- 
tialorcmft/mtailuse-  For  sale  by  auenoo  16  October  1997. 
TRG  Lawrence  &  Scn,  20  Princes  Street,  Yeovil. 
Somerset  BA20  1EW.  Tel:  01935  410777 


CANTERBURY,  KENT  £295,000  F/H 

Located  in  a  most  sought  after  position,  an  impressive 
detached  family  home  that  has  been  main  tamed  regnd.- 
less  of  expense  and  provides  comfortable  accommodation 
and  attractive  landscaped  gardens.  Sole  Agents. 

Napes  Flemming,  is  Oaten  hill,  Cantsbury, 
KentCTI  3HY.  Ta_-  OI227  762266 


... 

'  .  - 


EAST  BOLDRE.  HANTS  GU  IDE  £383,000 

ExcepUcnal  dtaiched  eexiage  in  ^pnxc  2  acres,  oi^KBitc  the 
open  Forest-  Beamed  string  room,  clkon,  kitchen,  dining  rm. 
study  area,  study,  3  beds,  barium,  gymnasium,  utility,  stable 
block,  horse  kxryjfcax  ^raging,  hay  store,  tack  room,  mange. 
S alter  Wax*  &  Co.  8  Brooklet  Rn,  Brlxxenhl<rst, 
Hants  S042  7RR.  Tel  01590  622602 


ESHER.  SURREY  £RO.A.  F/H 

An  inanaadatcfy  presented  Regency  style  home  in  Esher's 
premier  private  road  atfunkng  a  high  degree  of  privacy.  3 
recepoon  room,  superb  kitcherVbreak£»t  room,  4  bedrooms 
U  ensui  re),  family  bathmxn,  double  garage,  superb  gardens. 
Roy  Jamb  Fancy  Town  5c  Country  Hcmes,  29  High  St, 
Eshb,  Surrey  KT10  9RN.  Teu  01932  468363. 
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GOSFIELD.  ESSEX  £250,000 
Grade  II  Lined  period  property  on  edge  of  choice  village. 
Conservation  area.  29'  x  18'  drawing  room,  dining  room, 
ldocben,  4  bedrooms,  heating,  double  garage.  Hah' an  acre 
with  river  frontage. 

Jcscelyne  &  Scets.  18-20  Bank  Sr.  Braintree. 
Essex  CM7  1UT.  Teu  01376  322222 
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HEMINGFORD  ABBOTS,  CAMBS  £145,000 
Delightful  17th  cencuiY  detached  cottage  situated  in  a 
much  sought  after  Cambridgeshire  village-  The  property 
benefits  from  many  fine  period  features  throughout  and 
enjoys  views  over  oj*m  fields  to' the  rear. 

Peter  Lane  &  Partners,  10  The  Pavement, 

Sr  Ives.  Cambs.  Tel:  01480  460800 


GOLDERS  GREEN/HAMPSTEAD  £299,950  F/H 
A  3  storey  1 905  buik  family  home  situated  dose  to  Hangereod 
Heath  and  Golden  Hill  l4dc.  offered  In  excellent  cundftion 
with  crigmal  features.  2  rewpexxto,  mothni  fitted  Idtrf^nAknec, 
guest  *C,  Z  hariunosns.  DG.  attractive  garden,  sun  terrace. 

ALEXAHtKR  Rjoss.64  Gcuxrs  Green  RoaP. 
Gclters  Ghebj,  LondcwNWII.  TEL:  0181  455  5550 


BILLINGTONBANIC  STAFFORD  OSu  £32SfiOO 

Exceptionally  appointed  dmrhed  house  in  ahair  I  acre, 
panoramic  views  bj  Stuftrd  Castle.  Set  cm  3  levels  with 
splonfad  lounge,  dining  room,  family  room,  hneakfitjr  kitchen, 
4/6  bedrooms,  2  bathrooms,  CW  and  GH.  3^ar  garage  block. 
A  J  Philljps.  14/15  Mill  St.  Stanford  ST16  2AJ. 
Tel:  01785  254545. 
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SEATON,  DEVON  £179.000 
Set  amubt  some  of’  EXrvon’s  finest  countryside  with  viewy 
over  surrounding  farmland,  exccreJed  bungalow  with  3 
reception  rooms,  3  bedrooms,  office  and  attadwd  2  bedroom 
cottage.  Double  garage,  mainly  level  and  fawned  gardens 
Strictly  Business ,  l  Vintage  Oxi»t,  The  Svju.are, 
Seaton.  EX12  2QF.  Teu  01297  23939 


NR  OKEHAMPTON,  DEVON  £205,000 
Views  of  Cbrnncur.  A  recently  refurbished  detached 
farmhouse  and  adjoining  ham  with  conversion  potential. 
Range  uf  outbuildings.  4  acres. 

Gorton  Vick  &  Partners,  Bridge  house. 
Okehamrton.  Peton  EX20  IDL  Teu  01837  5237! 


GUN  GREEN,  KENT  £430,000  F/H 

Immaculate  detached  convened  oasr  house.  3  bedrooms,  3 
rrcrpnnm.  lutchen/breaktast  room,  dressmg  room,  2  hath' 
rooms,  cloakroom,  utility,  wealth  of  exposed  timbers, 
l  ingleiwk  fireplaces,  9  acres.  Oanbrook  School  catchment. 
Oliver  FtHm  Estate  Agentjl  The  Corner  House.  Hem  St, 
Crambroc*.  KentTNI?  3HE  Tel.-  01580  714444 
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WINDERMERE,  CUMBRIA 

A  rare  opportunity  ro  acquire  a  most  desirable  detached 
residence  in  gxxl  grounds  with  wet  dock  boothoure  and 
fake  frontage.  Excellent  views  over  the  water  lu  the  fells. 
For  rale  by  public  auction  Thursday  25rfi  September  1997. 

Matthews  Beniamin,  25  Crescent  Road. 
Wincermere,  CUMBRIA  LA23  IBJ.TO:  015394  47717. 


NR  MALVERN,  WORCS  Best  cm  £335,000 
The  Old  Rectory,  an  early  Victorian  residence  occupying 
an  outstanding  rural  posinun  with  delightful  slews.  3 
reception  rooms,  5  bedrooms,  s/c  l  bedroom  flat.  Covered 
swimming  pool,  garaging.  Gn  unds  of  approx  1.5  acres. 

Philip  Lsney  &.  Jolly,  11a  Worcester  Road. 
Great  Malvern,  Woro>  WR14  4QW.  Teu  01684  972322. 


PIRBRIGHT.  SL1RREY  GU  IDE  £425,000 

In  one  of  Surrey’s  mart  sought  alter  vdfages,  a  very  well 
prevailed  detached  home.  UPVC  repLicemcnt  DC,  ijCH. 
All  nn*ms  are  well  proportioned,  with  3  good-sized 
reception  nwms  and  5  hednvnb.  Loft  roiim,  4-car  garage. 
Waterfall  CXirrant  &  Barclay,  44  Commeroal  Way. 
Woking.  Surrey  GU21  1HW.  Teu  01483  773773 


WALTON  ON  THAMES,  SURREY  £695,000 

Slruared  on  perhaps  the  most  prestigious  housing  estate  in 
Walron  with  south  facing  aspect,  chis  traditional  style 
family  home.  6  bedrooms.  3  bathrooms,  3/4  receptions, 
large  fitted  kitchen,  superb  gardens  to  front  and  rear. 
Jackwms  Principal,  45a  High  St.  Waltctj  cti  Thame, 
Surrey  KT12  IDH.  Teu  01932  220022- 


LONG  MELFORD,  SUFFOLK  £225.000 

An  imposing  Grade  II  Listed  period  property  in  the  heart 
of  *c  Village..  Impressive  g/flr  showroom  and  drop, 
utility,  drawing  rm,  dining  nn.  Elm  kirchen/breakfast, 
3  beds,  2  baths,  rewi  garden,  courtyard,  studio.  Widens. 

G  E  Swdrter  &  Sons,  53  Gainsbc«ck>jH  St, 
SmBWY.  SuffOLK  COIQ6ET,  Teu  OI787  375555 
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Home 


The  tide  may  be  turn¬ 
ing  for  housing  de¬ 
sign,  which  is  moving 
away  from  the  tradi¬ 
tional  “Vic-wardian"  trends  of 
recent  years  towards  ultra¬ 
modern  architecture  that  is 
truly  of  its  tune. 

Contemporary  residential 
development  has  been  thin  on 
the  ground  this  decade 
because  of  a  backlash  against 
the  featureless  developments 
of  the  1960s,  1970s  and  early 
1980s,  which  prompted  a  de¬ 
mand  for  homes  with  “charac¬ 
ter1*.  Builders  glanced  back  in 
time  and  built  homes  with  a 
retrospective  flavour  —  mock- 
Tudor,  Georgian,  Victorian, 
Edwardian  or  Art  Dteo. 

However,  the  loft  idea  then 
passed  from  Manhattan  to 
London,  and  the  large,  open 
living  spaces  that  lofts  provid¬ 
ed  have  lent  themselves  to  up- 
to-the-minute  design.  More 
and  more  warehouses  and 
office  blocks  are  being  convert¬ 
ed  into  lofts,  which  are  quickly 
snapped  up.  The  clean,  new 
looks  they  have  inspired  are 
encouraging  fresh  new 
developments. 

Mass  housebuilder  Barra tt 
which  helped  to  popularise  the 
nostalgic,  retrospective  trend, 
has  gone  high-tech  with  its 
fortieth  development  in  Dock¬ 
lands,  east  London.  Its  previ¬ 
ous  39  schemes  there,  which 
provided  3.000  dwellings, 
have  all  been  neo-classical  or 
retrospective  in  some  way.  But 
Pierhead  Lock  is  a  striking 
new  arrangement  of  60  flats 
fronting  on  to  the  Thames. 

“Pierhead  Lock  is  unasham¬ 
edly  ultra-modem,"  says 
David  Pretty,  chairman  of 
Barratrs  southern  region.  “It 
is  opposite  the  Millennium 
Dome,  a  symbol  of  futurism. 
Thar’s  why  we  derided  on 
modem  for  this  development 
and  took  the  view  that,  if  we 
were  going  to  do  it  we  would 
do  it  spectacularly.  We  have 
no  problem  with  contempo¬ 
rary  design  so  long  as  it  really 
is  good  design  and  is  appropri¬ 
ate  for  the  location." 

Pierhead  Lock,  designed  by 
the  Goddard  Manton  Partner¬ 
ship.  will  be  a  landmark 
development  shaped  like  a 
question  mark,  with  two 


the  spirit  of  the  age 
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“ ™  opa  living  spaces  that  lofts  provided  have  inspired  new  developments 


Buyers  and  builders  are  moving  away  from  ^character” 
dwellings  and  opting  for  high-tech,  says  Christine  Webb 


“Unashamedly  ultra-modem"  Pierhead  Lock,  opposite  the  Millennium  Dome  site 


curved  spurs  emerging  from 
its  shank.  Ir  will  have  a 
stepped  roofline  and  all  67 
apartments  will  have  terraces 
or  balconies  to  take  advantage 
of  the  river  views.  There  will 
also  be  covered  parking.  The 
flats  will  range  in  price  from 
£120,000  to  £400.000.  and  in 
size  from  one  to  three-bed¬ 
room,  two-bathroom  luxury 
apartments. 

The  two-acre  site  has  been 
cleared  of  20  dockers'  cottages. 
These  had  been  built  on  the 
infill  that  was  loaded  into  two 
graving  docks  by  the  Port  of 
London  Authority  between  the 
wars.  Barntt  is  funding  a  pre¬ 
building  survey  by  die  Muse¬ 
um  of  London’s  archaeological 
service  before  starting  work. 

Berkeley,  another  leading 
builder  known  for  its  tradi¬ 
tional  housing  styles,  has  de¬ 
parted  from  that  with  West 
One  House,  built  on  the  site  of 
Marathon  House,  a  1960s 
building  off  Tottenham  Court 
Road  in  central  London.  It  was 


demolished  to  make  way  for  a 
block  of  73  one.  two  and  three- 
bedroom  apartments. 

Wales  Built  Homes  is  re¬ 
searching  and  also  developing 
some  new  house  designs,  says 
Jonathan  Spencer,  the  manag¬ 
ing  director. 

According  to  Michael 
Kirterhing  at  Wink- 
worth’s  Islington  of¬ 
fice,  north  London,  a 
healthy  market  for  good  mod¬ 
em  architecture  in  London  is 
already  taking  root.  He  has 
just  sold  a  superb  modem 
house  at  Danbury  Street.  NI. 
marketed  at  £495,000. 

“There  is  a  growing  number 
of  people  who  are  looking  for 
modem  design  in  London, 
though  there’s  not  much  avail¬ 
able,"  he  says. 

“There's  definitely  been  a 
rtiangp,  a  feeling  that  it’s 
about  time  we  started  looking 
forward  in  this  country  rather 
than  back.  For  years  people 
rejected  it,  but  in  the  past  two 


years  it  has  suddenly  become 
acceptable  and  it's  moving  out 
of  the  Soho  and  Clerkenwelf 
loft  community  into  other 
areas." 

London  is  not  the  only  city 
spawning  leading-edge  de¬ 
sign.  The  Glasgow  1999  City  of 
Architecture  and  Design  ini¬ 
tiative  is  providing  a  crucible 
for  new  ideas.  Ian  Ritchie,  the 
innovative  architect  famous 
for  offices,  museums  and  exhi¬ 
bition  centres  in  London  and 
Paris,  and  for  designing  Ber¬ 
mondsey  Station  for  the 
London  Underground,  has 
now  been  selected  to  design- 
his  first  British  residential 
scheme,  a  block  of  12  flats  for 
completion  in  spring  1999  for 
Thenew  Housing  Association. 

Paul  Finch,  editor  of  The 
Architects  Journal,  says 
“Some  of  the  big  house¬ 
builders  are  taking  stock 
about  where  they  stand  in 
relation  to  contemporary  de¬ 
sign.  Clearly  there’s  an  appe¬ 
tite  for  the  contemporary. 


People  are  voting  with  their 
feet  because  one  of  the  biggest 
sectors  in  housebuilding  is 
people  who  commission  be¬ 
spoke  houses  rather  than  buy¬ 
ing  off-the-peg:  they’re  not 
happy  to  accept  the  standard 
package. 

"The  real  question  is  wheth¬ 
er  public  appetites  are  muring 
away  from  To  the  Manor 
Born  and  towards  the  Miami 
Vice  style  of  architecture.  The 
upper  end  of  the  market  is  still 
building  in  the  vernacular,  bur 
they  are  looking  at  whether 
that  is  going  to  go  on  much 
longer." 

This  question  is  being  ad¬ 
dressed  by  a  new  group,  the 
Popular  Housing  Forum, 
headed  by  Robert  Adam,  the 
Winchester  arclutecr  well 
known  for  his  classic  house 
designs.  "We're  about  to  com¬ 
mission  a  piece  of  research, 
partly  funded  by  tlie  Depart¬ 
ment  of  the  Environment,  on 
appearance  in  housing  to  es¬ 
tablish  whai  people  want  and 
which  way  die  marker  is 
going,"  he  says.  "We  want  to 
know  what  rww  trends  are 
emerging.' 

Architects  arc  aelighied  at 
the  prospect  of  the  work 
generated  by  staie-of-the  an 
buildings,  as  some  large 
housebuiiriers  no  longer  use 
their  services. 

At  the  Royal  Institute  of 
British  Architects  Huusing 
Design  Awards  in  July.  David 
Rock,  president  of  the  insti¬ 
tute.  said:  “Let's  throw  away 
our  Borsetshire  Design 
Guides,  our  dog-eared  pattern 
books.  Two  slogans,  It's  time 
for  a  change'  and  Britain 
deserves  better',  seem  appro¬ 
priate.  We  talk  about  the  need 
to  build  four  million  new' 
homes  in  our  crowded  country 
in  the  next  2L  years:  we  have  a 
new  and  durable-looking  Gov¬ 
ernment  we  really  cannot 
carry  our  old  and  shabby 
baggage  into  the  new  millen¬ 
nium. 

The  design  elmc  that's  been 
obvious  in  our  centres  and  all 
sorts  of  institutions  has  finally 
got  through  to  housing. 

1  There’s  not  the  division  there 
.  used  to  be  between  housing 
-  architects  and  non-housing 
.  architects.” 
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HAMPSHIRE -Ashley 

^  cloakroom,  utility  room,  celiac,  2  garages  Sc  gardens. 

WINCHESTER  OFFICE:  01962  863131 
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ALBANY 

MANSIONS.  SW11. 


A  well  presented 
ground  floor  flat  with 
delightful  views 
towards  Battersea 
Park  &  dose  to 
Albert  Bridge. 

2  bedrooms,  bathroom, 
reception  room, 
kitchen,  porter  & 
communal  gardens 


Shane  of  Freehold 


Price  Guide: 
£225,000 


BATTERSEA  OFFICE 
0171  228  0174 


JOHN  D  WOOD  &  CO. 


London  and  Country  Estate  Agents 


Established  1872 
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ONSLOW  SQUARE,  SW7.  Lease  to  2051  Guide  Price:  0954100 
A  mouS  *52  floor  maisonette  with  superb  south  facing  views  over  South  KHwmgtmi  s 
square.  3 bedrooms, 2 bathrooms,  2racept.cn  «—■  ta«dien' 

P  balcony/ terrace  tx  resident  caretaker. 

CHELSEA  OFFICE:  0173  3521484 


LONDON  OFFICES 


BATTERSEA: 

BELGRAVIA: 

CHELSEA: 

FULHAM: 

KENSINGTON: 

MAYFAIR: 

ST  JOHN'S  WOOD: 

WANDSWORTH: 

WIMBLEDON: 


0171-228  0174 
0171-730  9854 
0171-352 1484 
0171-7314223 
0171-727  0705 
0171-408  0055 
0171-722  5556 
0181-8713033 
0181-944  7172 


COUNTRY  OFFICES 

HEAD  OFFICE:  0171-493  4106 

CIRENCESTER:  01285  642244 

EAST  GRIN  STEAD:  01342  326326 


FAKNHAM: 

LYMINGTON: 

NEWBURY: 

OXFORD: 

WINCHESTER: 


01252737115 
01590  677233 
01635  523225 
01865  311522 
01962  863131 


HONGKONG:  00  B52  2  872  5146 


26  CURZON  STREET,  LONDON  W1Y  SLD 
0171-493  4106  FAX:  0171-629  6071 


LETTINGS  AND  MANAGEMENT 
To  let  your  house  or  flat  Central  London  0171^^Q1,  __ 
North  London  0171-722  3336  Wimbledon  &  Sumy  MW  WM6 
South  of  the  M4  01256  398004  North  of  the  M4  01865  311522 


•  .7 
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HAMPSHIRE  -  Sopley  Price  Guide:  £550,000 

A  fine  period  house  recently  restored  and  set  on  the  edge  or  a  viflage. 

5  bedroom&Tbathrooms,  4  reception  rooms,  kitchen,  udhty  room,  pLjyrocir., 
garages,  pool  outbuildings,  gardens  &  paddocks.  About  12  ha  (3  acres). 
LYMINGTON  OFFICE:  01590  677233 


West  of  Wandsworth 
Common,  a  handsome 
Victorian  house 
interior  designed  to 
exacting  standards. 

4/5  bedrooms. 

2  bathrooms,  reception 
room,  kitchen,  utility 
itxym,  cellar,  loft  tc 
girden. 


Price  Guide: 
£385,000 


WANDSWORTH 

OFFICE: 

0181  8713033 


communal 


OFPCS:  0171  727  °705. 


HAMPSHIRE  -  Amport  Guide  Prices:  £247,000  -  £255,000  ^ 
w,*CHEsra  A  DREWEATT  NEATE  0!264  36**, 


TRINITY  CLOSE/  NW3.  Freehold  £475,000 
A  newly  refurbished  contemporary  home  in  a  cobbled  mews  in  toad 

Village.  3  bedrooms,  2  bathrooms,  reception  room,  kitchen,  on  street  p*rior c. 

ST  JOHN'S  WOOD  OFFICE-  0171  722  5556 
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SHOPAROUND 


TO  ADVERTISE 
CAUL  0171 680  6860 
FAX:  0171 481 9313, 


We  Make  Sofa’s  and  Sofa  Beds 

See  your  Sofas  and  Chain  being  made  by 
CrafWocn  and  Women. 

Choose  your  Sofa  or  Chair  and  Fabric,  Leave  the  rest  to  us. 
Made  to  Measorc. 

Vsuii  choice  of  fabric  including  Brand  names,  Sanderson.  MonkwcU 
Osbourne.  Liberty  and  many  others. 

Open  7  days. 


ESSES 


30  .-OFF 


ClistonMnade.' 
arty  see. 

any  shape.  Tabtesafc 
protects  your  po&shed  fable  agVEt 
heat  and  stains.  CSr  be  reversed  for 
use  as  a  writing  surface. 

Delivery  7-10  days.  Write  or  phone 
tor  details  and  sample. 

nBLESAFE 

ZA  FERONMO  PUCE.  LONDON  NWl  8EE 


liR'IUWi'.v 


Call  the  FAC.'!  OR Y  SHOP  at  Poetstyle  Ltd. 
Unit  1,  Bayford  Street,  Man:  Street, 
Hackney.  London  ES  3SE  (Nr  Well  St.) 
Tel:  0181  533  0915  Fa*:  01  SI  985  2953 
OPEN  BANK  HOLIDAY 


West  of  England 

REPRODUCTION  FURNITURE 
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AT  FACTORY  PRICES 
IN  MAH OC  ANY,  YEW 
&  OAK. 

BOOKCASES 
Bmk-fKM  ml  Snnxht.ecnl 
from  3' -9"  tfiilc 
md  ft"  •  7'  Mjk 


CORNER  CABINETS 
7  dtOcicM  rabbets  in  nw> 
ten  ben  £225. 


TABLES  A  CHAIRS 

T  MJiyuy  arte  wot 2  Com  3*J  -  OotfJ  l>Jc  £645. 0.xr  JO  raWM  ct 
qHc  id  «ui  rf dll  no  Over  X  iWpn  of  datr  In  mAnaal  ifcsgu. 


u 
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■  Midi  u  low  vprolWarai  to  mrini  exhutg  finainc  in 
kunee.  Jim?  (bob  <*  Ijfchen. 

■  maouU.Dor  u  b,-  uxbnl  a  Cbfc  ml 
»  Bc-i  qmhy  ml  lop 

•  WUM  range  iwmf  Tjl  .  Ctanv  5*lEbranh.  BooUavCL 
Dr {iU)  CdmcR.  TV  &  IliJ^Cabnici&.oaasaoBal  pemne 

•  FREE  DELIVERY  far  onlrrv <mr  t lotto tfamiqteDi  dm SmA 
of  EngbaL  ritfwbcw  bj  quotaUon 
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imimuJ 

UIKUlUj 

■imminij 


TVAIB-n 

CABINETS 

I.'  win  cqww.  cS 
jH  wa.._ 

Pncet  Imm  lljb 


HAND-MADE  OAK 
A  can^Jof  onfc  rf  naJkloat: 

kjal  nut:  fat  A  AVi 
Ckwv  Bdfcxn*)  HMs. 

Gac-Lcg  TMa  mb  Motor 
dam  of  dl  ilcutra 
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FREE  COLOl  R  BROCHURE  -&■  PRIC  E  LIST 


War  <4  England  Reproduction  Furniture 
8  Horde!  Court,  Hourdstone  Business  PntV,  Yeovil,  Somend  BJC2  8811  ’ 

TEk  YE0VR  01935  706?31  •  HUt  TEOVIL  01935  43223S 
also  at:-  Werwadc  oi30S  774771  •  ffanrkk  Q]9fi  492378  MMdtt01«4aD» 


ring  the  period.  Perfectly. 
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William  Tillman  our  craftsmen  lovingly 
create  modem  masterpieces  that  reproduce 
the  finest  examples  of  English  18th  and  19th 
century  furniture  to  perfection. 

Call  now  and  let  us  introduce  you  to  quality 
that  cannot  be  surpassed  anywhere. 


MOBILE  AIR  CONDTTIOraRS 


WILLIAM  TILLMAN 


*tV*V*«*W  DIRECT  FROM  THE  IMPORTERS 

f  STAR  BUY  y-  .  MASSIVE  HM  BIHA 

»  SO  SABLE  FOR  ROOM  SEES  OP  TO  2Z5I  P 
ILJVa  *  *°  WTER  ADO  RDM 

.  Dereuornrc  fuhciidn 

2  £7#@  <.  -  I  HOUR  TNER 

N.  «  *  1  !EA*S  roll  WARRANTY 

—  » FREE  DELKXTiknhmkiui 

T  *  VBA  4  MASTERCARD  WELCOME 

fokBetails  tel:  07000  AC  SALES  farraoa  2273337) 


30  St  James’s  Street  London  SW1A 1HB 
Telephone:  0171 839  2500  Fax:  0171 930  8106 


14-24  Crouch  Lane,  Borough  Green,  Kent  TN15  8LT 
.  Telephone:  01732  883278  Fax:  01732  884439 
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FOR  FAST,  TASTY  AND  NUTRITIOUS  MEALS 


„  ONLY 

*2425 


•  Natural  steam  coolring 
retains  ail  the  ytemms 
and  mineral  salts  in 
foods,  and  makes  it 
passfoietooookwdhoul 
any  faL 

•A9  the  lade  is 
preserved;  you  wiB 
discover  vegetables,  fish 
and  rice  with  an 
incomparable  laste,  so 
much  so  that  you  may 
well  not  have  to  add  salt 
ideal  for  healthy  salMree 
diets. 

•  Very  ample  to  use; 
you  pour  a  Etde  water  in 
the  bottom,  put  in  the 
food,  set  the  timer  and 
ttaTs  iL  You  can  leave  d 
to  cook  unattended; 
there  is  no  pressure, 
nothing  to  bum,  and  ft 
switches  iisetf  off 
automatically  when 
cooking  is  complete. 

•  No  smells  in  the 
kitchen. 


60  minute  automatic  timet.  supplied  with  Iwo  2.1 1 
stackable  containers  plus  a  special  basket  for  rice. 


Two  dishes  at  the  same  time  ' 

without  mixing  the  flavours 


YOUR 

FREE  GIFT 


iTmaSSs 

2  /WEDLOCK 


6  PRADO,  steak  knives;  finest  stainless 
steel  bladed  micro-teeth  with  a  perfect 
cutting  edge  and  moulded  handles. 
These  knives  are  guaranteed 
dishwasher  safe .  The  storage  block  is 
made  from  natural  pine.  This  is  a 
TEMPS  L  introductory  gift,  and  will  be 
enclosed  in  your  parcel, 

FREE  OF  CHARGE. 

R.RJR  £12.05 


materaL  22tW  Detailed  operating  instructions. 

■'VsTM^  COMPLETE  WITH  OUR  ONE 
^  YEAR  GUARANTEE 

-  TRY  YOUR  STEAMER  IN  YOUR  OWN 

1  ffniPS  L  HOME  WITHOUT  ANY  RISK 

JT  ffyoouenot  lUHntUled,  we  wtB  rcfimd  your 

QUALITY  KITCHENWARE  unary  without  any  quibbles, 

DIRECT  TO  YOU  and  yoa  get  to  keep  yoor  free  gift  regardless. 

rfoT^TT^priSh^jTTiTw^r^  r. 

■  (wenbtm,  Kent  ME13  7JB. 

I  Please  send  me  the  rtemfs)  as  indicaled  below  (Please  tick  box): 

[□  1  Steamer  @  £2495  -1-  £3.05  p&p  —  S2SJ00 
l  □  SAVE  Sa.Buy2for  only  S48  POST  FREE 
l  □  I  claim  ray  FREE  GIFT{5)  -  one  set  per  Steamer, 
j  Please  tick  preferred  method  of  payment:  Egg 

j  □  Access  Efl  □  Visa^S  □  SwHcb^i  □Cheque 

1  Cart  No.  _ _ _ (Cheques  payable  to  Hemps  U 


QUALITY  KITCHENWARE 
DIRECT  TO  YOU 


L,  (Dept.  J06IIHS),  118  Wat  Street. 
Hnenlnm.  Kent  ME1S  7JB. 


□  Cheque 

(Cheques  payable  to  Ttamps  L) 


Expiry  Dale 

Signature _ 


Switch 
tissue  No. 


[Address 

- 1  ■< 
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H 

. 

Postcode 

■Msay  but?  1  Ap,  ina  ploiae  ■Bow  19  to  ;&  K  m  <to  m  wW>  nedn  often  Donut  sr  tan  compnin 
WMCOmcMVlpiMieacbMibttatolMOiderTnial^Lfe&ND  1196706. 
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The  secret  of  healthy  sleep 


interests  with  Adjustamatic 

r&wL  jf  vou  suffer  from:-  Arthritic  &  Rheumatic  pain 

'  -Stiff  neck  •Srress/Tensiofl  "Poor  circulauon 


Pure  Silk 
S  h  i  r  t  s 


11  vuu  9U1  IS*  »•  * . 

SfeT^v  ■  -stiff  neck -Smssnensiofl-Pi-w  circulauon 

h  Hiatus  hernia  -  Swollen  legs  -Water  retenuon 
or  Respiratory  problems- 
An  Adjustamatic  bed 
can  transform  the  quality 
of  your  sleeping  and 

manual  ^^FOR  YOUR  FREE 

COLOUR  BROCHURE*  SUSP  GUIDE  ! 


7  DAY-24HR  FREEPHONE 

0800  805000 


NOT  ANTIQUE 


_ ..  -a  v  <*.'  . .  •  - 


Bin-,  CAN  AN  EXPERT  TELL  THE  DIFFERENCE! 
Solid  Mahogany  Dining  Table/ Chair  Set  £l  499 
FREE  UK  DELIVERY  +  INTEREST  FREE  CREDIT. 

BRITISH  ANTIQUE  REPLICAS 

732  SCHOOL- CLOSE,  QUEEN  ELIZABETH  iWE.  BUKtSSS  HILL  Krras 
atm  A  ararcrv  WEST  SUSSEX  RHIJ  9IK  .Mwi&a  9  jw  -  i  JOpn 


’iqLE^JIUtT»ri 

BIRTHDAY 

newspapers 


ibmm  tar  a  »dMf  sftati 
inaiiKMwflBim 
tqAtsHcKtag.mbite 
dDantnadpodtasand  a 
brapMintfebadLi^ 

I[0«p2n]  BtaKCDtarstaecSdSl 
■ - lmw)iun'Wi rn 

J  24  HOUR  ORDER  & 

|  BROCHURE  HOTLINE 
10171-274-3387 

3HISU  Dapl  TTS16.  FRBffOffi;  . 
PO  Boi  3*32.  loodsn  SE5  98R 


Cl.^l  688  6323 
for  cal;  FREE  0500  520  500' 
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The  Loden 
Collection 


fabulous  new  patented  system 

For  fast  and  astonishmefy  easy  to  assemble  fitted  wardrobes 
A  WARDROBE  ERECTED  INMINUTES  FROM FLATPACK 


For  the  man  with  few  DIY  skjlU-  An  ingenious  system  of  dlilLna  panels 
enables  vou  10  fit  up  10  ceiling  heights  of  12  feel  or  more.  Fiul  range  of 
dressing  tables  etc. 

SUPERB  QUALITY  -  AGGRESSIVELY  LOW  PRICES 
Design  racialists  for  offices  dwu  convert  into  *  bedroom  in  minutes. 
UK  agents  for  luxurious  solid  wood  fined  furniture  and  wall-beds 

NEW  PRODUCT  LA  UNCI  I  DISCOUNTS  AVAILABLE  NOW 
Details,  brochures,  advice,  Tel:  0181  330  2230 
Richmond  Luxury  Fitted  Wardrobes  Ltd. 


mmmmm 


Traditional  style  and 
natural  warmth 


Pr>. 


THE  DOUBTIC  MMIWIAUA  Co.  Deo:  I 
Und  15. Marne  tom  Centra.  Dock  Ha. 
trtnam.  Lcrcs  FYASALEnolmd 
Tw-  01253  73633d  24ttt.  Fac  D 1253  795101 


ry 


BEDLINEN 

Valance  Speda&stx.  Any  dra 


Htted  Sheets  any  size.  Any  Depth,  j 
■S-radal  Stans'  UNBCrfdtgnu.j 
fed  Stamp  today  for  CatalogM.  I 


Cfenalc  Loden  Coats  and 
Shooting  Jackets  from  £195 
also  Breeches.  Jackets.  Skirts.  X»m 
™t  Bags  in  Hunting  Green 
and  Navy  Bine 
Telephone  017683  53118 
Fax:  017683  53811 
or  write  for  tout  fire  colour  brochure 


SKmUiDagl^V  U20WW.4 
1  CwtamM^biM  C0153Aj  I 


BORN  for 
CE  LODEN  < 


iTEL:  01255  4325181; 


The  fthue  Huuw.  .^ppkbr  m  Wfesmiorijnd. 
_ Cinpbrta  CA16  6XF  _ TT 


COMPUTER  DESKS 


&  Unuao)  Anbqne  njte  cabums  ro  Ink  computers  Tor  the  botne  &  office  environment  at 
solid  VUhogmy,  Vahsn,  Yew,  Binbejc  Mapk  and  sO  other  exotic  woods.  Made  by 
naweigaftanen  in  3  tanga  10  suit  all  lifestyles  A  inennx  groups. 
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BRITISH  ANTIQUE  REPLICAS 

732  SCHOOL  CLOSE,  QUEBJ  HUZABETH  AVE,  BURGESS  H81. 
iBfnrEEs  o-trnCRji  BnonoN)  WEST  SUSSEX  RHI5  4RX  Mc*Sn9sm~  S36pm 

. BRocHimE:  Tel :  01444  245577. 


SEND  NO  MONEY  NOW! 


est  The  Amazing  8541b  ORECI 
On  FREE  15  Day  Home  Trial 


Oreck,  the  vacuum  chosen  by  50,000  hotels 
and  I  miTKnn  homes  in  the  USA  since  1963. 
So  many  commercial  organisations  insist  on  the 
lightweight  Oreck  XL  to  clean  tip  in  hotels, 
restaurants,  conference  halls  and  even  sports 

f^°uas.  Why?  Because  it's  powerful, 
itweight  and  incredibly  durable. 

y  is  the  Oreck  so  efficient? 
a  use  pile-Hiting  roller  brushes  with 
)00  bristles  spin  at  6,500  rpm  and 
ver  up  to  70  million  strokes  a  minute, 
s  means  when  the  Oreck  sets  to  work 
four  carpet,  it  tackles  the  most 
ibornly  ingrained  dirt  and  even  adjusts 
imaticaUy  to  bare  floors. 

at  for  allergy  sufferers 
■  Oreck's  filtration  system  traps  99.4% 

3  year  guarantee 


of  all  microscopic  irritants  as  small  as  0.1  micron, 
that  can  cause  allergic  reactions  and  the  misery  of 
sneezing  and  streaming  eyes. 

Ingenious  “top-Efl”  action 
Conventional  cleaners  draw  dirt  through  the 
bottom  of  the  bag  constantly  churning  up  old  dirt. 
But  the  Check  uses  its  hollow  handle  to  pump 
dirt  into  the  top  of  the  bag,  gently  laying  it  down 
upon  the  previous  layer,  Yesterdays  dirt  cannot 
seep  out. 

House  cleaning  will  be  easier  - 
or  your  money  back! 

Being  incredibly  lightweight  it  is  easier  to  lift, 
push,  and  to  pull.  In  foot,  the  air-glide  system 
practically  pushes  it  for  you.  The  handle  is 
orthopaedically  designed  and  can  help  those  with 
painful  joint  disorders  of  the  hand  or  wrist. 


One  of 
the 

tightest, 

most 

efficient 

fuflsize 


vacuums 

available 


Comprehensive  UK 
after-sales  service 


FREE  15  day  trial 
in  your  own  home 


Interest  Free  easy  FREE  worth  £79  -  the  amazing  hand-held  super 
payment  terms  ^  with  twin  turbo  motor  It  weighs 

_  only  4ms,  yet  has  immense  power  It’s  designed  as 

^  a  companion  to  the  upright  vac  for  all  those 

Find  out  more  —  awkward  places  such  as  upholstery,  curtains,  stairs,  ;j*. 

call  for  details  SStaSSf' toeriors- 11  “mes  cmnplete  ”th  ' 


»agm  **  o«ka*po*to 

in  YEST  noprirYi FREE] 

,1 - 1  1  JsiJ.  ORECK  XL  InfbrnHbooPbck  with  details  oflntoiestFTlEE  Easy  ftyroent'femi  ! 


| - Rstcode  * 

{Tdephope:  Day _  Eve:  I 

j  Please  return  this  coupon  to  Oreck  Corporarioa.  FREEPOST  (EX  1ST!  Fvw«-  FvTTa? - 

i  Well  jay  the  postage  -  you  da  not  need  a  stamp.  ’  [ 

t  Send  no  money  nans  No  obligatioo.  No  salesperson  will  visit,  [ 

i  a-  me,  ofa  C«S.  Asencj 

jjjw  dfentonapnawe  reakaneai  pimx  tk*  il*  ba,  q  ! 


NO  MONEY  NOW  -  Phone  FREE  for 
Your  15  Day  No  Risk:  Trial  on 


Ask  for 

extension  1  1  53 
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country  life  •  13 


ON  THE  SPOT  ESSEX 


Rural  recommendations 


Tie  place:  below  the  sails  of  John  Webb's 
windmill,  Th  axled,  Essex. 

>,j  Die  view:  to  the  north  is  die  magnificent 
•  ^  spire  of  St  John  the  Baptist  church;  to  the 
right,  neat  houses  fold  gently  into  the 
rolling,  arable  farmland. 

The  appeal:  a  working  windmill,  with  an 
array  of  farming  memorabilia  in  a  well- 
preserved  medieval  town. 

Aficionados  a  few  foreign  tourists, 
walkers  and  visitors  from  other  parts  of 
the  county. 

Historical  interest:  the  windmill  was 
built  in  1804  and  supplied  flour  to  the 
conununity  for  more  than  100  years 
during  a  time  of  agricultural  expansion. 
Exhibits  indude  a  fire  engine  from  1S35 
and  a  100-year-old  pair  of  children's  dogs. 
Thaxted  dates  back  to  1066  and  was  built 
i'"  around  a  Saxon  settlement 

Time  to  visit  the  windmill  is  open 
between  2-5pm  at  weekends  until  the  end 
of  the  month,  but  the  view  and  village  are 
worth  seeing  at  any  time. 

How  (o  get  there;  BI84  from  Great 
Dunmow.  Take  the  path  beside  church 
opposite  tile  Swan  Hotel  and  the  windmill 
is  just  beyond  a  row  of  almshouses. 

OS  reference:  609/309  on  sheet  167. 

Also  nearby:  the  house  where  Gustav 
Holst  lived.  The  timbered  Guildhall  is  a 
rare,  fine  example  of  medieval  architec¬ 
ture  and  is  used  as  much  today  as  it  was 
almost  six  centuries  ago.  The  Cake  Table 
Tearoom  for  home-baked  cakes.  Audley 
End  House,  a.  significant  Jacobean  man¬ 
sion.  is  five  miles  to  the  northwest 

Deborah  King 


This  month,  readers  enlighten  us  on  turning  water  into  wine,  and  have  their  say  on  country  footpaths 

Honey,  that  drink’s  a  stinger 


Your  letters  in  the  past  few  weeks 
have  fallen  neatly  into  two  piles, 
one  of  which  deserves  urgent 
attention,  because  it  relates  to 
bees  and  we  are  abour  to  enter  the  honey 
harvesting  season.  The  other  pile  con¬ 
tains  stinging  critidsm  of  my  suggestion 
for  wiping  all  footpaths  off  the  map  and 
starting  again.  There  have  been  many 
waspish  replies  to  that  one. 

Bees  first  --  or  “possibly"  bees.  Last 
month  1  mentioned  Philip  Henry,  of 
Hove.  Sussex,  whose  father  performed 
the  apparent  miracle  of  turning  water 
into  wine  (or  at  least  some  kind  of 
alcoholic  drink)  by  employing  a  secret 
ingredient  which  he  oiled  “mytftu- 
glum".  Seventy  years  on,  Mr  Henry  still 
remembers  the  mystical,  evil  blob  which 
rose  and  felJ  in  the  jug  as  if  if  were  alive, 
but  has  no  due  as  to  what  it  might  have 
been.  We  may  be  able  to  help. 

David  Cooper,  of  Birchington,  Kent 
writes:  This  sounds  to  me  like  “ metheg- 
fin",  which  apparently  comes  from  the 
Welsh  meddyglyn,  a  sort  of  maid  with 
O-levels.  The  "blob"  was  presumably  the 
clumpforming  yeast  which,  according 
to  C  JJ.  Beny,  the  doyen  of  home  wine¬ 
making,  is  called  Saccharomyces  Pyri- 
formis.  now  all  but  impossible  to  find. 

Do  not  fret,  thirsty  reader.  Mrs  May  of 
Rhos  on  Sea,  Clwyd,  firmly  believes  that 
what  we  are  talking  about  here  is  bees 
wine,  a  Welsh  spiced  mead.  She  writes: 
It  started  off  as  a  small  blob  of  soft 
creamy  substance  placed  in  a  large  glass 
jar.  This  was  then  filled  with  water  (and 
presumably  honey)  and  placed  on  a 
sunny  windowsill  In  a  short  time  it 
began  to  ferment. 

John  Clare  of  Worcester  Park.  Surrey, 
went  no  further  than  a  Boots’  recipe  book 
for  Spiced  Welsh  Mead  and.  although 
the  method  is  too  long  to  publish  here.  1 
can  tell  you  that  wine  yeast,  honey  and 
mixed  herbs,  such  as  balm,  rosemary. 
sage  and  thyme,  should  do  the  trick.  1 
have  no  doubt  you  will  let  me  know  the 
results,  if  your  hand  remains  steady 
enough  to  write  the  address. 

HANDS  QUIVERING  with  rage  were 
evident  from  your  replies  to  my  sugges¬ 
tion  that  in  die  interests  of  allowing 
more  people  easier  and  more  pleasant 
access  to  the  countryside,  we  should 
abandon  our  old  network  of  footpaths 
and.  by  the  general  agreement  of  all 
interested  parties,  draw  up  another  one. 

Clive  Williams,  of  Ropsley  near 
Grantham,  Lincolnshire,  writes:  How 
refreshing  to  have  a  sensible  view 
towards  footpaths.  As  a  farm  manager J 
was  involved  in  with  the  Ramblers  when 
reorganising  footpaths.  Initially  we 


johnheseltwe 


Source  of  the  nectar  bees  played  their  part  in  a  minor  miracle  by  producing  the  honey  for  Spiced  Welsh  Mead 


tried  a  radical  approach,  similar  to 
your  suggestions,  obviously  benefiting 
the  farming  operation  but  also,  we 
believed,  making  more  attractive  walks 
for  the  public.  Alas,  we  were  met  with  an 
intransigent  attitude  from  the  Ramblers 
who  were  only  interested  in  the  retention 
of  all  existing  paths  but.  of  course, 
welcomed  any  additions.  Fortunately  we 
came  to  a  suitable  compromise  and 
created  several  circular  walks. 

But  lan  Bennett  of  Otham.  Kent, 
writes:  1  cannot  believe  that  a  ration¬ 
alisation  will  turn  out  to  be  anything 
but  a  sacrifice  by  the  people  of  their 
right  to  walk  many  paths  —  some  of 
which  may  not  be  used  much  today  but 
could  be  in  the  future.  Most  probably, 
straight  walks  which  now  enjoy  fine 
views  across  fields  will  become  instead 
dreary  dog-leg  diversions  skulking 
around  field  edges  on  half-ploughed 
and  overgrown  headlands.  Never  forget 
that  the  final  court  in  the  land  is  the  big 
landowner's  club,  the  House  of  Lords. 

Jerry  Pearlman,  honorary  solicitor  to 
the  Rambler's  Association,  sees  through 


DOWN  TO  EARTH 


PAUL  HEINEY 


me  when  he  tells  me  I  am  being 
“provocative".  Of  course  I  am.  He  writes: 
Almost  all  paths  lead  somewhere, 
usually  linking  up  with  another  path  or 
road.  The  fact  that  they  are  impossible 
to  find  is  nor  a  reason  for  altering  the 
path  —  it  is  reason  for  the  local 
authority  to  clear  the  path.  Experience 
has  show  that  cleared  paths  are  more 
frequently  walked.  It  is  the  hoary  old 
annual  which  is  most  provocative:  the 


idea  that  the  footpath  network  has  lost 
the  purpose  for  which  it  was  originally 
intended  and  thus  it  should  be  altered. 
How  boring.  How  pedantic.  The  whole 
beauty  of  the  footpath  network  is  that  it 
takes  one  into  places  where  otherwise 
you  would  nor  he  able  to  reach  by  routes 
‘which  are  sometimes  eccentric  but 
almost  always  a  pleasure. 

Mr  Pearlman,  let  me  take  you  by  the 
hand  and  we  shall  ramble  together  into 
the  sunset,  for  we  are  of  the  same  mind. 

But  I  take  a  slightly  broader  view 
which  encompasses  die  increasing  num¬ 
bers  requiring  undemanding  access  to 
ttte  countryside.  Why  should  they  be 
excluded  at  the  expense  of  those  who 
consider  walking  to  be  a  near-religious 
experience,  the  more  esoteric  the  better? 

Would  there  not  be  more  walkers,  of 
all  classes,  doing  less  damage,  and 
getting  more  pleasure  if  some  of  the  less 
attractive  walks  were  swapped  for  more 
interesting  and  accessible  ones? 

Don't  worry  Mr  Pearlman,  it  would 
still  leave  enough  dreary  walks  to  last 
you  a  lifetime. 


ail  'mnnfrytide  matters.  Please  address  them  tp:  PAUL  HEINEY,  Weekend,  The  Times,  J  Pennington  Street,  Ixmdon  El  9XN 


Sabines 
swoop  on 
Ireland 


FEATHER  REPORT 


ON  FRIDAY  last  week  a  flock  of  347 
Sabine’s  gulls  was  seen  off  the  coast  of  Co 
Kerry  in  the  Republic  of  Ireland.  It  must 
have  been  an  astonishing  sight  for  the 
observers  who  counted  them  as  they 
passed  by.  The  Sabine’s  gull  is  a  rare  bird 
in  die  British  Isles.  It  nests  in  the  marshes 
of  the  tundra  around  the  North  Pole,  and 
in  the  autumn  the  greater  part  of  rhe 
population  haunts  the  sea  off  both  the  east 
and  die  west  coast  of  America. 

Some  birds  drift  across  the  Atlantic 
towards  the  Bay  of  Biscay,  but  in  most 
years  only  a  few  are  recorded  in  British  or 
Irish  waters.  The  best  place  to  see  one  in 
Britain  is  said  in  be  Sr  Ives  in  CurwalJ. 

They  are  delightful  and  distinctive 
birds,  and  I  have  a  particular  feeling  for 
them,  since  one  of  the  first  rare  birds  1 
saw  as  a  boy  was  a  Sabine's  gull  over 
Staines  Reservoir  in  Middlesex.  They  are 
small  gulls,  with  a  forked  tail  like  a  tern, 
and  an  unmistakable  wing-pattern,  with 
a  dark  forewing  and  a  large  white  tri¬ 
angle  behind  it.  Botii  rhe  young  birds  and 
the  adults  sport  rhis  characteristic  plum¬ 
age.  In  summer  the  adults  have  a  dark 
hood,  but  that  is  hardly  ever  seen  here. 

1  can  still  remember  The  light,  dipping 
High!  of  the  bird  I  saw  at  Staines,  and  the 
way  it  dropped  down  to  pick  up  food  from 
the  water  without  settling.  In  fact,  it 
behaved  just  like  the  black  terns  which 
are  also  passing  through  Britain  now  as 
members  of  the  great  autumn  migration. 

Derwent  May 

•  What's  about  Birders  —  look  out  for 
migrant  pied  flycatchers,  redstarts  and 
whinchars  almost  anywhere. 

Ttvitchers  —  a  white-winged  block  rent  an 
Hanningpeld.  Essex:  a  lesser yellowlegs  at 
Hayle.  Cornwall-,  a  Wilson"sphalarope  at 
Kifnsea.  East  Yorkshire. 

Details  from  Birdline.  G891 700222.  Calls  cost 
40p  a  minute  cheap  rate.  FOp  a  minute  at  all 
other  rimes.  • 

PETER  BROWN 


Rare:  Sabine's  gull 
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If  the  growing  army  of 
dderflower  pickers  did  a 
good  job  earlier  this  sum¬ 
mer,  much  of  our  coun¬ 
tryside  will  be  deprived  of  the 
rich,  glossy,  blue-black  berries 
that  bring  us  the  first  tinges  erf 
autumn  colour.  But,  ironical¬ 
ly.  the  picking  of  increasingly 
vast  amounts  of  the  foamy 
white  flowers  —  to  supply  a 
burgeoning  eiderflower 
drinks  industry  —  could  be  a 
potent  means  of  conserving 
one  of  our  most  characteristic, 
but  least  loved,  shrubs. 

What  Richard  Mabey,  in  his 
Flora  Britannica.  described 
as  “a  mangy,  short-lived,  op¬ 
portunist  and  foul-smelling 
shrub”  is  now  the  basis  of  a 
thriving  E12  million  drinks 
industry  which  started  only  in 
198b  and  which  is  totally 
dependent  on  wayside  elder 
for  its  success. 

According  to  information 
compiled  by  Dr  Hew  Prender¬ 
gast.  of  rhe  Centre  for  Eco¬ 
nomic  Botany  at  Kew,  and 
Fiona  Dennis,  a  horticultural 
consultant,  15  million  litres  of 
cordial  (converted  to  ready-to- 
drink  equivalent)  and  spark¬ 
ling  eiderflower  drink  was 
produced  in  the  UK  in  1995, 
the  most  recent  year  for  which 
they  could,  compile  figures. 
That  is  an  increase  of  500  per 
cent  in  four  years. 

What  is  more,  Prendergast 
and  Dennis  see  no  signs  of  this 
increase  abating.  The  product 
is,  they  believe,  “successful 
because  of  its  very  simplicity: 
hs  branding;  the  fact  that  it’s  a 
single  flavour,  its  fight  t^te 
and  its  straightforward  herbal 
usage  to  fend  off  colds". 

Bottle  Green  Drinks,  based 
in  Stroud.  Gloucestershire, 
has  produced  about  half  a 
million  bottles  of  cordial  and  a 
million  large  bottles  of  other 
eiderflower  drinks  this  year. 
-The  market  has  grown  re¬ 
markably,  beyond  our  wildest 

SScrations.wsaysKitMoms, 

^partner  in  the  company,  one 
of  the  largest  in  the  UK. 

“Our  biggest  stockists  are 

supermarkets  but  weYeaim- 

ine  now  at  pubs  and  hotels, 
mo,"  he  adds,  reflecting  pe£ 
haps  an  overall  decline  inthe 
consumption  of  alcoholic 
drinks.  “We  need  around  25 
tonnes  of  flowers  a  year  at  the 


Elder,  that  smelly 
shrub  which  no 
one  likes,  is  the 
basis  of  a  thriving 
£12  million 
drinks  industry 

moment.  We  buy  them  in  from 
freelance  pickers,  unemployed 
people,  farmers,  retired  people 
—  a  huge  range.  We  pay  £1  for 
lib  of  flowers.  They  collect 
locally  and  further  afield. 
Some  even  travel  a  hundred 
miles  or  so." 

Companies  such  as  Bottle 
Green  Drinks  have  a  "pickers’ 
code  of  conduct",  including 
getting  any  landowner’s  per¬ 
mission,  nor  breaking 
branches,  picking  only  those 
flowers  in  full  bloom  and 
delivering  them  to  the  factory 
cool,  fresh  and  uncrammed  on 
the  day  of  collection.  Serious 
pickers  can  earn  £60  to  E70  a 
day. 

What  impact  does  all  this 
deflowering  have  on  our 
hedgerow  dders?  “If  one  com¬ 
pany  is  using  25  tonnes  of 
flowers  and  each  head  weighs, 
say,  ten  grammes,  then  they 
need  around  2-5  million  flower 
heads,”  comments  Miles  King 


of  Plant  life.  Then  he  adds, 
with  even  more  arithmetic 
dexterity:  “Suppose  an  aver¬ 
age  of  50  flower  heads  per 
shrub,  then  they  must  pick 
over  about  50,000  elder  trees." 
Multiply  this  by  the  number  of 
companies  making  eider¬ 
flower  drinks  (at  least  eight) 
and  an  awful  lot  of  elder  trees 
lose  their  flowers  each  year. 


H 


owever,  Mr  King 
is  not  worried. 
“It's  marvellous  to 
see  it  being  ex¬ 
ploited  for  a  commercial  pur- 
pose."he  says.  “I  think  it  could 
do  a  great  deal  for  conserving 
a  shrub  that  no  one  likes."  And 
this  includes  Mr  Mabey,  it 
seems. 

“Foresters  dislike  elder 
because  its  wood  isn't  of  much 
use  and  farmers  often  want  to 
get  rid  of  it  from  hedges 
because  it  doesn't  make  a 
stockproof  barrier,"  says  Mr 
King.  The  grubbing  up  of 
hedgerows  has  also  put  paid  to 
a  lot  of  elder. 

Much  of  the  dislike  seems  to 
stem  from  its  past  association 
with  witchcraft  and  death. 
According  to  Flora  Britan¬ 
nica,  if  you  bum  elder  wood 
you  see  the  Devil  himself.  In 
the  distant  past  no  one  was 
supposed  even  to  cut  it  without 
permission  from  the  local 
witch.  And.  to  add  a  twist  of 
the  macabre,  it  is  said  that 


Blooming  marvellous:  Eiderflower  pickers  at  work.  One  drinks  company  needs  as  much  as  25  tonnes  of  the  flowers  a  year  and  pays  £1  per  lib 


hearse  drivers  (before  the  in¬ 
vention  of  the  long,  black  car) 
preferred  it  for  the  handles  of 
their  horsewhips. 

With  all  this  —  both  real  and 

imagined  —  animosity  to¬ 
wards  the  elder  shrub  fit  can 
actually  grow  to  a  25ft  tree), 
Mr  King  sees  the  eiderflower 
drinks  industry  offering  an 


olive  branch  to  our  smelliest 
shrub.  Picking  the  flowers, 
even  if  a  few  branches  get 
broken,  does  not  do  any  harm 
and  will  encourage  farmers 
and  landowners  to  retain  rath¬ 
er  than  remove  them  if  they 
get  a  share  of  the  pickings. 

Neither  is  Chris  Mead  of  the 
British  Trust  for  Ornithology 


alarmed  by  the  removal  of 
vast  numbers  of  elder  flowers 
and  the  consequent  lack  of 
autumn  berries.  “Birds  such 
as  thrushes  and  young  star¬ 
lings  eat  large  amounts  of 
them;  so  do  some  warblers  like 
blackcaps  and  whitethroats  to 
help  them  fatten  up  for  their 
autumn  migration."  he  says. 


“Bui  there  are  plenty  of 
other  autumn  fruits  around 
and.  in  any  case,  few  elder 
berries  remain  by  the  end  of 
the  autumn  or  early  winter.  So 
they  aren’t  available  to  get 
birds  through  the  leanest 
times  of  the  year." 

Can  the  drinks  companies 
continue  to  rely  on  hedgerow 


and  farmland  trees  scattered 
about  the  countryside?  Surely 
it  would  be  in  their  interest  to 
grow  their  own  plantations  to 
secure  their  supplies,  thus 
removing  any  incentive  to 
conserve  the  wayside  elder  as 
we  know  it. 

Guy  Woodall,  chairman  of 
Thomcroft,  another  large  pro¬ 
ducer,  thinks  not.  "1  don't  see  ft 
becoming  a  big  farm  crop:  we 
grow  a  little  commercially  but 
we  Ye  perfectly  content  to  con¬ 
tinue  to  employ  pickers  in  the 
countryside."  he  says.  “We  pay 
around  300  pickers,  but  it’s  a 
short  season  —  only  about 
three  weeks." 

Dr  Prendergast,  though, 
sees  possibilities  for  farmers  to 
turn  some  fields  aver  to  elder, 
a  crop  which  might  perhaps 
even  attract  European  Union 
subsidies  in  the  future.  After 
all,  olive  growers  across  south¬ 
ern  Europe  rely  on  such 
supports.  Getting  the  drink  in 
Brussels  bars  could  help. 

Either  way,  the  future  of  our 
smelliest  shrub  seems  much 
more  secure.  For  the  first  time 
if  really  could  become  an  elder 
statesman  of  the  countryside. 


F^*jSnco^ons  (from  left):  elderffower  and  lemon  sorbet,  three  different  sparkling  eiderflower  wines,  and  two  vinegars  made  from  elderflowers  and  blackberries  MALCOLM  SMITH 


A  VET  WRITES 


[q]  Last  week  my  three- 
IV]  month-month  old  Aire¬ 
dale  pappy  died  from  an 
epileptic  fit  just  before  a 

thunderstorm.  Until  then  he 
had  been  a  healthy,  happy 
puppy.  My  vet  told  me  Aire¬ 
dales  are  prone  to  epileptic 
fits,  but  the  breeder  discounts 
this.  My  pap  was  born  nearly 
48  hours  after  his  Utter  mates. 
Could  this  have  caused  some 
weakness?  I'm  looking  for 
another  Airedale  and  want  to 
avoid  further  problems. 

Fits  occur  from  many 

_  causes,  primary  epilepsy 

being  one,  and  a  tendency  to 
this  can  be  inherited.  As  far  as 
J  am  aware,  Airedales  are  not 
so  afflicted  and  primary  epi¬ 
lepsy  is  rarely  fatal.  It’s  rare  in 
dogs  below  a  year  old,  so  while 
a  fit  was  associated  with  your 
puppy’s  death.  I’m  not  con¬ 
vinced  it  was  epilepsy.  He 
could  have  been  bom  with  a 
brain  disorder  or  a  weakness 
of  the  blood  vessels,  which 
resulted  in  a  cerebral  haem¬ 
orrhage  —  just  possibly  con¬ 
nected  with  a  delayed  birth. 
Infection  of  the  brain  cannot 
be  ruled  out  A  fata]  fit  could 
be  the  first  sign  of  any  of  these 
conditions.  A  post-mortem 
might  have  provided  an  expla¬ 
nation.  But  your  pup’s  end 
was  rare  and  is  most  unlikely 
to  happen  again. 

[7S1  Our  cat  is  hooked  on 
I.W.I  dry  cat  biscuits.  She 
refuses  gourmet  canoed  food 
until  we  sprinkle  dry  food  on 
top.  A  friend  has  told  me  I’m 
endangering  her  life  because 
dry  cat  food  causes  liver 
damage.  If  this  is  true,  why  Is 
it  sold? 

Hit's  not  true.  Like  so 
many  “old  wives'  tales, 
this  one  is  based  on  a  morsel  of 
fact.  Twenty-five  years  ago  the 
first  dry  cat  biscuits  did  cause 
bladder  —  not  liver  —  prob¬ 
lems.  Meat  fish  and  canned 
cat  food  contain  more  than  70 
per  cent  fluid,  nearly  as  much 
as  a  car  needs.  No  one  realised 
that  a  cat  eating  dry  food  (10 
per  cent  fluid )  might  not  drink 
enough  to  top  up  his  liquid 
needs.  These  first  dry  foods 
contained  a  lot  of  magnesium 
and  the  combination  of  insuffi¬ 
cient  liquid  and  excess  magne¬ 
sium  salts  caused  crystals  to 
form  in  the  bladder.  She-cats 
developed  acute  cystitis,  some 
males  were  unable  to  pass 
urine.  For  many  years  the 
magnesium  level  of  cat  bis¬ 
cuits  has  been  controlled  and  a 
notice  on  every  packet 
emphasises  the  importance  of 
clean  drinking  water  at  all 
times.  A  cat  with  a  history  of 
cystitis  should  avoid  dry  food. 
Otherwise  it's  a  perfectly  satis¬ 
factory  part  of  the  diet 

James  Allcock 
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We  have  heard 
about  Spaniards 
loading  donkeys' 
backs  with  stones 
until  their  backs  break,  mak¬ 
ing  the  poor  beasts  carry  the 
village's  heaviest  man.  or 
dropping  the  unfortunate  ani¬ 
mals  from  50ft  towers.  And 
now  we  are  told  that  the 
British  habit  of  treating  child¬ 
ren  to  donkey  rides  on  the 
sands  is  cruel. 

The  RSPCA  wants  donkeys 
banned  from  those  few  beach¬ 
es  that  still  provide  them  with 
employment,  such  as  Black¬ 
pool,  where  up  to  160  animals 
are  licensed  to  work  the  sands 
at  any  one  time. 

The  society's  chief  inspecror. 
Brian  Jeffries,  whose  beat 
includes  Blackpool,  said  re¬ 
cently:  “It  is  wrong  to  expect 
any  animal  to  stand  on  the 
beach  and  be  exploited.  It  is 
very  much  out  of  date  and  1 
would  like  to  see  an  end  to  the 
practice.  It  is  a  relic  of  Victori¬ 
an  times  and  not  at  all  what 
we  want  to  see  today." 

This  makes  an  abrupt 
change  from  urgent  demands 
that  we  return  to  Victorian 
values.  For  donkeys,  it  seems, 
the  good  old  days  are  past. 


Riding  into  controversy 


Time  was  when  every  resort 
had  its  suing  of  Jennys. 
Maisies.  Doliys  and  Ee-yores 
patiently  waiting  to  provide  a 
brief  and  placid  journey  of 
delight  Now.  we  are  to 
believe,  that  pleasant  amble  is 
really  a  ride  from  hell. 

“It  must  have  been  unimag¬ 
inable  for  these  animals  to  be 
working  in  the  kind  of  heat  we 
have  had  recently,  and  on  the 
hot  sand.”  says  Chief  Inspec¬ 
tor  Jeffries.  “The  sand  is  very 
dry  and  blowing  about  in  the 
wind.  These  animals  are 
breathing  particles  of  it  in  all 
day  long." 

It  makes  one  wonder  how 
the  donkey  that  carried  Jesus 
Christ  into  Jerusalem  on  a 
doubtless  baking  Palm  Sun¬ 
day  must  have  suffered.  Pretty 
hot  and  sandy  place,  the  Holy 
Land.  Not  really  fit  for  don¬ 
keys.  Jesus  was  lucky  that 
there  was  not  an  RSPCA 
officer  on  hand  to  insist  that  he 
ride  a  camel.  Inevitably,  there 


Linda:  Beast  of  burden? 

have  been  suggestions  that 
there  should  be  camels  in 
place  of  donkeys  at  Blackpool. 
The  local  council,  who  are 
really  quite  a  considerate  lot. 
tried  it  out.  Naturally,  that 
year  the  summer  was  cold  and 
wet  and  the  camels  spent  most 
of  their  time  in  the  sick  bay 
feeling  terribly  sorry  for  them- 


DONKEY  HOMES 


IF  the  RSPCA  decides  to  withdraw  donkeys  from  our 
beaches,  there  are  several  sanctuaries  offering  assistance, 
including  the  following: 

■  The  Donkey  Sanctuary.  Sidmouth.  Devon  (01595 
578222).  Largest  sanctuaiy  of  its  kind  in  the  world. 

■  Isle  of  Wight  Donkey  Sanctuary'.  Wroxall  (Q19S3 
852693).  Receives  more  than  50.000  visitors  each  year. 

■  Folly's  Farm  Sanctuaiy  for  Donkeys.  Berktiamsted. 
Berks  (01442  87115S).  SmalL  six-acre  centre  has  a 
homeopathic  vet 

■  Michael  Elliot  Trust  near  Buxton.  Derbyshire  (0129S 
797755.  Indudes  therapeutic  centre  where  children  can 
spend  a  week  with  a  donkey. 


Goodness.  Mr  Jeffries,  ani¬ 
mals  cannot  be  100  per  cent  fit 
all  the  time.  Go  into  any  field 
and  look  at  the  cowpats.  You 
will  probably  decide  that,  if 
cows  have  ready  access  to 
grass,  ir  gives  them  chronic 
diarrhoea,  and  that  they 
should  all  therefore  fee!  much 
better  off  back  in  intensive 
farming  systems  where  they 
can  be  given  pre-planned  diets 
and  never  be  troubled  by  so 
much  as  a  fly  again. 


selves.  The  council  still  en¬ 
forces  a  Donkey  Charter, 
which  dates  back  to  1942.  and 
controls  the  donkeys'  working 
hours,  stipulating  that  they  get 
a  day  off  a  week  and  proper 
lunch  break  with  their  saddles 
loosened  An  enforcement  of¬ 
ficer  patrols  the  beach  to 
ensure  that  the  charter  is 


An  RSPCA  spokes¬ 
woman  said  of  the 
beach  donkeys:  “It  is 
something  we  have 
concerns  about  We  question 
whether  it  is  really  an  appro¬ 
priate  use  of  such  an  animal.  It 
is  very  difficult  in  the  environ¬ 
ment  of  a  beach  to  keep  an 
animal  in  circumstances 
where  it  is  comfortable  and 
that  are  healthy  for  it" 

Have  these  people  not  no¬ 
ticed  how  uncomfortable  it  is 


being  followed.  Mr  Jeffries, 
though,  does  not  give  up 
easily.  "When  we  looked  at  a 
group  of  24  donkeys  as  pan  of 
a  court  case."  he  said,  "we 
found  a  large  number  had 
upper  respiratory  problems  as 
a  consequence  of  being  on  the 
beach.  That  alone  is  enough 
for  me  to  stay  it  should  stop." 


Battersea  dogs  come  home  for  a  party 


At  about  9.30am  tomor¬ 
row.  Holly  will  be  start¬ 
ing  to  get  excited.  The 
chocolate-brown  and  sandy 
mongrel  bought  from  the 
Dogs’  Home,  Battersea,  three- 
and-a-haif  years  ago  will  have 
been  dozing  on  and  off  since 
leaving  home  in  Rotherham. 
South  Yorkshire.  But  the 
minute  her  owner’s  car 
reaches  London,  she  will  put 
her  nose  to  the  ventilation 
panel,  sniff  avidly,  wag  her  tail 
and,  says  her  owner  Tracey 
Newbert,  “generally  go  potty". 

“I'm  sure  she  knows,"  says 
Miss  Newbert.  “I  don't  know  if 
it’s  the  smell  of  the  city  that 
tells  her  we’re  in  London  or  if 
it’s  just  because  I’m  slowing 
down.  But  she  knows  we're  on 
our  way  ro  the  Battersea  Dogs’ 
reunion." 

The  reunion  is  the  annual 
jamboree  for  former  residents 
of  the  home  and  their  new 


Party  animals:  dog  and  owner  get  ready  to  celebrate 


Former  residents  of  the  famous  rescue  centre  and  their 
owners  are  heading  for  a  reunion,  writes  Sue  Corbett 


owners.  More  than  3,000 
people  and  1.000  dogs  are 
expected  at  Battersea  Park 
between  Ham  and  5pm  to 
participate  in  canine  beauty 
competitions;  a  dog  scurry 
(with  jumps  and  obstacles); 
agility  demonstrations;  a  ca¬ 
nine  fancy-dress  competition; 
a  singalong  lunchtime  scroll 
for  dogs  and  owners  and 
children's  events.  A  vet  will 
advise  on  dog  care,  and  a  dog 
beautician  will  clip  dogs* claws 
and  groom  them  for  a  small 
donation. 

You  don't  have  to  own  a  dog 
ro  be  welcome,  but  if  you  are 
interested  in  buying  a  Batter¬ 
sea  dog.  staff  will  advise  you. 
You  can  pop  over  to  inspect  the 
dogs  currently  on  offer.  The 


home  will  be  open  for  its 
normal  weekend  hours  of 
lOJOam  to  3.15pm. 

"The  reunion's  wonderful, 
with  a  real  carnival  atmo¬ 
sphere,"  says  Biddy  Woolaton. 
of  Fetersfield.  Hampshire, 
who  will  be  returning  with 
Will,  a  mongrel  she  bought 
from  the  home  four  years  ago. 
"It's  good  to  see  all  those 
people  —  they  must  be  aged 
from  two  to  92  —  and  their 
dogs,  and  to  realise  that  all 
those  animals  were  once  un¬ 
wanted  and  now  they  Ye  very 
much  loved." 

The  reunion  is  now  in  its 
third  year.  "It’s  our  way  of 
saying  thank  you  to  the  people 
who  buy  dogs  from  us."  says 
Shirley  Piotrowski.  the  home’s 


PR  and  events  manager.  “We 
don't  just  flog  them  dogs  and 
then  it’s  goodbye  for  ever.  We 
want  to  go  on  encouraging 
them  as  owners.  That’s  why 
we  have  an  advice  line  and  do 
after-sales  visits,  and  why  we 
plan  to  launch  a  Battersea 
Dogs'  Club  nexi  year. 

"What  is  pleasant  is  that 
everyone  helps.  Staff  make  up 
the  doggy  bags  for  the  dogs  to 
take  home,  and  our  usual 
suppliers,  such  as  Pedigree 
Petfoods,  kindly  donate  the 
chews  to  put  in  them.  Last 
year,  a  lady  who  had  had  a 
dog  from  us  baked  a  12  sq  ft 
cake  for  owners  and  dogs,  iced 
it  and  decorated  it  with  chews. 
This  year  well  have  a  massive 
dog-biscuit  and  chocolate-but¬ 


ton  lunch  party." 

Potential  new  owners  of 
Battersea  dogs  are  interviewed 
and  their  home  circumstances 
taken  into  account  before  dogs 
are  released  into  their  care. 
The  home's  rehabilitation  ser¬ 
vice  makes  sure  the  dogs  are 
fit  to  be  rehomed. 

The  dogs,  which  sell  for  £50 
to  £70.  are  all  vaccinated  and 
microc hipped,  some  are  neu¬ 
tered.  and  all  owners  receive  a 
free  3kg  bag  of  dogfood.  an 
entitlement  to  three  months’ 
free  veterinary  treatment  and 
the  reassurance  of  being  able 
to  use  the  advice  line. 

•  For  details  of  a  dog-rescue 
organisation  near  you.  contact 
(he  Kennel  Cluh  on  0171-49? 

SOU  I  or  write  10  the  dub  at  I 
Clarges  Street.  London  WIY 
SAB. 

•  To  buy  a  dog  from  vour 
nearest  RSPCA.  call  01403 
2232S4. 


Peter  Unseeing  affection 

PETER  is  a  five-year-old  blade 
cat  who  is  blind.  Having  lived 
in  a  loving  home,  he  is 
affectionate,  able  and  fully 
house-trained  but  would  need 
to  live  indoors  in  a  quiet, 
caring  home  with  a  calm  and 
understanding  owner. 

•  For  more  information 
about  Peter,  please  contact 
Wood.  Green  Animal 
Shelters,  Godmanchester, 
Cambridgeshire  (01430 
830014). 


Donkey  rides  for  children  provide  a  quintessential  image  of  British  summer  holidays  but  now  the  tradition,  stretching  back  to  Victorian  times,  is  under  threat  because  of  concerns  over  the  animals  welfare 


ro  be  a  sheep,  exposed  on  a 
Welsh  hillside  in  all  weather, 
and  not  paid  any  attention 
without  being  chivvied  by 
dogs  or  penned  against  one's 
will?  It  is  not  a  very  comfort¬ 
able  life  in  the  environment  of 
a  mountain  sheep  run  —  either 
before  or  after  you  are  forcibly 
bar  be  red  by  a  shear-wielding 
Delila  the  shape  of  Giant 
Haystacks. 

Anna  Sewell  made  a  very 
good  tiling  out  of  exposing  the 
cruelties  suffered  by  horses  in 
Black  Beauty.  Luckily,  not  too 
long  after  she  had  banked  her 
royalties.  Messrs  Morris,  Aus¬ 
tin  and  Henry  Ford  came 
along  to  provide  a  practical 
solution  as  far  as  draught  and 
carriage  horses  were  con¬ 
cerned.  at  least,  by  popularis¬ 
ing  file  internal  combustion 
engine.  If  there  had  been  a 
30cwt  Bedford  about  the 
place,  poor  Ginger  need  never 
have  died. 

By  the  way.  if  giving  child¬ 
ren  rides  is  not  an  appropriate 
use  for  a  donkey,  what  is? 
Don’t  answer  that,  because  I 
already  know:  the  French  and 
Italians  turn  them  into  sau¬ 
sages.  Please  don't  tell  Mr 
Jeffries.  It  will  only  upset  him. 


ADOPT  ME 


TEL:  0171  680  6122 


ANIMALS  &  ACCESSORIES 


FAX:  0171  782  7799 


Aitongwas 
trampled  by  her 
awn  herd  as  they 
fled  in  panic 
from,  the  sound  of 
poacher’s  guns. 

Thanks  to  the  loving  care  and  unique  expertise  provided  by 
Daphne  SheUrfck's  animal  orphanage.  Ailong  survived. 

Fottowtng  the  meeting  of  tf»  Convention  on  totemattona! 
Trade  in  Endangered  Species  (CITES)  in  June  this  year,  a  failed 
trade  h  ivory  is  eel  to  begb  again  In  1999.  For  young  etepharts  Bu 
Attong.  the  consequences  could  be  devastating. 

Adopting  an  orphan  elephant  like  Attong  will  bnmedfertety 
provide  the  milk,  food,  medical  auenttoii  and  loving  care 
that  they  need,  and  also  give  aid  to  elephant  conservation 
worldwide.  For  Just  £2455  you  witt  receive: 

•  A  colour  photograph  of  AHong  •  An  adoption  /yl.TA 

certificate  •  A  VHS  video  of  the  orphans  (Mfipfl 

•  A  window  sticker  •  An  update  after  an  months 

Urn  pdf  pork  <i  nwrt  ritKttmfrfaflfiniii  VPi04 


Y«s!  1  would  iirtO  to  JlQ'opt  Ailc-tf’  the  orphan  f  IppluiiTt: 


J  Phase  sera  pack  B  The  taster  pwenl  □  The  canon  mmnfl  pavmeni  □  _ 

I  I  ondms  a  enaquwpo  tffeyW*  id  Cm  Jar  SM  H9d)  Q  Debt  my  craail  art  0  I 
|  VhWAmrnAlMfcrcjrtNo _ l_ - i - 1 - Exp  (MU _  | 

•  fan  donaaan  C  .  Tatml  nun  E _ _  . 

*  For  more  wtarmsMn  amt  Cere  tor  *»  Wld  fcfc  here  Q  “ 

|  Cm  At  the  *■*.  1  UMe.  Honfan  M>a4  Raw*,  Wwt  Sana,  RH32  | 
^TdcptM 8? 1596,  ft*  «129SI  571*22, Mb cMtiriitaUaafcj  : 


LOOKBM  FOR  Oax  spadal 
kUMWf  C*n  ttn-tmi  for 
padfaM  cat*.  01777  348863. 


DOGS 


PET  CASKETS 
to  dgnfcd&vdM  Bari*. 

C^gekWa  Brand  Btnp 

PREcJouSPETS 
0121  5201816 
Credl  Cads  arias  M»  24 
towmaamm  Minim. 


w  practice  jiiul  hetibig  aid 


Weekend  H  September, 
IYita»  ■.  Gormnl 
£85  rnUamhl 

01736  810409 


GENERAL 


RIDING  HOLIDAYS 


f_  CLASSICAL 

cw  RIDING[N 

PORTUGAL 

Dunriful  Prime  Enc  a !  Quo 
do  Piter.  40  mini  drne  rramUebas. 
hi'i  mri  tnirina  no  Magntflo-al 
LhhbbMi 

Spetiel  Trip  to  Cok*.  Horae  F«tr 
fall  Nmtobtr SOS  fad. 


Andahtz 
Adventure /y}' 

Costa  de  la  Luz 
in  S  W  Spain. 

Hoiufaji  with  luperb  ndiag  in 
unaputir  oouatiy  cklc  and  miles  of 
empty  bcachra.  fit  times,  good 
cuiafac,  taigc  pool,  mm-ndors 
welcome.  Oja  all  year. 

Far  off  dMtaiU  WaJ  cebttr  bndmra 
pf«K  id.  Jennie  Harvey -Hull 

01935817567 


Cat  Flap  Entry 
Inhibition 
Alarm  System 

Stop  your  cat  bringing 
in  birds,  mice,  frogs. 

rabbits  etc* 

Orty  £99  Incl  PAP 
Fits  an  flaps  -  call 
01273587772 
For  a  brochure. 


THE  KENNELS  AGENCY 

ESTABLISHED  OVER  25  YEARS 

Britain’s  most  experienced  agents  ia  the  sale  of 
boarding  kennels  &  catteries  countrywide. 

A  friendly  professional  service.  No  sale  -  No  fee. 
Catalogue  available  of  about  ISO  properties  for  sale. 

11  Church  Street,  Twyford.  Berks  RG10  9DR 
Telephone  01734  345676 


SCOTTISH  HIGHLANDS 

ijOdEjEfi8Mmp»Ng  CENTRE 
Quality  home  wan  inflea  olbamotrae  rung  it 
tunning  scenery.  Extensive  cross-country  coroe. 

mtartwie  accommodation  s«i  doWous  farmhouse 


GREAT  CARE 
is  taken  in  the 
pbefagefaB 


Docs  and  Cats  in 
Tba  Tinas,  but  yon 


trBmdm.7htDHmt.tlUt, 

Smxxrr  RB14  OTD 

Tcfc  01403  75344S 
Fox:  01403  753495 


ANIMAL  INSURANCE 


see  ike  pats  and 


LOST  PETS 


Dpn  d  fltr.  SAEtor&ndim- 
Wi  HBeary,  Logie  Farm  Rkflng  Centra, 
Gfanfaman,  Nairn,  SCOTLAND  IV125XA 
Telephone:  01309  851830 


ACCESSORIES 


pEWSp 

NOWt  THERE'S  A  FRESH. 

NEW  WAY  TO  TOILET 

TRAIN  YOUR  puppy.  i  >  f 

Stycr  absorbent  paper  mats  Ml  /L  m 
help  bam  yota-p^py  and  f 

F*otect  you- float: 

from  a  thin,  soft  yet  strong, 

* 

M^roigriOttnm  x  595mrn.  PUPPY  MATS  are  awriaMe  in  pads 
50  mats  £1t50+ £250 p&p  100  mats  £21+ £3.75  pBp 


CM  «facr*T  Gen  BBTECT-A-PBr 
JM wvfa  OB  01638  538485 


CM  nwotre-Mos 039922  or  01405839988 

To  Advertise  in  this  section 
please  call 

Jonathan  Howeil-Jones  on 
0171  680  6122 


^  \3L£> 


>y\  \. 


weekend  ■  Saturday  September*  1997 


home  life  - 15 


started  to  wonder  whether  I  am  going  to  pass  from  adolescent  angst  to  midlife  crisis  without  having  that  bit  in  between’ 

C*_^. _ ■  "  '  -I"——---  _  -  —  L  -  -  -  "  - - -  -  - - - -  -  -  — - — - - - - - - — - - 


Last  Saturday  was  my  friend 

S  b!nh^y-HL-r  C- 
bana  decided  to  mark  the  event 

wilfch  rT**  b,g  invitation  to 

*™cth  !0r  sarri,e  reas°n  brought  on  the 

Soom.  So  tenacious  did  it  prove,  the 
^'entually,  having  tried  and 

f  Uel to.  ?naP  0ui  Of  »t.  I  began  to 
apostrophise  myself  in  the  mincing 
Mormngside  accents  of  a  very  small 
^coltish  psychotherapist  with  whom  I 

^ad  a  brief  ^  reftiarkably 
nresome  encounter  “Sooo.  Jane,"  I  said 

YhatJs  if  'hal  borers  you. 
ocacrly?  The  fact  that  your  friend  is  40.  or 
tile  fact  that  .she's  having  a  oanv7" 

WeU,  both,  actually.  This  slouching- 
lowards-farty  business  comes  as  a  bit  of  a 
shock.  Its  like  that  very  peculiar  mo- 
menr,  u  couple  of  elections  ago,  when  ihe 
first  wave  of  one's  university  contempo- 
rancs  aimed  up  in  the  House  of 
Commons  with  their  pinstriped  suits 
and  wmgs  of  hair  (those  of  them  that  still 
had  any  hair)  neatly  brushed  behind 
their  ears,  and  Views  on  how  the  rest  of 
us  ought  to  conducr  our  lives. 

I  always  feel  a  bit  put  out  when  1  see 
them  on  the  telly,  talking  about  grear 


Never  having  to  say  you  are  40 

rtf  NJnf  f  hnua  tha  awnniULA  ■ 


affairs  of  Stale.  Not  that  I  have  the 
slightest  desire  to  join  them  in  bossing 
around  my  fellow  countrymen.  I  cairt 
even  take  it  seriously  when  1  hear  myself 
bossing  Alexander,  and  am  quiie  taken 
aback  on  the  (suasions  when  an  instruc¬ 
tion  to  put  his  shoes  on  results,  some  time 
later,  in  the  putting  on  of  the  shoes.  But  I 
do  have  the  strong  feeling  that  some- 
where  in  existence  there  is  a  Book  of 
Rules  for  being  a  fully  fledged  adult,  and 
that  1  somehow  unaccountably  failed  to 
join  the  queue  when  it  was  being  issued. 

And  now,  with  the  first  of  my  friends' 
fortieth  birthdays  beginning  to  come 
around,  1  have  started  to  wonder 
whether  1  am  going  to  pass  seamlessly 
from  adolescent  angst  to  midlife  crisis 
without  ever  having  had  that  bit  in 
between  where  one  feels  that  one  has 
found  out  what  une  is  supposed  to  be 
doing.  Quite  soon.  I  shall  even  have 
passed  the  age  at  which  (  can  run  away 
and  join  the  French  Foreign  Legion, 
which  1  have  always  rather  fancied  —  all 


dial  marching  about 
singing  songs  of 
death  and  glory,  and 
jumping  into  croco¬ 
dile-infested 
swamps.  Brooding 
Thus.  I  set  off  for  the 
party,  unaccompa¬ 
nied.  since  Alexan¬ 
der  had  a  prior 
engagement.  This  in 
itself  was  alarming 
since,  lacking  any 
kind  of  small  talk,  f 
am  perfectly  useless 
at  parties,  and  tend  JANES 
to  stand,  frozen  with 
terror,  gripping  a  glass  and  looking  (1  am 
totdj  so  extremely  forbidding  as  to  ensure 
thar  no  one  sane  would  dream  of  coming 
up  and  (tying  to  start  a  conversation. 

Mary’s  was  a  particularly  grown-up 
party  of  great  elegance  and  sophistica¬ 
tion  —  ihe  house  transformed  into  a  kind 
of  Moorish  lent;  grear  planers  of  deli- 


LIFE  AND  SOUL 


1 


JANE  SHILLING 


dous  food,  and 
Mary’s  clever,  beau¬ 
tiful  friends,  talking 
about  the  sorts  of 
things  that  one  did 
talk  about  when 
things  were  normal, 
as  they  still  were,  last 
Saturday  afternoon. 

Eventually  the 
conversation  turned, 
as  ii  always  seems  to 
among  busy  thirty- 
somethings.  to  the 
awful  difficulty  of 
ILLING  juggling  work  and 
children.  "You  have 
no  idea  how  exhausting  it  is."  sighed  one 
busy  mummy.  Well.  1  demurred.  1  did 
have  some  idea.  “You'Ve  got  a  child?" 
said  this  mummy,  eyeing  me  sharply. 
"You  don’t  look  like  a  mother."  So 
enchanted  by  this  that  1  forgot  tu  ask  any 
of  the  obvious  questions  —  What  does  a 
mother  look  like?  Have  1  overdone  it  a  bit 


with  the  bootleg  hipsters  and  the 
Important  Jewellery'?  Is  Alexander  nerv¬ 
ing  himself  to  have  a  Serious  Chat  with 
me  about  Dying  to  look  a  bit  more  like  a 
Proper  Mother?  —  I  teetered  off  on  my 
unmaiemal  srilerros  and  had  such  a 
lovely  time  at  ihe  rest  of  the  party  that  un 
the  way  home,  l  found  myself  thinking, 
perhaps  /  should  plan  a  birthday  party. 

This  is  a  mad  idea,  and  1  know  1  shall 
never  acniaUy  do  ir.  Insufficient  Fuss 
Made  has  always  been  the  leitmotiv  of 
my  birthdays.  My  mother  assures  me 
that  when  I  was  small  I  had  lovely 
parties,  with  slices  of  delirious  ham  and 
chocolate  with  pink  inside  and  so  on.  but 
I  don’t  remember  any  of  that. 

Ido  remember  one  particularly  morti¬ 
fying  one  in  my  leens,  when  my 
lather  kepi  bursting  in  and  making 
us  turn  the  gramophone  down,  and  it  all 
ended  with  All  Right  Nun.  dial  tradition¬ 
al  accompaniment  to  the  clammy  grope 
in  the  dark  with  which  teenage  parries 


had  to  end  m  the  late  Seventies,  hating  to 
be  played  at  a  whisper  —  a  state  of  afTairs 
from  which  my  status  at  school  never 
properly  recovered. 

In  my  twenties,  the  gulf  between 
expectation  and  reality  grew  even  wider. 
Months  before  the  day.  1  would  be 
putting  together  the  sort  of  wish  list  that 
eyen  Marie  Antoinette  might  have  con¬ 
sidered  a  touch  overdone:  a  Siamese 
kitten,  a  white  hamster  with  red  eyes,  a 
star  sapphire . . .  The  fellow  l  was  going 
out  with,  meanwhile,  made  it  his 
business  tu  ignore  my  antics,  on  the 
grounds  (many  men,  i  have  noticed,  take 
thi<  view)  that  the  exchange  of  gifts  on 
such  occasions.  Is  a  tyranny,  and  indeed  a 
humiliation  for  the  recipient.  Also,  une 
ought  not  to  care  about  things. 

Well,  he  was  quite  right,  no  doubt.  And 
as  I  grow  aider.  I  move  towards  his  view. 
Even  so.  1  was  a  shade  startled  this  year, 
on  opening  a  promisingly  bulky  parcel 
from  my  mother  (generally  an  inspired 
present-giver),  to  discover  a  brace  of 
winoeyerte  nighties,  ft  was.  I  think,  a 
sign.  Henceforth.  J  shall  shm  up  about 
my  birthdays.  It  will  mean  no  presents, 
of  cuurse,  but  it  will  also  mean  1  shall 
never,  ever  have  to  admit  to  being  40. 
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100-GUINEA  FUR  JACKET  TO  WIN 
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Patricia  Roberts  Cairns 

Louisa  Young 


on  the  Good 


Housekeeping 


of  75  years  ago 


We  do  not  house- 
keep  any  more. 
Housekeepers 
only  exist  in 
small  ads  in  The  Lady,  not  in 
every  home  in  the  land. 
"Housekeeper  is  not  a  job.  and  . 
housewife  is  a  derisory  term." 
says  Patricia  Roberts  Cairns, 
Editor  of  Good  Housekeeping. ' 
75  years  old  this  year. 

So  isn't  she  ever  tempted  to 
change  the  tide,  with  its 
anachronistic  connotations? 
"No,”  she  says,  "because  it 
doesn't  mean  anythin®  now  — 
ir’s  a  familiar  brand.  S  it  were 
launched  now  it  would  have  a 
different  name,  but  it  was 
launched  then  and  things 
were  different” 

Seventy-five  years  ago,  a 
woman  was  either  a  house¬ 
keeper  or  employed  someone 
to  run  her  house  for  her.  In 
1922,  the  first  issue  of  Good 
Housekeeping  introduced  it¬ 
self  thus:  “There  should  be  no 
more  drudgery  in  the  house. 
There  must  be  time  to  think,  to 
read,  to  enjoy  life  ...  The 
house-proud  woman  in  these 
days  of  servant  shortness  does 
nor  always  know  the  best  way 
to  lessen  her  own  burdens." 

And  a  good  read  it  was,  too. 
Early  editors  had  a  marvel¬ 
lously  broad  idea  of  what 
constituted  housekeeping. 
Some  of  the  content  is  obvious 
to  us  now;  it  is  still  the  basic 
model  of  a  women's  magazine; 
“To  have  beauty  around  us  . . . 
to  have  good  (bod  without 
monotony,  and  good  service 
without  jangled  tempers  . .  - 
art.  music,  drama  ...  a  mod¬ 
ern  krchen  has  been  installed 
and  there  every  recipe  before 
being  printed  will  be  tested . 
a  French  fashion  service  ... 
house  decoration  ...  whole¬ 
some  ficton." 

.And  an  advert  for  Helena 
Rubinstein*  beauty  creams 
reminds  us  that  "no  one  is  able 
ro  make  a  home  so  desirable  to 
live  in  or  visit  as  a  really  pretty 
woman". 

Then  we  have  Lady  A star. 
MP.  on  .the  dan-  .  _ 

gers  of  drink:  “The 
interest  of  the  ti-  NO 

quor  trade  is  to  sell 
as  much  Df  its  C3.T1 1 

goods  as  possible.  , 

Yet  no  one  would  Q.  1101 
say  that  it  was  in  _ 
the  interest  of  the  Q0SU 

community  to  have  . 

the  largest  possible  LO  X 

consumption  of  . 

alcohol."  in 

The  excitable  •  • 

novelist  Marie  Co-  Vial 

reUi  wrote  about 
men’s  problems  ale 

with  “the  new  as- 
serriveness  of  the  EJC 

creature  that  he  tx,nn 

has  always  consid-  wuu 

ered  his  natural-  , 

bom  slave  — 

Woman  ...  She  an.  if  she 
likes,  do  without  him  -  Ana 

she  advises  (remember Jus  a 
1922):  “Women  who  desire  ro 

attain  the  fulfilment  of  the  best 

thar  is  in  them,  never  to  lend 
themselves  to  any  exploitation 
by  the  ’low’  press." 

Clemence  Dane,  on  the  sub¬ 
ject  of  divorce,  pointed  out  that 
“those  whom  God  had  joined 
let  no  man  pin  asunder  ,  we 
must  remember  that  God  >• 


Clothes  and 
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FURNISHING 
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Magazines  today  guide  us  in  the  more  leisurely,  creative  direction  of  “home-making"  rather  than  housekeeping 


‘No  one 
can  make 
a  home  so 
desirable 
to  live 
in  or 
visit  as 
a  really 
pretty 
woman’ 


Love,  and  if  there  is  no  love 
between  them  then  God  has 
not  joined  them.  “It  is  a  better 
thing."  she '  wrote,  “to  ... 
puzzle  our  way  through  the 
moral,  social  and  religious 
difficulties  of  our  age  than  to 
be  carried  along  in  the  Rolls- 
Royce  of  ready-made  and 
handed-down  opinions." 

Contributors  included  Eve¬ 
lyn  Waugh,  Virginia  Woolf, 
Vera  Brittain  (on  the  shoddy 
misery  of  a  single  girl's  life  in  a 
single  room):  Og- 
*  den  Nash.  Rebecca 

r,np  West  (asking  Can  a 

Married  Woman 
lake  have  a  Career  out¬ 

side  her  Home?). 
IP  V)  C.S.  Forester  and 

°  Daphne  du 

3bl0  Maurier. 

Lady  Violet  Bon- 
yg  bam  Carter  wrote 

eloquently  about 
life  in  London  and 
in  the  country  fTf 

;  g(S  one  ‘s  SoinS  w ,jve 

in  a  town,  obvious- 

j]lv  Jy  it  must  be 

J  London.  For 

tty  smoke,  dirt,  noise, 

J  fog,  density  of 

latT  houses,  traffic  and 

people,  what  town 
-  1  can  bear  it?"].  And 

about  life  in  a  suburb:  “There 
surely  can  never  be  an  atmo¬ 
sphere  of  romance." 

Alongside  is  3  riveting 
record  "of  daily  life:  from  the 
advertisement*  (the  Acme 
Cabinet  Wringer  Mangle.  S4 
shillings)  to  a  detailed  article 
on  how  a  Cornish  vicar's  wife 
manages  without  a  maid  on 
£370  i  year  in  1932. 

Here  is  a  sample:  7am,  air 
bed.  do  bathroom,  make  bed. 
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MUOVE'R 


'  -  -  •  "  — 

In  came  the  Hoover  and  out  went  the  heavy  work 


do  bedroom,  mop  landings, 
brush  stairs,  sweep  hall  and 
porch,  clean  brasses,  mop  and 
dust  hall.  Do  breakfast  room 
and  lay.  prepare  and  cook 
breakfast.  9.50am:  Wash  up. 
black-lead  the  grate,  wash  the 
hearth,  make  up  ihe  fire, 
empiy  ihe  bucket  under  the 
sink  and  light  the  incinerator 
...  I  do  all  die  washing  in  an 
old-fashioned  wash-house 
with  a  copper  ...  1  have  a 


vacuum  washer  which  I  work 
up  and  down  . . 

Then,  housekeeping  was  the 
scrubbing  of  wooden  tables, 
the  weekly  cleaning  of 
brushes,  the  military  precision 
of  spring-cleaning  and  “spring 
sewing".  The  soda,  borax  and 
alum,  the  "wearisome  task  of 
cleaning  bedsprings  if  it  is 
done  with  a  duster  rather  than 
an  enamelling  brush,  for  both 
wee  and  dry  processes",  fin 


place  of  all  this,  I  have  u  packer 
afJ’Ooihs.J 

At  one  moment  you  are 
wondering  what  they  are  on 
about  the  next  page  you  see  a 
sentence  which  you  read  every 
week  in  modem  magazines. 

The  75tb  anniversary  of 
Good  Housekeeping,  out  this 
month,  is  running  old  adverts 
and  new.  side  hy  side,  from 
companies  which  advertised 
in  the  magazine  in  the  1920s: 
Persil,  fOreal,  Palmolive. 
Plus  ca  change  in  so  many 
ways. 

There  are  two  big  changes. 
The  heavy  work  is  gone.  These 
old  magazines  make  it  abun¬ 
dantly  clear  how  much  centra) 
heating,  electric  light  and  the 
vacuum  cleaner  have  changed 
our  lives. 

And.  as  importantly,  al¬ 
though  we  still  do  our  compar¬ 
atively  undemanding  chores 
because  we  have  to,  we  do  nor 
necessarily  stake  our  honour 
on  how  well  we  do  them.  If  we 
do  choose  to  make  a  thing  of 
our  homes,  we  —  men  and 
women  —  do  it  as  “home 
makers",  not  housekeepers. 

“It  has  connotations  of  lei¬ 
sure  and  creativity,"  says  Ms 
Roberts  Cairns. 

But  although  home-making 
may  have  its  pantheon,  from 
Sir  Terence  Conran  to  Marcia 
Stewart,  we  do  not  have  to 
worship  it  the  way  we  used  ro, 
kneeling  in  fronr  of  the  dirty 
grate. 

•  Good  Housekeeping:  Every 
Home  Should  Have  One  —  75 
Years  of  Change  in  Ihe  Hume 
by  Jan  BoxshaU  (Ebuiy  Press. 
£10.09).  Ebuty  Press  has  also 
published  four  volumes  of  The 
B«f  of  Good  Housekeeping. 


The  early  dishwasher  Then,  a  woman  was  judged  on  her  domestic  ability . 


now  “housewife"  is  considered  a  derisory  term 


AN  EXCLUSIVE  TIMES  OFFER 


Stylish  trolley-case 
only  £44.95 

(saving  £25  on  mrrp) 


GOOD  HOUSE¬ 
KEEPING  has  a  lead  of 
around  100,000  over 
its  main  competitors. 
Circulation  is  440,655 
with  a  readership  of 
12  million  compared 
its  main  rivals  — 
Sainsbuiy's.  The 
Magazine,  circulation 
361.109  and  1  PC 
Magazines'  Ideal  Home . 
circulation  217,969. 

Other  main  rivals  are 
Woman  and  Home. 
Homes  and  Gardens 
and  Family  Circle 
but  Home  and  Life, 
delivered  by  the 
milkman,  is  a  hot  new 
competitor. 


THE  TIMES 


Times  readers  are  offered  this  stylish  trolley-case  for 
only  E44.95  inducting  free  delivery  and  packing,  a 
saving  of  £25  on  the  mrrp  aft&MS. 

Specially  developed  for  today's  business 
traveller  and  ideal  for  short  breaks,  the  Omega  is 
designed  for  maximum  use  of  space  and  with  a 
telescopic  low-handfe,  top  and  side  cany  handles  and 
wheeled  base,  it  is  extremely  easy  fu  tmmpnrt 

The  main  compartment  combines  a  iwo-fold 


zipped  suiler  section  for  hanging  shirts,  jacket^,  and 
Skirts,  with  a  spacious  suitcase  area  for  other  items 
and  two  sets  of  packing  straps. 

Other  features  include  four  from  zip  pockets,  two 
expanding,  these  being  a  folio  section  and  an 
ot^anher  compartment  wilh  pune/ walks  pooket  pen 
loops,  mobile  phone  holder,  etc 

Made  from  a  durable  ItarprooffahricundavailaWe 
inhtadk.dK  Omega  mjkycase  measures 36  x54  x23cm. 


The  Times  trolley-case  offer 


1  enclose  a  cheque/ postal  onteif5)matte  payable 
to:  Iha  llmas  troBey-  case  offer  FTC78. 

No. 


Ptaasewr9o  owns  ^addrassoQ  back  of  aflcbe<|MM.  » 

Of  debit  my  Acoss/Vfsa  card  number  { 


QTY  |£/ITEM 


i  L  OMEGA TBOOFY-C^E - 1 - Swicf  coupon  and  rendttaice  toWE  IUBS  IROtlE* 

!  Wcoiicftidos  postage  and  packing.  TOTAL  I  CASE  OHFSt  FIB78,  POBoct  333,  Lajgbtoa  BkccbrI, 

i  COST  L _ _ _ 1  LU77ZD. 

1  2H  Or/L  Kt  drfcnrv  Ire’'  1  ’Met  «a*WXB  «>  &:■  t  Ibu  'T(4'tk<{«nfiitnHHonn3(Midxe(fcnim>  »<*ies  tfitfiiiDybetf  mr 

J  itautctoi  ptoe  wtwn  vwnr  v!*cn  ctafi  d  laca  ka  i»fe«L  No  aanyou. 

{  cterro  lc  *»s  ii  an  !»■  (ns*  after  W  <%>.  7fw  Ttrm  amt  Be  ftetf 

)  **»«*) fa riM«. 0*i 


FOR  ORDERS  PLEASE  TELEPHONE  01S25  851945  (24  HOURS) 


i*-i*  ■- 


WEEKEND  ■  SATURDAY  SEPTEMBER  6  1997 


The  nation  mourns  today  as 
never  before.  The  shock  of 
Diana,  Princess  of  Wales's 
death  alongside  Dodi 
Fayed 's.  and  the  subsequent  anger, 
has  been  replaced  by  grief  and  a 
reluctant  acceptance  that  life  must 
continue  without  them. 

Fayed's  burial  within  24  hours  of 
his  death  conformed  to  Muslim 
tradition  and  his  father.  Mohamed 
Al  Fayed,  will  find  comfort  in  his 
faith  —  a  faith  imbued  over  the  14 
centuries  since  Mohammad  found¬ 
ed  Islam. 

Mr  Al  Fayed  and.  indeed.  Mus¬ 
lims  ail  over  the  world  “know"  that 
this  joint  death  was  fated.  It  was  the 
Will  of  Allah!  Irish  Allah!  God 
willed  it  so.  And  iris  from  this  belief 
that  the  bereaved  shall  take  susten¬ 
ance  and  succour  —  a  belief 
embedded  in  the  psyche  of  nearly 
one  billion  Muslims  spread  across 
rhe  world,  which  allows  them  to 
come  to  terms  with  and  triumph 
over  life’s  adversities.  The  belief  is 
one  of  the  strengths  of  Islam. 

Fayed’s  body,  in  accordance  with 
Islamic  religious  tradition,  was 
brought  back  to  England  by  his 
father.  Islamic  religious  custom 
dictates  that  funeral  rites  shall  be 
performed  within  24  hours  of 
death.  The  prophet  Mohammed 
died  on  a  Monday  (June  8.  AD  632} 
and  was  buried  within  24  hours, 
and  Muslims  have  taken  his  lead. 
The  harsh  hear  of  the  Arabian 
deserts  also  necessitates  a  speedy 
disposal  of  a  corpse. 

The  funeral  ceremony  of  Mus¬ 
lims  —  Fayed 5  would  have  been  no 
exception  —  is  simple,  a  simplicity 
which  makes  it  extremely  moving. 
The  body  is  laid  out  on  a  hard 
surface  and  is  washed.  The  ablu¬ 
tions  are  normally  performed  by 
rhe  close  members  of  the  deceased, 
who  also  participate  in  the  final 
internment  of  the  body.  In  excep¬ 
tional  cases  professionals  are  em¬ 
ployed  for  the  purpose. 

As  a  rule,  it  is  only  men  who 
wash  a  man’s  body,  and  women,  a 
woman's  body.  The  body  is  then 
shrouded  from  head  to  toe  in  at 
least  three  pieces  of  dean,  white 
doth,  in  such  a  way  that  the  head 


Pitta  Laungani  explains  how  the  Islamic  ritual  of  burial  and  grieving  differs  from  theChristian 

From  wailful 

gentle  tears  fl'  |  :.I /  5  ..If  J 


can  be  freed  later  on.  Care  is  taken 
to  ensure  that  there  are  no  knots  or 
any  sewing  on  the  doth,  because 
this  might  obstruct  the  liberation  of 
the  soul.  Just  before  burial,  a  short 
ceremony  takes  place,  in  the 
mosque  or  at  the  graveside,  where 
relatives  and  friends  gather  to  bid 
their  private  farewells  to  the  de¬ 
ceased.  forgiving  and  begging  for¬ 
giveness.  This  is  followed  by  saying 
a  prayer  for  the  dead. 

The  burial  is  generally  a  man’s 
affair,  although  in  recent  years 
women  have  started  to  accompany 


‘Islamic  funerals 
are  marked  by 
•spontaneity, 
Christian  by 
concern  for  order 
and  precision* 


the  funeral  procession.  Men  invari¬ 
ably  perform  the  final  funeral  rites. 

At  the  graveside,  the  shrouded 
body  is  taken  out  of  its  coffin  and 
lowered  down  with  shawls  and 
lengths  of  cloth.  The  corpse  is 
turned  towards  the  right,  its  dosed 
eyes  facing  Mecca,  its  feet  facing 
south.  Wooden  boards  are  placed 
on  top  of  the  body,  and  the  grave  is 
filled  by  all  the  mourners,  to  the 
accompaniment  of  verses  recited 
from  the  Koran  by  the  Imam.  The 
mourners  leave,  the  Imam  stays 
behind,  offering  his  final  prayers 
for  the  departed  soul.  Islamic  be¬ 
liefs  in  an  afterlife  are  founded  on 
the  notion  of  retribution  and  resur¬ 
rection.  The  Koran  speaks  of  the 
day  of  the  Great  Rising,  yaum  al- 
qiyamah ,  when  the  Book* of  Deeds 
will  be  read,  the  heavens  will  open, 
the  good  will  enter  paradise  and  the 
wicked  shall  spend  a  life  in  helL 

While  Islamic  funerals  are 
marked  by  their  spontaneity  and 
urgency.  Christian  funerals  are 
dominated  by  concern  for  order. 


precision  and  dignity.  The  service 
usually  takes  place  a  week  or  so 
after  death  and  the  family  is 
consulted  about  the  choice  of 
readings  and  hymns.  Dignity  is 
maintained  by  keeping  emotions 
strictly  in  check  —  behaviour  that  is 
virtually  non-existent  outside  the 
Christian  world. 

The  Muslim  faith  is  unshake- 
able.  Among  Christians  there  is 
room  for  dissent  and  occasional 
doubt,  but  the  Muslim  belief  in  the 
afterlife  is  indomitable.  What  actu¬ 
ally  happens  to  the  body  is  open  to 
interpretation  in  the  Koran  —  some 
believe  that  the  body  corrupts  and 
the  spirit  leaves  it;  others  say  that 
the  body  itself  takes  the  spirit  into 
the  afterlife. 

Islam  means  surrender,  and 
almost  all  mourners  at  a  Muslim 
ceremony  believe  in  surrendering 
themselves  to  the  will  of  Allah. 
Most  of  those  at  a  Christian  funeral 
are  less  likely  to  have  such  funda¬ 
mental  faith  and  the  ceremony  may 
prove  less  cathartic  as  a  result. 

Reactions  to  the  loss  of  loved  ones 
do  not  always  follow  a  known 
pattern  among  Muslims,  but  it  is 
not  uncommon  for  women  to 
swoon,  beat  their  breasts  and 
scratch  their  faces.  Their  unre¬ 
strained  grief  may  find  an  outlet  in 
long-winded,  wailful  dirges,  which 
are  pierced  from  time  to  time  by 
crying  and  shrieking. 

On  occasions,  the  services  of  a 
professional  mourner,  usually  fe¬ 
male,  are  sought  to  hasten  the 
process  of  mourning.  She  takes  it 
upon  herself  to  talk  of  the  deceased, 
sing  mournful  dirges,  recite  verses 
from  the  Koran  and,  with  the 
consummate  skill  of  a  professional 
performer,  persuades  the  bereaved 
members  in  the  family  to  cry 
without  restrain  L 

Today,  as  the  Princess  is  lowered 
into  her  grave,  there  will  be  no  need 
for  a  professional  mourner.  The 
tears  of  individuals  from  every 
denomination  will  be  Bowing. 

•  DrPittu  Laungani  is  Reader  in 
Psychology  at  South  Bank  University 
and  co-editor  of  Death  and 
Bereavement  Across  Cultures  f 199? 
London,  Routledge,  £15.95). 
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A  Muslim  woman  reads  the  Koran  at  her  sister’s  grave.  In  recent  years,  women  have  started  to  attend  the  burial  once  a  male  preserve 


Choirs  weave  a  rich  musical  magic 


A  time  for  us 


to  mourn 

Nigel  McCulloch 


Grief  is  a  powerful 
emotion,  and 
Shakespeare’s  ad¬ 
vice  in  Macbeth  remains 
true: 

"Guv  sorrow  words.  The 
grief  that  does  not  speak 
Whispers  the  o'erfraught 
heart,  and  bids  it  break " 
Today,  a  grief  that  has 
pierced  the  nation’s  heart 
will  bind  us  together  even 
more  closely  as  we  watch 
the  final  earthly  journey  of 
this  people’s  princess. 

The  words  spoken  al  the 
service  in  Westminster  Ab¬ 
bey  will  help  us  to  focus  that 
grief  and  to  come  to  terms 
with  a  tragedy  that  has 
affected  everyone.  _____ 
There  is  a  real  |~gp0 
need  for  us  to 
mourn,  as  the  « 

piles  of  flowers  If 

and  cards,  and  ^  • 

the  silent  queues  % 

of  young  and  old 
have  so  graphi- 
cally  shown.  But 
the  expressing  of  McC 
grief  needs  more  “Share 

than  words.  The  music  and 
ceremony,  the  majesty  and 
simplicity  that  will  shape 
this  unique  occasion  will 
play  their  part  in  helping  us 
to  cope  with  our  bereave¬ 
ment  —  and  to  glimpse 
something  of  the  hope  that 
always  lies  beyond  despair. 

In  the  Old  Testament, 
Ecclesiastes  reminded  us: 

“7b  everything  there  is  a 
season,  and  a  time  to  every 
purpose  under  Heaven ...  a 
time  to  weep  and  a  time  to 
laugh :  a  time  to  mourn  and 
a  time  to  dance. 

The  emotions  of  today 
touch  deep  wells  of  grief  in 
many  of  us,  not  least 
through  the  memories,  or 
present  experiences,  of 
weeping  and  mourning  in 
the  bereavements  we  suffer 
in  our  own  families  and 
friendships. 

Nor  must  we  forget  those 
for  whom  this  day  has  long 
been  planned  as  a  time  of 
joy  —  for  a  wedding  or 
anniversary.  For  them  there 
will  be  a  tangle  of  emotions 
as  the  nation  mourns  one 


McCulloch: 
“Shared  tears" 


who  would  least  have 
wanted  to  dampen  the  natu¬ 
ral  happiness  of  their  day. 

But  most  of  us  will  form 
pari  of  die  congregation  of 
millions  around  the  world, 
drawn  together  by  our  com¬ 
mon  nod  to  mourn. 

We  will  be  helped  to 
reflect  on  Diana's  life  —  and 
the  way  in  which,  despite 
the  fallings  which,  like 
many  of  us,  she  had,  this 
unique  Princess  was  blessed 
with  a  gift  for  making 
others  feel  unique  too. 

At  times  clearly  vulnera¬ 
ble  and  unhappy,  she  never 
lost  the  ability  and  genuine 
desire  to  be  alongside  the 

_  weak  and  the 

marginalised  —  a 

-  beacon  of  light  to 

-  M  those  in  despair. 
gfcjB  To  many  she  was 
r~'T| k  indeed  an  ambas- 

1  sador  of  the  love 
of  God.  We  will 
filittl  surround  her 
family,  and  espe- 
loch:  daily  the  two 

ears"  young  Princes, 
with  our  love  and  our 
prayers,  asking  that  God 
give  them  courage  and 
strength  for  today;  and  the 
comfort  they  will  need  for 
the  proper  expressing  of 
their  grief. 

And  finally  we  will  com¬ 
mend  Diana  to  God  in  sure 
hope  of  the  resurrection  to 
eternal  life.  Words  adapted 
from  the  anrienr  Liturgy  of 
St  Chrysostom  put  our 
prayerful  thoughts  well: 

“ Grant  her  rest  in  the 
land  of  the  living,  in  the  joy 
of  Paradise,  whence  all 
pain  and  grief  have  fled 
away." 

Tears  do  not  come  to 
order,  but  our  innermost 
feelings  need  to  find  their 
natural  expression.  As  the 
memory  of  today's  service 
fades,  it  will  be  the  sponta¬ 
neous  hugs,  the  compas¬ 
sionate  touch,  the  shared 
tears  —  to  which  Diana 
gave  such  encouragement 

-  that  in  her  death  will 
sustain  and  comfort  us. 

•  The  Rt  Rev  Nigel  McCulloch 
is  the  Bishop  of  Wakefield. 


THE  N1GHTT  before, 
as  choral  evensong 
came  to  an  end,  a 
freak  whirlwind  up¬ 
rooted  a  40ft  syca¬ 
more  in  the  grounds 
of  Hereford  cath¬ 
edral.  For  our  sellout 
performance  of  Monteverdi's  Ves¬ 
pers,  tiie  weather  had  calmed  down 
outside.  But  inside  the  cathedral  it 
was  hot  and  steamy,  and  the 
glorious,  crashing  waves  of  this 
composition  of  vespers,  the  sixth  of 
the  seven  canonical  hours,  seemed 
as  much  a  tribute  to  the  weather  as 
to  God. 

As  if  weaving  a  musical  version  of 
a  rich,  red  and  gold  Elizabethan 
tapestry,  the  choirs  of  Gloucester. 
Worcester  and  Hereford,  with  solo¬ 
ists  Catherine  BotL  Charles  Daniels, 
Simon  Birchall  and  others,  led  by 
conductor  Roy  Goodman,  sang  the 
powerful  Latin  chant  as  it  might 
have  been  pe formed  when  com¬ 
posed  in  1610.  Nigra  sum  sed 
formosa  filia  lerusalem,  we  heard. 


Ruth  Gledhill  hears  a  storming  performance  of  Monteverdi’s 
Vespers  at  the  Three  Choirs  Festival  in  Hereford  Cathedral 


Hereford:  a  haven  of  music 

idea  dilexit  me  Rex.  et  introduxit  in 
cubiculum  suum  et  dixit  mihi: 
Surge,  arnica  mea.  et  veni.  On  “I  am 
a  black  but  beautiful  daughter  of 
Jerusalem.  So  the  King  loved  me, 
and  led  me  in  to  his  bedroom  and 
said  to  me:  Arise,  my  love,  and  come 


away.”  The  Vespers  was  a  highlight 
of  this  year’s  Three  Choirs  Festival, 
the  oldest  musical  festival  in 
Europe,  founded  more  than  250 
years  ago.  Most  of  the  people 
present  were  middle-aged  or  older, 
and  might  have  been  the  parents  of 
the  choristers,  or  of  die  younger 
generations  deserting  traditional 
music  for  the  contemporary  attrac¬ 
tions  of  the  Edinburgh  Festival, 
taking  place  at  about  the  same  time. 

We  began  with  a  prayer,  followed 
by  Psalm  HO,  Dixit  Dominus.  and 
then  Psalm  113.  Laudate  pueri.  “He 
makes  a  home  for  the  barren 
woman,  a  joyful  mother  of  child¬ 
ren,"  we  heard. 

The  Three  Choirs  Festival  was 
founded  by  a  chancellor  of  Hereford 
and  is  today  an  integral  part  of  the 
life  of  the  three  cathedrals.  The 
Dean  and  Chapter  are  on  hand 


AT  YOUR  SERVICE 


★  A  five-star  guide  ★ 
DEAN:  Very  Rev  Robert  Willis. 
ARCHITECTURE;  Norman  **★ 
MUSIC:  Lavish  polyphonic 
style.  ★★★★★ 

LITURGY:  Five  Marian  psalms  framed 
by  antiphons,  sacred  songs,  a  hymn 
and  the  Magnificat.  ★*★★★ 
SPIRITUAL  HIGH:  Hard  work,  but  I 
did  my  best.  ★★★★★ 


throughout  to  chat  and  entertain 
visitors,  many  of  which  stay  in  the 
city  throughout  and  attend  many  of 
the  dozens  of  concerts,  services  and 
fringe  events  revolving  around  the 
cathedral  at  the  centre. 

But  the  church  was  not  always  so 


hospitable.  One  former  Dean  of 
Hereford  described  it  as  “the  abomi¬ 
nable  festival”  and  removed  the  key 
to  the  choir,  thus  preventing  visitors 
from  sitting  in  their  favourite  part  of 
the  cathedral.  And  on  another 
occasion,  at  Worcester,  the  Dean 
and  Chapter  banned  any  produc¬ 
tions  not  strictly  worship.  By  the 
turn  of  the  century,  Elgar  was 
involved  and  the  support  of  the  civic 
authorities  rescued  it  from  oblivion. 

The  festival  is  now  facing  the  new 
challenges,  such  as  secularism,  and 
growing  competition  from  other 
summer  musical  events.  Yet  Monte¬ 
verdi's  Vespers  was  sold  out  by 
spring  this  year,  a  sign  that  the 
demand  for  religious  music  in  its 
traditional,  ecclesiastical  setting  re¬ 
mains  strong.  Although  more  diffi¬ 
cult  to  listen  to  and  enjoy  than 
modern  church  music  or  traditional 
Benedictine  chant,  this  was  part  of 
what  made  it  at  the  end  a  satisfying 
and  rewarding  experience. 

•  Hereford  Cathedral,  The  Cloisters. 
Hereford  HRl  JNC  {pl-LC 359880). 


Church  services  tomorrow 


Fifteenth  Sunday  after  Trinity 
ST  ANDREWS  CATHEDRAL  Aberdeen: 

8  HC  10.15  S  Euch;  bJOCh  E. 

ARMAGH  CATHEDRAL  10  HC  II  Ch 
Euch,  Missa  Sancte  Albano  (Healey  Willan), 
The  Chancellor;  3.15  Ch  E,  Can  tale  Osmino 
(Piioni). 

BANGOR  CATHEDRAL  8  HC;  945 
Boreol  Weddi;  II  Euch.  The  Dean:  3.15 
Thanksgiving  far  Diana.  Princess  of  Wales. 
Bishop  of  Bangor. 

BELFAST  CATHEDRAL  10  HC;  11  S 
Euch.  Missa  collegium  regale  (Howells): 
3.30  Ch  E,  Noble  in  B  minor. 
BIRMINGHAM  CATHEDRAL  9  MP: 
9.15  HC;  II  Ch  Euch.  O  taste  and  see 
(Vaughan  Williams).  Vcn  J  Barton:  4ChE. 
BLACKBURN  CATHEDRAL  8  HC  9.15 
Ch  M:  KUO  Euch.  Canon  Galilee:  4  Ch  E: 
Avc  Marla  (Rachmaninov],  Canon  Hall 
BRECON  CATHEDRAL  8  H  Euch:  II  H 
Euch.  Canoa  E  Waste!];  3.30  E. 

BRISTOL  CATHEDRAL  College  Green: 
7.40  M:  8  HC  10  Ch  Euch,  Canon  Aiasrair 
Red  fern;  3  JO  Ch  E.  Canon  John  Simpson. 
CANTERBURY  CATHEDRAL  8  HC 

9  JO  M;  II  S  Euch.  Ave  Maria 
(Rachmaninov}.  Rev  M  Hayton:  3.15  E, 
Responses  (Rose);  6J0  Compline.  Rev  J 
Thacfcray. 

CARLISLE  CATHEDRAL  IOJO  S  Euch. 
Bread  of  heaven  (Waddy).  Canon  C  Hill;  3  E. 
CHELMSFORD  CATHEDRAL  7 JO  MP: 
8  HC  9 JO  Euch;  11.15  S  Euch.  Canon  D 
Knighbb  Ch  E.  Responses  (Rose). 
CHESTER  CATHEDRAL  7.45  L  S  HC:  10 
Euch.  The  Dean:  1 1  JO  Ch  M,  Te  Dcum  in  G 
(Sumsion).  Canon  T  Dermis:  3  JO  Ch  E.  630 
ES,  Canon  T  Dennis. 

CHICHESTER.CATHEDRAL  8  HG10 
M,  How  beautiful  upon  the  mountains 
(Stainer).  II  S  Each.  Rev  M  Maddocks:  3 JO 
E. 

CHRIST  CHURCH  CATHEDRAL  Ox- 
ford:  8  HC  10  M.  Rev  B  Castle  11.15  S  Euch. 
Canon  Wank  6  E.  St  Raul's  Service 
[Hotmflsl. 

COVENTRY  CATHEDRAL  7.40  MP,  8  C 
IOJO  Euch.  Missa  Brevis  (Battings);  5  Ch  E, 


Tc  liras  ante  terrain um  (Strategier)- 
DERBY  CATHEDRAL  S  HC  10.45  S 
Euch.  Comfort,  O  Lord  (Crutch).  Canon  S 
Barby.  6  Ch  E.  Stanford  in  G,  Rev  Canon  G 
Marshall. 

DURHAM  CATHEDRAL  8  HC  10  M.  O 
thou  the  central  orb  (Wood).  Canon  S  Pedky; 
11.15  HC  Canon  D  Brown:  3 JO  E.  Ave 
Maria  (Bruckner). 

ELY  CATHEDRAL  8.15  HC  10.30  S  Euch. 
Missa  Saocti  Joannis  dc  Deo  (Haydn).  Rev 
Canon  J  Inge:  3.45  E. 

EXETER  CATHEDRAL  8  HC  9.45  S 
Euch.  Missa  Brevis  in  D  major  (Mozart), 
The  Treasurer.  1 1.15  M;  3  E:  6  JO  ES.  Rev  G 
Daxter. 

GLOUCESTER  CATHEDRAL  10.15 
Euch:  The  Dean:  3  E.  Oculi  Omnium 
(Wood). 

GUILDFORD  CATHEDRAL  8  HC:  9.45  S 
Euch,  Canon  Dr  M  Pahner.  H. 15  M.  My  eyes 
for  beauty  pine  (Howells).  Canon  D  Bryant: 
6  JO  E.  Canon  J  Schofield. 

HEREFORD  CATHEDRAL  8  HC  10 
Euch,  The  Bishop  of  Ludlow:  II  JO  M.  The 
Lord  is  King  (Boyce):  3 JO  E.  Rev  Preb  R 
Sharp. 

LEICESTER  CATHEDRAL  8  HC  10  M; 
IOJO  Euch.  Sutnsiom  in  F.The  Chancellor;  4 
Ch  E.  The  Precentor. 

L1CHFI  ELD  CATH  EDRAL  8  HC;  10  JO  S 
Euch.  Mass  for  three  voices  (Byni).  The 
Treasurer:  3  JO  E.  .Responses  (Harris). 
LINCOLN. CATHEDRAL  7.45  L  8  HC 
9 JO  S  Euch.  The  Precentor:  11.15  M.  O  thou, 
the  central  orb  (Wood):  1230  HC:  3.45  E. 
Canon  N  Chamberlain. 

LIVERPOOL  CATHEDRAL  8  HC  IOJO 
Euch,  Canon  M  Eoyling;  3.  Diana.  Princess 
of  Wales:  A  Service  of  Memories  and 
Consolation,  Rt  Rev  D  Sheppard;  4  HC. 
LLANDAFF CATHEDRAL  7J0  M  and  L 
8  Euch,  The  Dean:  9  Parish  Euch.  Rev  R  L 
Fiard;  11 S  Euch.  Rev  M  R  ETomlinson;  12.15 
Euch;  3  JO  Ch  L  bJO  Parish  E.  Rev  Dr  J  C 
Baldwin. 

MANCHESTER  CATHEDRAL  8.45  M:  9 
Eudu  IOJO  S  Euch.  Canon  J  Atherton:  630 
E,  Let  all  the  world  in  every  comer  sing 


(Vaughan  Williams]. 

NEWCASTLE  CATHEDRAL  7 JO  M;  S 
HC  9 JO  S  Euch.  Canon  1  Bennetn  b  Ch  E. 
Sumsion  in  A 

NEWPORT  CATHEDRAL:  IOJO  Euch; 
6J0  Ch  E.  Drydnfaf  fy  Llygaid  fHopkin 
Evans). 

NORWICH  CATHEDRAL  7 JO  MP;  8 
HC  9.15  HC  IOJO  S  Euch.  Missa  Brevis  in 
D  (Mozart).  Canon  M  Pterham;  3 JO  E;  6 
Royal  British  Legion  Service. 
PETERBOROUGH  CATHEDRAL  9 JO 
M:  IOJO  Euch.  The  Chancdlon  3 JO  E. 
Christ,  whose  glory  fills  the  skies  (Darke). 
PORTSMOUTH  CATHEDRAL  S  HC 
9 JO  CHS  Euch.  bJO  K.  Canon  J  Hedges. 
RIPON  CATHEDRAL  S  Euch :  93 0  Euch: 
11  JO  M.  Te  Dcum  (Smart  in  F).  O  sing 
joyfully  (Batten):  I2J0  Euch.  Canon  E 
Eason:  5 JO  C  Rev  D  MurfeL 
ROCHESTER  CATHEDRAL  8  HC  9.45 
M;  10  JO  S  Euch,  If  ye  love  me  flail  is).  Canon 
E  Tomer.  3.15  E.  Stanford  in  A. 
SALISBURY  CATHEDRAL  8  HC.  Canon 
D  Durstan:  IQ  Euch  of  Requiem  (Faure). 
11  JO  M:  3  E,  Canon  D  Durstcm. 
SHEFFIELD  CATHEDRAL  8  HC.  10 
MP.  IOJO  S  Euch,  Rev  K  Jones;  6 JO  E, 
Stanford  in  A 

SOUTHWARK  CATHEDRAL  9  Euch.  II 
Ch  Euch.  Thy  Mercy.  Jehovah  ( Marcello):  3 
Ch  E:  6 JO  Ch  Euch. 

TRURO  CATHEDRAL  8  HC  9  M;  10  5 
Euch.  Darke  in  F:  6  E.  Canon  A  NeaL 

WELLS  CATHEDRAL 8  HC;9.45S  Euch. 
Missa  Brevis  in  C  (Mozart).  Rev  R  Lewis: 
11  JO  M:  3  E,  Chrisms  f actus  est  (Bruckner). 
WESTMINSTER  ABBEY:  10  M.  Rev  Dr  D 
Grey;  J1  S  Euch.  Rev  P  Cowell;  11.15  Abbey 
Euch,  Rev  J  Gmlall:  3  E,  Rev  C  Irvine;  345 
Organ  Recital:  6 JO  ES.  Rev  D  Hub. 

WINCHESTER  CATHEDRAL  IOJO  M. 
Canon  P  Morgan:  11  JO  Sung  E,  Mass  in  G 
minor  (Vaughan  Williams);  3  JO  E,  Rev  Dr  D 
Edwards. 

YORK  MINSTER:  8  HC  8.45  HC  10  S 
Euch;  it  JO  S  Euch,  Darke  in  F;  4  Service  of 
thanksgiving  for  the  life  and  work  of  Diana. 
Princess  of  Wales.  The  Archbishop. 


ST  ASAPH  CATH  EDRAL  Clwyd:  8  HC:  11 
Ch  Euch.  The  Canon  in  Residence:  3 JO 
Manorial  Service:  Diana.  Princess  of  Wales. 
ST  EDMUNDSBURY  CATHEDRAL  8 
HC  Canon  M  Shaw:  10  Ch  M  Euch.  Canon 
S  ftxfin;  1)  JO  M;  3  JO  Ch  Euch. 

ST  GEORGE'S  CATHEDRAL  South¬ 
wark;  8  .10  LM:  II  JO  Solemn  Mass;  5  EP  & 
Bcneditkm:  b  HM. 

ST  GILES'  CATHEDRAL  Edinburgh:  8 
HC.  Rev  D  K  Robertson:  10  HC  Rev  W  P 
Graham,  ]]  JO  MS.  Rev  W  P  Graham:  8  ES. 
Rev  J  Williams. 

ST  MARY'S  CATHEDRAL  8  Eudu  IOJO 
S  Euch.  Missa  Brevis  (Britten),  Rev  J 
Cuthbcn;  3  JO  Ch  E.  Fauxbourdoru  (Mount) 
ST  MACHARS  CATHEDRAL  Old 
Aberdeen:  II  MS.  Ado  ramus  te  Jesu  Quisle 
fHandl).  Rev  R  Frazer:  6  HC  Rev  R  Frazer. 
ST  PATRICK'S  CATHEDRAL  Dublin: 
SJO  Euch;  11.15  Memorial  Service  for  Diana, 
Princess  of  Wales;  3.15  Ch  E.  Prevent  us.  O 
Lord  (Byrd).  Canon  K  W  Cochrane. 

ST  PAUL'S  CATHEDRAL  London:  8  HC 
S.45  M:  II  S  Euch.  HeOeg  ist  dcr  Herr 
[Schubcnj.  Rev  J  Lees;  3.15  E.  Canon  J 
Halliburton. 

RUSSIAN  ORTHODOX  CATHEDRAL 
Ennismore  Gardens.  London,  SW7:  IOJO 
Divine  Lifurgy.  Kievan  and  traditional 
polyphony.  Met  Anthony. 

ALL  SOULS.  Langham  Place,  WI:  9 JO. 
II  JO  Rev  RTrisGbJO  Rt  Rev  M  Baughen. 
CHELSEA  OLD  CHURCH  SW3: 8  HC  10 
Children's  Service:  II C  Rev  Dr  P  Elw;  6  E. 
RevDrPElvy. 

CROWN  COURT  CHURCH  OF  SCCTT- 
IAND.  Covent  Garden.  WQ  11.15  Rev  S 
Hood;  6-30  E. 

HOLY  TRINITY  BROMPTON.  Bramp¬ 
ton  Road.  SW7: 9  HC  Rev  R  Thorpe;  11  C, 
Rev  S  Millar,  5  Inf  Service.  Rev  N  Lee:  7  JO 
Inf  Service.  Rev  N  Let 
THE  ORATORY,  Brampton  Road,  SW7: 7; 
8:  9:  1ft  II  Mass;  1130;  3  JO  Vesper*  & 
Bendiction;  4.30;  7. 

ARMENIAN  APOSTOLIC  CHURCH: 
Ivema  Gctns,  W&  11  Hedy  Mass,  Archbishop 
Y  Gidrian. 


WESTMINSTER  CENTRAL  HALL 
(Methodist).  SWI:  II.  Rev  Dr  P  Graves;  ti JO 
HC  Rev  J  Lampand. 

ST  ANNE  AND  ST  AGNES  (Lutheran), 
Gresham  St,  EC2:  11  Ch  Euch.  Rev  P  D 
Schmiege:  2  Swahili  HC  Preacher  Rev  A 
Sebahene. 

ST  BARTHOLOMEW  THE  GREAT. 
Smithfidd.  EC1:  9  HC:  11  Ch  Euch.  The 
Rector:  6 JO  E.  The  Recror. 

ST  BRIDE'S,  Fleet  Street,  EC4:  II  Ch  M 
and  Euch:  6  JO  Ch  E.  Canon  J  Oates. 

ST  COLUMBA'S  CHURCH  OF  SCOT¬ 
LAND.  Pont  Street,  SWl:  |]  Rev  w  A  Cairns, 
bJO  Rev  W  A  Cairns. 

ST  ETHELDREDA'S.  Ely  Place:  9  Mass;  11 
Sung  Mass. 

ST  GEORGE’S.  Hanover  Square.  WI:  830 
HC  II  S  Euch.  The  Rector. 

fF  £A£,EfS'  Gariickhyihc.  EC4:  IOJO  S 
Euch,  Rev  J  PauL 

ST  JAMES'S.  PiccadiJIy-.SJO  HCHS  Euch, 
Rev  D  Reeves;  5.45  EP. 

ST  JOHNS.  Stratford  E15:  II  HC  6-30  EP, 
Rev  M  Okello. 

R*8enLS  Park  Rd.  NWI:  8  HO 
9.45  CHS  Euch,  Rev  T  Devonshire  Jones. 

ST  jy£SG.£RET'S’  West“tinster,  SWI:  10 
M;  11  S  Euch,  Rev  PCouell:  3  E.-6J0ES. 
STT  MARTI N-IN-THE-F1  ELDS,  WC2:  8 
HC:  9.45  Euch.  Rev  C  Herbert;  1 1  JO  Viators 
to  LocxfonServke;  2.45  Chinese  Service.  Rev 
^  i*  5  Ch  E;  6  JO  ES.  Rev  F  CJaringbulL 

IE  ?^X^PBOfrs  CHURCH,  Kensing- 
S”1  Rev  FGelli;  11.15  Ch  M. 

Rev  F  GeUubJO  E,  Rev  M  Fuller. 

S^IV!^Y;71JE,V1RGIN-  Primrose  Hill:  8 
HC  IOJO  Euch.  Rev  S  Chrystal;  6  EP. 

Eaton  Square.  SWI:  8.15  HC 
10  Euch;  II S  Eudh.  Fr  D  B  Ttilyer. 

WMWBS.  Milner  St.  SW3:  8 
HC  1 1  M;  6J)  E.  Preb  M  McGowan. 

S'iniS?L  RO*A1-  Hampton  Court  Palace: 
oJU  HL. 

SS^SoC?APE]U  WeWngton  Barracks. 
SWI:  1|  HC.  RevLEMCluxron. 

ROYAL  naval  college  chapel 
Greenwich.  SEltt  11  S  Euch.  The  Chaplain. 
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Circle  line:  The  Ferris  wheel  in  the  Prater,  Vienna's  amusement  park.  This  was  the  scene  of  the  memorable  meeting  between  lime  and  Martins  in  The  Third  Man.  their  only  conversation  in  the  film 


Graham  Greene  famous¬ 
ly  changed  the  course  of 
cinematography  with  a 
single  sentence,  scrib¬ 
bled  on  the  flap  of  an  envelope:  "I 
had  paid  my  last  farewell  to  Harry 
a  week  ago.  when  his  coffin  was 
lowered  into  the  frozen  February 
ground,  so  that  it  was  with  incredu- 
Uty  that  1  saw  him  pass  by.  without 
a  sign  of  recognition,  among  a  host 
of  strangers  in  the  Strand.” 

Harry’s  full  name  is  Harry  Ume. 
played  by  Orson  Welles  in  Sir 
Carol  Reed's  51m  The  Third  Man. 
Greene  transposed  the  scene  he 
had  dreamt  up  in  London  from  the 
Strand  to  postwar  Vienna  and 
created  a  haunting  thriller  as  well 
as  a  treatise  on  morality  and 
friendship.  Unwittingly,  Greene 
also  wrote  the  best  travel  guide  to 
Vienna,  even  if  —  or  maybe  because 
—  it  is  50  years  out  of  date. 

Half  a  century  later,  on  another 
grey  and  dully  morning.  I  arrived 
in  Vienna  dutching  a  paperback 
copy  of  The  Third  Man.  My 
interest  in  Greene's  pre-Cold  War 
drama  had  recently  been  reawak¬ 
ened  bv  a  small  newspaper  article. 
Hollywood  apparently  wanted  to 
film  an  updated  remake  starring 
Jack  Nicholson  as  Harry  Lime  and 
Tom  Hanks  as  Rollo  Martins,  the 
friend  who  ends  up  hunting  lime 
after  his  funeral  turns  out  to  be  a 
fake.  So  far.  so  good. 

But  imagine  this.  “The  new 
version  will  be  set  in  1990s  Berlin, 
not  postwar  Vienna,  and  instead  of 
being  involved  in  the  penicillin 
racket,  Harry  Ume  will  use  Rus¬ 
sian  child  prostitutes  to  transfer 


toxic  materials  to  arms  dealers," 
the  article  said.  The  new  plor 
sounded  horrific,  but  changing  the 
venue  was  sacrilege.  1  headed  to 
Vienna  to  discover  why  city  and 
story  are  inextricably  linked. 

In  1947.  Greene  was  strolling 
around  the  bombed-out  diy  on  a 
scouting  trip  arranged  by  the  film 
producer  Sir  Alexander  Korda  and 
Carol  Reed,  the  director.  Greene 
spotted  most  of  the  locations  for 
The  Third  Man  on  this  first  trip. 
His  letters  mention  the  cemetery, 
the  sewers  and  the  cafes,  plus  other 
places  too  seedy  to  feature  in  the 
sombre  film. 

He  also  witnessed  the  absurdity 
of  the  four-power  administration  of 
Vienna.  Greene  immortalised  the 
postwar  atmosphere  of  suspicion 
and  fear  in  his  descriptions  of  the 
four-power  patrol  vehicles,  each 
staffed  by  a  Russian,  a  French,  an 
American  and  a  British  soldier. 

Stripped  to  its  roots  and  stumps 
by  Allied  bombings,  Vienna  re¬ 
vealed  its  true  colours  to  Greene. 
Today  the  sleepy  Austrian  capital  is 
cloaked  in  all  the  luxury  draping 
that  came  with  peace  and  prosperi¬ 
ty.  The  only  leftover  from  Russian 
occupation  is  the  continued  exis¬ 
tence  of  hammer  and  sickle  on  the 
Austrian  flag. 

But  in  the  late  1940s,  Vienna's 
soul  was  exposed.  Its  wealth  had 
been  destroyed,  its  citizens  were 
sickly  and  the  desperately  needed 
penicillin  was  sold  on  the  black 
market  by  characters  like  Harry 
Ume.  Vienna  was  a  morbid,  dark 
and  enigmatic  place.  Greene,  bur¬ 
dened  by  Catholic  guilt,  needed 


Oliver  August  goes  to  Vienna  to  see  if  he  can  rekindle 
memories  of  Graham  Greene’s  tale  of  The  Third  Man 


little  encourage-  » -4 

ment  to  portray  it. 

As  Greene  him¬ 
self  might  have 

done,  1  strolled 
down  the  Kiirtner-  a  j 
strasse.  Vienna’s 
main  shopping 
street,  where  Mar-  .  V^or  [jit, 
tins  first  heard  ■- 

about  Lime's  dubi- 
ous  death  in  a  ; 

small  bar  which 
“only  really  had 
one  drink  —  a 

sweet  chocolate  li- 
queur  that  the 
waiter  improved  at 
a  price  with  co-  " 
gnac".Thebar  had  .  hmLi^ 

gone,  of  cou  rse.  ■  '-VaRjv 

The  Karlner- 

strasse  today  looks  1  The  trouh! 
like  Oxford  Street 
minus  the  London  buses.  Wealthy, 
smartly  dressed  burghers  push 
past  the  pristine  wares.  Capitalism 
wiped  out  the  black  market.  A  four- 
power  domination  of  sorts,  how¬ 
ever,  still  exists.  The  scents  are 
French,  the  toys  German,  the 
spons  kit  American,  the  underwear 
British.  M&S  sits  directly  opposite 
St  Stephen's  Cathedral. 

I  was  looking  for  the  one  prop 
that  the  srory  of  The  Third  Man 
could  not  do  without  —  the  hollow 
advertising  kiosks,  probably  the 


<•  .•  v 


"  The  trouble  with  Harry:  Joseph  Gotten  as  Rollo  Martins 

ies.  Wealthy,  only  public  monuments  left  un-  berg  family, 

'ghers  push  touched  by  Allied  bombings.  These  Austrian  em 

i.  Capitalism  are  lOft-high  circular  billboards,  rhe  middle  ol 

irkeL  A  four-  and  in  The  Third  Man  they  had  the  last  rerr 

sorts,  how-  hidden  doors  that  |ave  access  to  euphoric  ~ 

*  scents  are  Vienna's  labyrinthine  sewerage  unsuccessful! 

term  an.  the  system.  Harry  Lime  used  the  From  there 
ie  underwear  sewers  to  get  around  the  dry  the  beginning 

ctly  opposite  undetected  by  the  four-power  pa-  flat  where  N 

1.  trols,  wading  knee-deep  through  Lime's  funei 

he  one  prop  the  echoing  tunnels.  But  the  kiosks  filmed  at  the 

Third  Man  had  disappeared  along  with  the  Palace  oppos 

-  the  hollow  ruins  and  rhe  rubble.  ish  Riding 

irobably  the  I  desperately  needed  some  local  arms  aroun 


^  expertise.  Through 

the  tourism  bu¬ 
reau  I  found  Elke 
Pittersberger.  a 
charming  guide  in 
her  late  twenties. 
Thankfully,  she 
-*  shared  my  obses¬ 

sion  with  black- 
and-white  1940s 
celluloid.  We  ex- 
r  changed  titbits  of 

i'.  wisdom  about  how 

•  ~  Greene  had  only 

written  the  book  as 
"raw  maten‘aI"  for 
the  film.  "The 

Efr'fllragSir  Th,ni  Man  was 

never  written  to  be 

■  rea<*  “  onW  seen" 

she  quoted  Greene. 
M*™  She  took  me  to 
o  Martins  the  Plan  am  Hof. 

where  the  Baben- 
berg  family,  founders  of  the  first 
Austrian  empire,  had  resided.  In 
rhe  middle  of  the  square  we  found 
the  last  remaining  kiosk.  1  was 
euphoric  —  although  1  searched 
unsuccessfully  for  a  secret  door. 

From  there  Elke  took  me  right  to 
the  beginning  of  the  siory,  to  Lime's 
flat  where  Martins  is  told  about 
Lime's  funeral.  The  scene  was 
filmed  at  the  sumptuous  Palavirini 
Palace  opposite  the  famous  Span¬ 
ish  Riding  School.  Waving  my 
arms  around,  1  inspected  the 


location.  I  formed  a  rectangle  with 
my  hands  and  looked  through  the 
lens-like  hole  while  spinning 
around.  Great  panoramic  shots. 
Maybe  we  should  put  the  camera 
over  there  ...  but  what  are  those 
tourists  doing  in  my  film? 

My  imaginary  debut  as  a  direc¬ 
tor  was  going  to  my  head.  My  film 
needed  a  touch  of  modernity,  1 
pandered  on  the  way  to  the  Prater. 
Vienna's  amusement  park  with  its 
famous  Ferris  wheel,  built  by  the 
British  engineer  Walter  Basset  in 
1897.  TheThird  Man’s  most  memo¬ 
rable  scene  was  filmed  here,  the 
only  conversation  between  Lime 
and  Martins  in  the  entire  story. 


Opposite  the  wheel  there 
now  stands  a  ride  called 
the  fmperaror,  a  stom¬ 
ach-churning  blur  of 
purple,  orange  and  green  with 
flashing  lights.  Next  to  the  grandfa- 
therly  Ferris  wheel,  if  looked  like  a 
dysfunctions}  youth  from  the  punk 
era.  Were  1  to  make  a  spiced-up 
version  of  the  film,  time  and 
Martins  would  probably  ride  this 
vehicle  wearing  cyber-goggles 
while  discussing  the  ethical  implic¬ 
ations  of  feeding  British  beef  to  the 
maddeningly  serene  Austrians. 

Now  for  the  finale.  Access  to  the 
sewers  is  blocked,  but  Elke  took  me 
as  close  as  you  can  get.  By  the 
Stadtpark  underground  station,  the 
dirty  stream  emerges  from  the  dark 
labyrinth  through  the  mouth  of  a 
giant  Art  Deco  tunnel.  The  situa¬ 
tion  is  more  grotesque  than  pictur¬ 
esque.  The  pompous  architects  who 
redesigned  most  of  Vienna  at  the 
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■  Oliver  August  travelled  with 
the  Austrian  National  Tourist 
Office  (0171-629  0461). 

■  Getting  there:  Three  nights  at 
a  duee^tar  hotel  with  Austria 
Travel  (0171-222  2420)  costs  £314 
B&B  in  September,  flying  bora 
Heathrow.  Travdscene  (DISM27 
4445)  has  a  similar  deal  from 
Garwkk  for  050.  Return  flights 
in  September  from  E219  with 
Austrian  Airlines  (0)71-434  730(f) 
and  from  £213  with  British 
Airways  (0345  222111).  both  from 
Heathrow.  Lauda  Air  6)171-630 
5924)  flies  from  Manchester  for 
£209  return  or  from  Gatwick  for 
E17S.  iTyou  stay  a  Saturday  night 

■  Hotels:  The  five-star  Sac  her 
Hotel.  I  Pbithsrmanikersirasse  4 
(00  431 51456).  has  single  rooms 
for  £135  a  night  and  doubles 
from  £216:  prices  include 
breakfast  and  are  valid  until 
March. 

■  Trips  to  the  Third  Man  sights, 
including  Harry  Lime's  sewers  at  ’ 
Friedensbrucke.  are  organised  by 
Dr  Brigette  Timmennann  and 
Dr  Friederike  Mayr  (00  431 774 
8901)  for  £7.90. 

■  Literary  Vienna:  The  Third 
Man,  by  Graham  Greene; 
(Penguin  (£5.99).  Other  novels  set 
(here  include  Setting  Free  the 
Bears  by  lahn  Irving,  The  last 
Walts  in  Vienna  by  George 
Clare.  The  Saddest  Summer  of 
Samuel  Shy  J.  P.  Donleavy, 
Mortality  and  Mercy  in  Vienna 
by  Thomas  pyncbon. 

■  Concerts:  Schubert  Haydn. 
Mozart  and  Strauss  concerts  are 
held  in  September  and  October, 
details  from  the  tourist  board 
(0171-629  0461;  Vienna  office: 
Kamtnerstrasse  38)- 

■  Guides;  City  Guide:  Vienna 
(Lonely  Planet  Publications, 
£5.95);  Eyewitness  Guide  to 
Vienna  (Doriing  Kinders  ley.  £12). 


turn  of  the  century  thought  nothing 
of  decorating  the  entrance  to  the 
savers  in  the  same  style  as  the 
Kaiser's  residence. 

In  a  vain  attempt  to  reach  the 
tunnel.  Lime’s  inner  sanctum  of  the 
underworld,  J  began  todimbdown 
a  brick  wall  above  a  vantage  point 
from  where  l  was  hoping  to  leap 
the  last  few .  yards.  Elke  had 
assured  me  that  the  airy  tunnel  did 
not  smell  despite  the  load  ir  was 
carrying.  “It’s  got  wind,"  she  had 
said,  possibly  aware  of  the  pun. 
Greene  even  wrote:  “The  main 
stream  smells  sweet  and  fresh  with 
a  faint  tang  of  ozone,  and  every¬ 
where  in  the  darkness  is  the  sound 
of  falling  and  rushing  water.” 

I  never  reached  it.  By  missing  a 
step,  I  adorned  the  front  of  my  shin 
with  layers  of  mud.  I  retreated  to 
the  cafe  at  the  Hotel  Sacher,  where 
Martins  had  stayed  —  and  where 
Greene  himself  was  a  guest  when 
plotting  his  story.  Looking  through 
my  imaginary  director’s  diary,  now 
a  wet  and  filthy  booklet,  I  con¬ 
cluded  that  my  version  of  The 
Third  Man  would  be  a  rather 
miserable  film.  The  sewers  were 
inaccessible,  the  moral  dilemmas 
had  gone  and  the  streets  had  been 
rebuilt  with  no  respect  for  the 
drama  projected  by  postwar  ruins. 

On  the  brighter  side.  I  had 
enjoyed  a  historical  tour  of  Vienna 
long  on  thrills  and  short  on  travel 
guide  histrionics.  And,  like  Mar¬ 
tins.  I  had  met  a  beautiful  Viennese 
woman.  Carrying  Greene’S  paper¬ 
back  guide  to  Vienna.  I  wandered 
off,  humming  Anion  Karas's 
haunting  melody  from  the  film. 
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The  Star  Flyer  is  an  unforgettable  sight  as  it  plays  hide-and-seek  among  the  islands  of  Phangnga  Bay.  The  teeth  and  tusks  of  the  Andaman  Sea,  these  unearthly  islands  rise  from  the  waves  like  the  summits  of  a  drowned  continent 

Whispers  of  sails  and  tropical  secrets 


SINGAPORE, 
that  skyscraper 
city  of  the  future 
on  Asia's  boom¬ 
ing  Pacific  Rim,  is 
the  world's  busi¬ 
est  seaport.  Every  day  more 
than  400  vessels  anchor  in  its 
busy  roadsteads,  but  ours  was 
the  only  tall  ship  in  sight 

The  order  came  to  hoist  sail. 
The  northeast  monsoon  wind 
was  blowing,  little  more  than 
a  languid  tropical  night 
breeze,  but  enough  to  take  us 
out  into  the  vast  harbour,  its 
horizon  ringed  with  ships’ 
lights.  Our  topgallant  sails 
shone  ghostly  white  in  the 
moonlight  but  this  was  no 
phantom  from  the  days  of 
Conrad.  She  was  the  Star 
Flyer,  a  four-masted  barquen- 
tine.  built  in  Belgium  only  six 
years  ago. 

Since  then  she  has  been 
steadily  expanding  her  hori¬ 
zons.  from  the  Mediterranean 
to  the  Caribbean.  Now  she  has 
gone  the  extra  mile,  to  cruise 
die  Far  Eastern  waters  of  the 
Malacca  Straits  and  the  Anda¬ 
man  Sea.  from  Singapore  to 
Phuket  in  Thailand. 

.  With  all  16  sails  set  to  catch 
every  last  nuance  of  the  mon¬ 
soon  breeze,  the  2356-tonne 
Star  Flyer  is  everyone’s  dream 
of  a  til  ship.  From  stem  to 
stem  she  measures  360ft.  Her 
main  mast  is  220ft  tall  —  taller 
than  Nelson’s  column  —  mak¬ 
ing  her  and  her  sister  ship. 
Star  Clipper,  the  tallest  tall 
ships  the  world  has  ever  seen. 

In  her  lines  and  sail  plan, 
she  is  no  different  from  the 
hard-driving  dippers  that  bat¬ 
tled  around  Cape  Horn  at  the 
rum  of  the  century,  but  there 
the  similarity  ends.  From  end 
to  end  she  is  stuffed  with  high- 
tech  nautical  gizmos. 

Cruising  aboard  the  Star 
Flyer  offers  what  the  travel 
trade  likes  to  call  “soft  adven¬ 
ture".  with  the  accent  on  soft. 
Certainly  there  is  nothing 
spartan  about  her  air-condi¬ 
tioned  cabins,  twin  swimming 
pools,  fine  dining  and  sniooth- 
as-silk  service. 

Yet  even  in  the  millpond 


conditions  of  the  Andaman 
Sea.  the  thrill  of  sailing  on  a 
tall  ship  is  undeniable.  This  is 
not  your  average,  impersonal 
floating  hotel  There  are  a 
maximum  of  170  passengers, 
far  fewer  than  any  cruise  ship. 
Lie  out  under  her  bowsprit  in 
the  widows’  nets  with  the 
waves  beneath  and  a  cloud  of 
canvas  above,  and  you  recog¬ 
nise  her  for  what  she  is;  a 
living,  breathing  being. 

And  who  better  to  be  the 
master  of  her  soul  than  Cap¬ 
tain  Charisma,  alias  Gerhard 
Lickfett,  the  last  man  in  the 
German  Merchant  Navy  to  be 
trained  on  a  working  square 
rigger.  Dressed  in  immaculate 
tropical  whites,  with  his  lean 
good  looks  and  thousand-mile 
stare.  Captain  Lickfett  and  the 
Star  Flyer  are  a  perfect 
marriage. 

Bom  in  Gdansk 
in  1937,  he  es¬ 
caped  from  war¬ 
time  Germany 
just  ahead  of  the 
Russians,  travel¬ 
ling  by  horse  and  cart  with  his 
mother  and  six  siblings  to  find 
safety  in  a  Danish  refugee 
camp.  But  the  day  that  truly 
changed  his  life  came  ten 
years  later,  when  he  saw  the 
"four-masted  barque  Pamir 
heading  down  the  English 
Channel  under  full  sail.  With¬ 
in  weeks  he  had  signed  on  as  a 
deck  bey  aboard  her  sister 
ship,  the  Passat. 

Morning  found  us  cruising 
north  through  the  Malacca 
Straits  in  a  sea  so  calm  that  I 
could  see  flying  fish  dancing 
on  their  tails  over  its  polished 
surface.  To  the  east,  jungle- 
dad  islands  rose  from  the 
water  like  the  dorsal  fins  of 
giant  fishes,  with  the  Malay 
peninsula  beyond. 

At  their  narrowest  paint 
these  waters  are  about  20 
miles  across.  On  the  Malay¬ 
sian  side  the  navigation  chart 
warns  of  13-metre  sand  waves, 
a  treacherous  maze  of  shifting 
banks.  On  the  Sumatran  side, 
countless  fish  traps  march  out 
from  the  mangrove  channels; 


A  cruise  aboard  the  Star  Flyer  combines  the  thrill  of  sailing  the  world’s 
tallest  ship  with  the  pleasures  of  a  romantic  cruise,  says  Brian  Jackman 
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Captain  Lickfett,  right:  a  passion  for  square  riggers 


and  in  between  lies  the  world's 
busiest  shipping  lane,  linking 
the  Indian  Ocean  and  the 
South  China  Sea- 
Pangkor  was  our  first  land- 
fell.  a  Malaysian  island  of 
coral  sand  beaches  where  fish 
eagles  circled  over  steep, 


rainfo rested  hillsides.  Once, 
this  was  a  pirates’  lair;  now 
fishing  and  tourism  are 
F&ngkor’s  mainstays. 

One  of  the  joys  of  cruising 
aboard  the  Star  Flyer  is  her 
ability  to  visit  places'  that  other 
cruise  ships  cannot  reach.  In 


the  Butang  Islands,  one  of 
Thailand’s  most  remote  archi¬ 
pelagos,  we  were  ferried 
ashore  by  Zodiac  inflatable 
dinghy  to  the  deserted  Koh 
Adang.  Here.  Crusoes  for  the 
day.  we  went  beachcombing 
for  cowrie  shells,  padding 


barefoot  across  drifts  of  sand 
as  soft  as  talc,  snorkelling 
among  swarms  of  reef  fish. 

The  colours  of  these  tropical 
seas  are  beautiful  beyond 
belief,  emerald  clear  in  the 
shallows,  purple  and  indigo 
where  coral-heads  blossom  in 


■  Brian  Jackman  travelled  with 
Premier  Holidays  (01787  S84Q31  for 
brochures  01223  516677  for  reservations). 

■  -Star  Clippers’  tail  ship  Star  Flyer  sails 
an  weekly  voyages  between  Singapore  and 
Phuket  from  mid-November  untQ  the 
end  of  March. 

Northbound  and  southbound  voyages 
have  different  itineraries,  so  you  could  take 
a  14-night  cruise  without  retracing  your 
steps. 

■  Premier  Holidays  offers  seven  nights 

on  board  Star  Flyer  between  Singapore  and 
Phuket  (or  vice  versa)  from  £961  per 
person,  if  booked  before  October  31. 

The  price  is  based  on  two  people 
sharing  a  cabin  and  indudes  full  board,  but 
not  Bights.  Including  flights  and 
transfers,  the  week  costs  from  £1,769  per 
person. 
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■  Other  options  include  a  16-night 
holiday,  including  14  nights  on  the  Star 
Flyer  and  two  in  the  Inter-Continental 
Hold  in  Singapore,  from  £2,420  per  person 
including  flights. 

■  From  May  until  September  1998.  the 
Star  Flyer  will  be  cruising  the  Greek 
islands,  using  Kusadasi  in  Turkey  as  her 
base.  Meanwhile  her  sister-ship.  Star 
Clipper,  will  be  sailing  in  the  Caribbean 
this  winter,  and  in  the  western 
Mediterranean  out  of  Cannes  next 
summer. 

■  There  are  also  places  available  on  the 
Star  dipper's  final  Mediterranean  voyage 
this  season,  departing  next  Saturday 


(September  13)  from  Cannes. The  ten-day 
itinerary  takes  in  Monte  Carlo.  Corsica. 
Minorca.  Majorca.  Formenlera,  Ibiza 
and  Marbella.  and  costs  £875  per  person, 
including  full  board  but  not  flights.  For 
details  of  all  these  sailings,  contact  Fred 
Olsen  Travel  (01473  292222). 

■  Health:  it  is  advisable  to  be  protected 
against  cholera,  tetanus,  hepatitis  and 
malaria.  Consult  your  GP. 

■  Reading:  Thailand  and  Malaysia  8 
Singapore  (Footprint  Handbooks.  £12.99 
each);  Alex  Garland's  navel  The  Beach 
(Penguin,  £5.99)  gives  a  flavour  of 
Thailand's  beaches. 

■  Tips:  Take  binoculars,  sunhaL 
sunblock,  insect  repellent.  Snorkels  and 
masks  are  provided  on  board,  but  it  is 
preferable  to  bring  your  own. 


the  deeps.  Yet  no  matter  how 
romantic  our  surroundings, 
the  Star  Flyer  enhanced  every 
anchorage  we  visited.  Out¬ 
lined  against  a  backdrop  of 
jungle-clad  hills,  the  sight  of 
her  white  hull  and  four  yellow 
masts  never  failed  to  stir  the 
emotions. 

Anchored  off  the  Thai  island 
of  Phi  Phi  Don,  she  lay 
beneath  sheer  limestone  cliffs 
in  a  bay  as  green  as  Chinese 
iade,  while  traditional  Thai 
longtail  boats  with  Viking- 
style  prows  and  noisy  out¬ 
boards  puttered  around  us, 
heading  for  the  tourist 
beaches. 

Six  years  ago,  said  Captain 
Uckfetr.  Phi  Phi  Don  was 
almost  as  deserted  as  Koh 
Adang.  Of  course,  it  could  not 
last  It  was  simply  too  beauti¬ 
ful  to  remain  unknown  for¬ 
ever.  Today  it  has  package 
hotels,  reggae  bars  and  beach- 
side  restaurants,  but  prices 
are  still  reasonable.  A  starlit 
supper  of  spicy  Thai  seafood 
—  fish  soup  with  lemon  grass, 
curried  prawns,  grilled  king- 
fish  cooked  with  ginger  —  still 
costs  less  than  £6  a  head. 

No  wonder  these  islands  are 
such  a  hit  with  the  backpack¬ 
ers.  On  Phi  Phi's  beautiful 
Long  Beach.  I  spoke  to  a 
couple  of  young  Danes  sun¬ 
bathing  outside  their  rented 
wooden  hut.  “To  stay  here 
costs  just  12S  baht  (£2.25)  a 
night,"  one  told  me.  “I  never 
knew  paradise  could  be  so 
cheap.” 

Acrossthewater  I 
could  see  a  small¬ 
er  island.  Phi  Phi 
Le,  renowned  for 
an  industry  even 
more  lucrative 
than  tourism.  Here,  in  lime¬ 
stone  caverns  the  size  of  cathe¬ 
dral  naves,  millions  of 
swallows  flutter  and  climbers 
risk  their  lives  to  harvest  the 
nests  for  Chinese  bird'S-nest 
soup.  So  highly  prized  is  this 
bizarre  delicacy  that  the  best 
nests  can  fetch  $2,000  (£1,250) 
a  kilo  in  Hong  Kang,  and  the 
caves  are  guarded  by  gunmen. 


Next  day  we  took  ro  the 
Zodiacs  again  to  photograph 
the  Star  Flyer  as  she  played 
hide-and-seek  among  the  is¬ 
lands  of  Phangnga  Bay.  near 
Phuket,  in  what  must  surely 
be  the  world’s  most  beautiful 
cruising  grounds.  These  un¬ 
earthly  islands,  the  teeth  and 
tusks  of  the  Andaman  Sea. 
rise  from  the  waves  like  the 
summits  of  a  drowned 
continent 

In  places  their  weather- 
stained  cliffs  have  been  under¬ 
cut  by  the  sea  or  pierced  by 
dripping  caves  encrusted  with 
stalactites;  and  in  the  heat 
haze  which  paints  everything 
a  hundred  shades  of  blue,  the 
bay  has  the  dreamlike  quality 
of  a  willow  pattern  landscape. 

Phangnga’s  most 
famous  land¬ 
mark  is  the  lime¬ 
stone  monolith  of 
Koh  Phing  Kan  — 
better  known  as 
James  Bond  Island  since  The 
Man  with  the  Golden  Gun 
was  filmed  there. 

But  I  preferred  our  visit  to 
Koh  Pannyi,  a  Muslim  fishing 
village  built  on  stilts,  like  a 
scene  from  Lord  Jim  with 
narrow  boardwalks  in  place  of 
streets,  winding  unsteadily  be¬ 
tween  a  warren  of  houses 
where  huge  All  Bate  jars 
caught  rainwater  from  the  tin 
roofs  and  bobtailed  cats  hunt¬ 
ed  for  leftovers  among  the 
restaurant  tables. 

Back  on  board  the  Star 
Flyer,  we  set  sail  for  Phuket, 
our  final  part  of  call.  As 
always,  this  manoeuvre  was 
accompanied  by  the  Vangelis 
theme  music  from  die  Colum¬ 
bus  film,  1492.  broadcast  over 
the  ship's  loudspeaker. 

Somehow  it  transformed  ev¬ 
ery  departure  into  a  coup  de 
theatre  in  which  every  passen¬ 
ger  had  a  walk-on  part.  Even 
now  its  refrain  haunts  me,  and 
I  remember  looking  back  at 
the  ship  for  the  last  time. 
Captain  Charisma  still  stand¬ 
ing  at  the  head  of  the  gang¬ 
way,  his  hands  pressed 
together  in  the  Thai  farewell. 


The  Caribbean  is  no  longer  the  only  port  of  call;  South  America,  the  Far  East,  the  South  Pacific  and  Antarctica  add  their  names  to  the  list  of  destinations 


Evade  the  Great  British  Win¬ 
ter  on  a  cruise  this  year,  and 
you  will  find  that  the  world, 
as  Arthur  Daley  might  say,  is  your 
lobster. 

An  influx  of  new  ships  during  the 
past  decade  has  left  the  Caribbean 
highly  competitive  and  even  passes. 
Winter  cruise  options  have  now 
expanded  beyond  the  Caribbean 
and  Canary  Island  runs  to  farther- 
flung  destinations  such  as  the  Far 
East.  South  America,  the  South 
Pacific  and  even  Antarctica. 

Nevertheless,  sun-seekers  also  in 
search  of  affordable  fun  and  relax¬ 
ation  cannot  do  much  better  than 
the  Caribbean.  The  ratio  of  fun  to 
relaxation,  however,  varies  from 
ship  to  ship. 

The  “party  ships”  of  Carnival 
Cruise  Line  (0171-729 1929)  place  the 
emphasis  on  frolics:  pool  parties, 
discotheques,  jazzy  entertainment 
and  facilities  of  styscraper  dimen¬ 
sions.  They  won't  break  the  bank, 
either.  The  Airtours  brochure  on 
Florida  and  the  Caribbean  (01706 
232323)  features  14-night  cruise- 


Where  to  shrug  off  the  winter  blues 


and-stay  holidays,  combining  a 
week  all-inclusive  in  the  Domini¬ 
can  Republic  with  a  week  aboard 
Carnival’s  Inspiration,  from  £1,124 
in  December  including  flights. 

More  sophistication  is  offered  by 
Carnival’s  Holland  America  Line. 
Norwegian  Cruise  line,  which  has 
the  former  liner  SS  Norway  as  its 
flagship.  Celebrity  Cruises  (famed 
for  its  Roux-designed  menus).  Roy¬ 
al  Caribbean  International  (stylish¬ 
ly  designed  big  ships),  and  PScO- 
owned  Princess  Cruises,  which 
retains  a  British  ambience  despite 
attracting  large  numbers  of 
Americans. 

Norwegian  Cruise  Line  (0800 
181560),  which  offers  Caribbean  fly- 
cruises  from  El, 745  for  nine  nights, 
and  Celebrity  Cruises  (0171-412 
0290),  whose  Caribbean  fly-cruises 
are  from  El 571  for  nine  nights,  are 
the  only  lines  that  keep  to  Caribbe¬ 


an  or  Panama  Canal  runs  in  the 
winter  months. 

Princess  Cruises  (0171-800  2468) 
offers  15-day  "Tropical  Combina¬ 
tion"  Caribbean  fly-cruises  from 
San  Juan  aboard  its  newest  ship, 
the  1.950-passenger  Dawn  Princess, 
from  £2,195. 

It  also  offers  17-day  fly-cruises 
around  Latin  America,  calling  at 
Chile,  the  Falkland  Islands,  Argen¬ 
tina  and  Uruguay,  from  £2,745, 
and  cruises  around  the  Far  East, 
Australia  and  India. 

Royal  Caribbean  (01932  820230) 
has  16, 17  and  18-day  cruises  of  the 
Far  East  this  winter,  alongside  a 
huge  range  of  Caribbean  itinerar¬ 
ies.  Far  East  fly-cruise  prices  start 
at  £2,699  for  16  days  ir.  November 
Caribbean  fly-cruises  start  at 
£1,499  for  nine  days  (departing 
between  November  29  and  Decem¬ 
ber  14). 


All  fares  quoted  are  per  person, 
as  published  in  the  brochures, 
based  on  a  minimum-grade  outside 
cabin,  since  most  people  prefer  a 
sea  view.  Port  taxes,  where  charged 
separately,  have  been  added. 

The  inside  cabins  are  cheaper, 
and  nowadays  few  people 
pay  the  brochure  price  for  a 
cruise  —  check  Teletext  for  late- 
availability  offers  or  check  with  the 
lines  for  details  of  discounts. 

The  Price  breakers  system  of 
Princess  Cruises  offers  discounts  to 
passengers  who  book  early,  while 
Royal  Caribbean  has  a  "break¬ 
through"  system  which  twitches 
prices  according  to  availability. 
Other  lines  have  similar  schemes. 

Both  Thomson  Holidays  (0990 
502562)  and  Airtours  (01706  232323) 
have  ships  in  the  Caribbean  this 
winter,  and  offer  good  cruises  on  a 


budget  Thomson  has  14-night 

cruise-and-stay  holidays  combin¬ 
ing  a  week  in  the  Dominican 
Republic  with  a  week  on  either 
Norwegian  Cruise  Line’s  Seaward 
or  its  own  ship.  Emerald,  from 
£1,199  and  £1,098  respectively. 

The  cruise-and-stay  options  of 
Airtours  include  a  combination 
based  in  Barbados  from  £1.194, 
with  a  seven-day  cruise  on 
Airtours’s  Carousel. 

At  the  other  end  of  the  price  scale 
is  the  four-mast  sailing  ship  Wind 
Song  of  Windstar  Cruises.  The  148- 
passenger  ship,  based  in  Costa  Rica 
from  December  until  April,  will  be 
operating  seven-day  South  Ameri¬ 
can  cruises  with  enormous  wildlife- 
spotting  potential.  It  may  cost 
£2,122  per  week  excluding  flights, 
but  this  ship  is  extremely  smart. 
Perks  include  in-cabin  CD  players; 
past  passengers  include  David 
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Bowie.  Details  on  0171-628  7711. 

Silversea  Cruises  (0171-613  4777) 
also  specialises  in  millionaires’ 
yacht-style  aruising.  and  this  win¬ 
ter  it  has  its  six-star  rated  ships 
Silver  Cloud  and  Silver  Wind 
exploring  South  America,  the 
South  Pacific  and  the  Far  Fast 

Prices  for  an  18-day  cruise  from 
Valparaiso.  Chile,  to  Buenos  Aires 
start  at  £7,095.  while  a  14-day 
Singapore  to  Bali  cruise  costs  from 
£5,795. 

Less  cash  buys  even  more  pa¬ 
nache  if  you  opt  for  an  Antarctica 
cruise  with  Orient  Lines  (0171-409 
2500).  Its  pretty.  915-passenger 
ship,  Marco  Polo ,  offers  a  series  of 
cruises  around  the  White  Continent 
from  E3^85  (outside  cabin)  for  a  13- 
day  round-trip  fly-cruise  from  Us- 
huaia  in  Argentina. 

Maria  Harding 


Where  will  you  drop  anchor'? 
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f  — Martin  visits  Austin,  the  Texan  state  capital  —  a  haven  for  dreamers,  music  lovers  and  barflies 
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usrin  may  be  ihe 
state  capital  of  Texas, 
but  the  only  stetson  I 
.saw  during  my 
whole  week  there  was  on  the 
head  of  Bill  Clinton,  who 
turned  up  at  a  re-election  rally. 
I  doubted  whether  this  uncool 
headgear  would  win  him 
many  votes  in  this  style- 
conscious  city. 

America  is  divided  into  two, 
a  French  sociologist  once  said: 
on  the  coasts  everyone  is  thin 
and  drives  small  cars:  and  in 
the  middle  everyone  is  Tat  and 
drives  big  cars.  New  York  and 
Los  Angeles  are  hip;  every¬ 
where  in  between  is  Hicks- 
vtile. 

On  the  basis  of  that  old 
stereotype  (which  admittedly  a 
lot  of  Americans  themselves 
share),  landlocked  Austin  is 
often  referred  to,  by  its  resi¬ 
dents.  as  the  third  coast  of  the 
United  States,  so  far  removed 
is  it  from  the  HicksviJJe  image. 

Almost  entirely  devoid  of 
cattle,  ofl  and  cowboys,  it  has 
long  been  rated  as  one  of  the 
live  music  capitals  of  the  world 
by  the  cognoscenti,  and  Aus¬ 
tin's  popularity  with  the  film 
industry  is  fast  making  it  an 
alternative  Hollywood  —  the 
annual  Austin  Rim  Festival  is 
held  next  monlh. 

The  primary  reason  for  my 
visit  —  l  was  studying  at  the 
American  History  library  on 
the  University  of  Texas  cam¬ 
pus  —  was  to  do  some  archival 
detective  work  on  the  attempts 
of  a  group  of  European  settlers 
in  the  19th  cenrury  to  create  a 
Texan  utopia. 

The  Europeans  had  settled 
on  the  hills  outside  the  then- 
new  town  of  Dallas,  200  miles 
north  of  Austin,  but  their 
utopian  dreams  (and  lack  of 
practical  skills  —  they  had 
more  violinists  in  their  group 
than  farmers)  proved  no 
match  for  that  town's  entre¬ 
preneurial  zeal. 

Perhaps  they  would  have 
had  more  luck  at  turning  their 
dreams  into  reality  had  they 
come  to  Austin,  which  is  so 
much  more  receptive  to  intel¬ 
lectuals  and  dreamers. 

I  led  a  Jekyll-and-Hyde  exis¬ 
tence,  poring  over  books  and 
manuscripts  by  day,  and 
emerging  by  night  on  my  own 
quest  for  .utopia,  doing  my  best 
research  in  die  bars  and  cafes 
of  the  city. 

The  university  campus  itself 
js  enormous  —  you  need  a  bus 
or  a  car  to  get  around  it.  My 
desk  looked  out  on  an  im¬ 
mense  cement  sarcophagus 
where  the  Sixties  are  buried  — 
the  Lyndon  Baines  Johnson 
library  and  Museum. 

After  studying  in  the  library, 
f  would  visit  the  museum  for 
its  tour  of  the  decade  via  a 
replica  of  the  Oval  Office, 
several  floors  of  red  document 
boxes  (visible  behind  a  glass 
wall),  and  absolutely  no  men¬ 
tion  of  the  theory  (which  1 
heard  a  hundred  times  in 
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Dallas)  that  LBJ  was  pari  of 
the  conspiracy  ro  assassinaie 
President  Kennedy. 

Bur  some  part  of  the  Sixties 
lives  on  in  the  dry.  where 
every  bar  and  restaurant  in 
town  boasts  a  live  band  or 
singer.  Where  should  1  start 
with  this  embarrassment  of 
riches? 

"  Depends  on  what  you  like." 
Scon,  a  campus  mariachi  with 
a  guitar  looped  over  fus  shoul¬ 
der,  toJd  me.  "You  want  plain 
old  country,  you  go  to  the 
Broken  Spoke.  But  you've  got 
blues,  jazz,  fusion,  experimen¬ 
tal,  Mexican,  crossover,  psy¬ 
cho-rockabilly  . . ." 

“OK.  but  what  is  "psycho- 
rockabilly'  anyway?”  T  asked, 
baffled  by  the  multiplying 
genres. 

“Iris  like  rockabilly,"  he 
replied,  “but  on  drugs." 

1  caught  a  bus  downtown. 
“How  much  to  Sixth  Street?"  I 
asked  the  driver.  “About  $40." 
he  replied,  “depending  on  how 
much  you  drink." 

Sixth  Street  is  a  solid  strip  of 
sound,  mixed  with  margari- 
tas.  Music  bursts  out  of  door¬ 
ways  and  pours  down  off 
rooftops.  But  although  essen¬ 
tial,  Sixth  Street  is  almost  too 
papular  if  you  want  to  be 
reallyhip. 


S 


o  one  night  I  took  in 
the  Continental  Club 
on  South  Congress,  a 
Rfties-style  bar  (which 
really  dates  from  the  Fifties) 
with  a  Sixties-style  group. 
“The  Friends  of  Dean  Marti¬ 
nez"  rocking  on  stage.  The 
joint  was  already  jumping  at 
7pm.  and  it  carried  on  rocking 
into  tile  small  hours. 

Another  night  I  ended  up  at 
the  Cactus  Cafe  where  Darden 
Smith,  a  tall,  stringy  local  boy, 
was  crooning  his  bittersweet 
“folk  rock"  (not  “psycho",  1 
think). 

Not  only  was  he  nothing  like 
a  cowboy  country  and  western 
ringer,  he  even  had  a  song 
about  being  a  vegetarian  who 
hates  barbecues.  I  liked  the 
guy  so  much  1  put  him  in  my 
pocket  and  took  him  home 
with  me  in  the  shape  of  one  of 
his  Trouble  No  More 
cassettes. 

The  Cactus  Caffe  is  on  col¬ 
ourful  Guadeloupe  Street, 
where  campus  spills  over  into 
town.  The  imposing  Church  of 
Scientology  was  offering  a  free 
stress  test  on  the  other  ride  of 
the  street. 


""The  stretch  of  bars  and  dubs  along  Sixth  Street  produces  a  solid  strip  of  sound,  mixed  with  margaritas.  Music  bursts  out  of  doorways  and  pours  down  off  rooftops 


“Do  you  suffer  from  stress 
very  much?"  said  the  smiling 
evangelist  as  he  hooked  me  up 
to  something  like  a  lie  detector. 

“1  hoped  you  were  going  to 
tell  me  that."  1  said. 

“OK."  he  said,  “what  kinds 
of  things  stress  you?" 

“Stress  tests  apparently."  1 
said,  my  stress-response  meter 
going  through  the  roof.  He 
assured  me  that  a  copy  of 
Pianettes  by  L.  Ron  Hubbard 
would  solve  all  my  problems, 
but  I  sought  more  immediate 
treatment  in  Dr  Quacken- 
bush*s  Intergaladic  Cafe,  just 
down  the  road,  where  they 
make  the  best  coffee  in  town 
and  even  have  a  roomy  "loaf¬ 
ing  lounge". 

Here  a  girl  with  black 
lipstick  maintained  that  1  was 
an  American  actor,  and  was 
only  faking  my  English  ac¬ 
cent.  Nothing  I  could  say 
would  persuade  her  otherwise. 

But  tit  is  was  nut  ioo  surpris¬ 
ing  in  a  city  so  popular  with 
the  film  fraternity.  Austin  may 
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■  Getting  there  British  Airways  (0345 
222111)  flies  fcwn  Heathrow  via  Chicago,  or 
from  Gatwick  via  Dallas,  with  return 
fares  from  €630  in  September.  £537  in 
October  and  £464  from  November 
excluding  tax.  Continental  Airlines  (u*w 
776464)  flies  to  Austin  from 

Houston,  and,  United  Airlines  fpM 
9900)  flies  from  Heathrow  via  Chicago, 

at  similar  prices.  . 

■  Where  to  stay.  Hobday  Inn,  Austin 
Town  lake  (001 512 472 8211.  bxoar. 112472 
463ft-'  single  and  double  rooms  from 

100)  to  £95  ($150)  a  night,  excluding 
Radi  Jn  Hotel  11IE  FW 
street  near  Sixth  Street  (001 512  478  9MU 
fax  001 516  473  8399);  singles  and  doubles 
from  £63  ($100)  to  £83  ($130)  a  rnght 

477 1830k  doable  room  with  continental 


breakfast,  £33  ($50).  Sunday  to 
Thursday.  £40  ($62)  Friday  and  Saturday. 

■  Austin  sounds  Depending  on  your 
taste  in  music  virtually  every  bar  and  caffe 
on  Sixth  Street  will  offer  something  to 
please.  Also:  Cactus  Cafe  at  Guadeloupe 
and  24th  Street  Continental  Club.  1315 
South  Congress  Avenue;  Elephant  Room, 
315  Congress-  For  traditional  country 

and  western:  The  Broken  Spoke.  3201  South 
Lamar  Boulevard, 

■  Film  festival:  Big  names  at  the  Austin 
Film  Festival,  from  October  2-9.  include 
Oliver  Stone  and  Dennis  Hopper, 

Details  on  001 5124784795. 

Red  tape  British  citizens  do  not  need  a 
visa  to  visit  America  as  tourists. 

For  further  information  on  Austin,  and 
the  State  of  Texas,  call  0171-978  5233  or  fax 
0171-924  3134. 


once  have  been  associated 
with  the  Seventies  horror  film 
Texas  Chainsaw  Massacre, 
which  was  filmed  here,  but  the 
cull  19«1  film  Slacker,  shot 
around  the  University  of  Tex¬ 
as  campus,  is  rather  more  in 
keeping  with  the  city's  contem¬ 
porary  ethos,  chronicling  the 
aimless  lives  of  a  disparate 
group  of  Austin  students,  mu¬ 
sicians,  caffe  philosophers, 
wandering  minstrels  such  as 
Scon,  and  the  dispossessed 
underemployed. 

Today.  Quentin  Tarantino 
urganises  his  own  impromptu 
film  festival  whenever  he 
passes  through,  showing  hor¬ 
ror  and  gangster  films  till 
dawn,  and  there  was  even  a 
rumour  that  Steven  Spielberg 
was  planning  to  move  in. 

"God,  1  just  hope  Woody 
Allen  doesn’t  come  here  too," 
said  Julia  Null  Smith  from  the 
Texas  Film  Commission,  "he’ll 
never  leave!"  I  could  see  her 
point. 

This  is  an  intellectual's  city, 
where  1  kept  running  into 
brain-drained  English  aca¬ 
demics.  According  to  the 
American  Booksellers’  Associ¬ 
ation.  Austin’s  citizens  buy 
more  books  than  any  others  in 
America,  at  its  70  bookstores. 
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ti  contrast  with  Dallas. 
Austin  dues  not  have  a 
brash  glass  skyline,  nor 
does  it  want  one.  Strict 
planning  controls  keep  it  that 
way.  Dallas  was  the  city  par 
excellence  of  the  Eighties.  Aus¬ 
tin  is  much  more  Nineties: 
understated,  mostly  brick  and 
wood.  If  doesn’t  try  to  self  itself 
and  doesn’t  need  to. 

When  I  flew  out  from  Dal¬ 
las.  that  city  came  as  some¬ 
thing  of  a  culture  shock  after 
Austin,  but  it  also  restored  my 
faith  in  stereotypes. 

Joe  drove  me  from  the 
airport  in  his  “Cowboy  Cab” 
car,  recommending  a  hot  dub 
with  a  wet  T-shirt  and  shortest 
shorts  show  on  the  way.  When 
1  told  him  1  was  going  to  Paris 
soon,  he  said  he  would  sure 
like  to  see  the  Leaning  Tower 
of  Pizza  one  day. 

As  the  conversation  contin¬ 
ued.  the  dialogue  grew  more 
surreal,  as  driver  Joe  told  me: 
“Go  too  fast  here  and  the 
police'll  fake  you  straight  to 
jail  —  less  you  can  talk  tm  out 
of  it  real  fast” 

"You  mean  something  like 
'my  wife's  going  to  have  a 
baby?*  “ 

“Well,  congratulations!  Do 
you  wanna  boy  or  3  girlr 
“Jne.  that  was  just  a 
hypothesis." 

'“A  hypothesis?  You  just 
want  to  keep  it  a  surprise, 
don't  you  now?" 
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t77i/'ee  magnificent  ships. 

of  fabulous  cruises. 
(3-ne  essential  '98  brochure. 

3fu$  masses  of  early  booking  savings  l  Fbra  brochure  caU: 

Only  Cunard  offers  you  such  a  tempting  choice  of  cruising  styles  0800  000  500 

for  '98.  The  grandeur  of  the  one  and  only  QE2.  The  classic  elegance  quoting  TTM/B1  or 

of  Vistafiord.  The  sophistication  and  spaciousness  of  Royal  Viking  to  book' 

see  your  travel  agent  or 

Sun.  Only  Cunard  could  dream  up  such  a  superb  choice  of  „  _ _ . _ 

call  cunard  on: 

desirable  destinations  worldwide.  And  only  Cunard  would  offer 
such  generous  early  booking  discounts  too.  So  get  your  copy  of 

Cunard^  ‘Art  of  Cruising’  brochurenow.  ifs  toe  only  one  you'll  need.  wwwvcunardline.com 

To:  Cunard,  Brochure  Dept,  FREEPOST SL2163,  Slough  SL1  4BR. 

Please  send  me  a  copy  of  The  Art  of  Cruising' brochure. 

_  :  vs? 

Name . 

Address . * . 

\k: 

Postcode .  Tel  no . . .  tim-m 


Queen  Elizabeth  2  •  Royal  Viking  Sun  •  Vistafiord 


CUNARD  mOUNTRMILN  HOUSE  GKOSVENOk  SpJlARE,  SOUTHAMPTON  SOISZBt. 
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DYLAN  MARTHE2 


The  fall  of  communism  has  added  many  new  destinations  to  the  tourist  map,  say  Cath  Urquhartan^Qj^j^^ 

No  borders 

0  driver  ana  guiur.  aituiiuiiuuouuii 

for  tourists  sfi&u 


The  hammer  and  sickle  used  to  be  a  sign  that  tourists  were  not  welcome,  but  not  any  more 


The  Cuba  Libre  might  be  a 
blend  of  rum,  cola  and  ice 
but  today  the  name  sounds 
more  like  a  metaphor  for  change. 
Cuba  might  not  be  entirely  libre. 
but  its  attitude  towards  the  tourist 
dollar  hies  certainly  loosened  up. 
as  the  dozens  of  charter  flights 
heading  into  Havana  now  testify. 

Cute,  is  not  alone.  Around  the 
world,  once-strict  socialist,  com¬ 
munist  and  even  totalitarian 
states  are  now  opening  to  visitors. 
Here'S  our  guide  to  the  only 
political  party  that  spans  the  globe: 
the  Holiday  Party. 

ARMENIA 

Travellers  rarely  ventured  into  the 
smallest  Soviet  republic  but  since 
the  collapse  of  the  USSR,  tourism 
has  slowly  taken  off.  with  deter¬ 
mined  visitors  attracted  to  its 
churches  and  mountain  scenery. 

Sunvil  (0181-568  4499)  has  places 
on  a  ten-night  tour  of  die  country, 
departing  September  13.  and  visit¬ 
ing  Etchrruadzin.  Sardarabad. 
Lake  Sevan,  Garni  and  Geghart 
The  trip  costs  £964  including 
flights  via  Amsterdam,  accommo¬ 
dation  in  a  three-star  hotel  in  the 
capital,  Yerevan,  and  excursions. 

BERLIN 

Since  the  wall  came  down,  the  city 
has  become  one  of  Europe's  trend i- 


ies  travelling  between  Hanoi  and 
Ho  Chi  Minh  City,  as  Saigon  is 
now  known:  an  eight-night  visit, 
including  flighrs  to  Vietnam  and 
two  internal  nights,  a  private 
driver  and  guide,  accommodation 
and  all  meals  costs  £1.620. 


est,  and  it  will  take  an  even  more 
important  role  after  it  becomes  the 
German  capital  in  1999. 

City  break  specialist  Tune  Off 
(0990 846363)  oners  deals  such  as  a 
two-night  break,  flying  to  Berlin 
with  British  Airways  from  Heath¬ 
row  or  Gatwick.  for  £310.  includ¬ 
ing  B&B  at  a  three-star  hotel, 
transfers  and  taxes.  Price  valid 
until  the  end  of  October. 

MONGOLIA 

Free  market  reforms  are  slowly 
taking  hold  and  red  tape  is  being 
cut  back,  making  visits  much 
easier. 

Steppes  East  (01285  S1Q267)  of¬ 
fers  trips  including  the  Riding 
With  Eagles  tour.  Sightseeing  in 
the  capital,  Ulan  Bator,  is  com¬ 
bined  with  several  days'  horse¬ 
back  riding  in  the  west  of  the 
country,  where  you  meet  Kazak 
eagle  hunters.  The  twoweek  nip 
costs  from  £2270  including  accom¬ 
modation  (in  gers.  Mongolian 


tents,  when  in  the  countryside),  all 
meals,  flights  and  transfers,  and  is 
available  between  June  and  Octo¬ 
ber  1998. 

NORTH  KOREA 

lr  is  all  but  closed  to  the  West  but 
those  determined  to  see  North 
Korea  can  call  Regent  Holidays 
(0117  921  1711).  which  offers  a  ten- 
night  trip  ra  China  and  North 
Korea,  including  flights  to  Beijing, 
two  nights  in  the  Chinese  capital, 
train  ticket  to  North  Korea's 
capital  Pyongyang,  accommoda¬ 
tion,  all  meals  and  tours  there,  and 
costs  £1.905  departing  on  October 
9,  and  £1220  departing  on  Novem¬ 
ber  13. 

VIETNAM 

The  communists  are  still  in  power, 
but  thanks  to  doi  moi  —  Vietnam's 
version  of  perestroika  —  they  now 
welcome  tourists  with  open  arms. 

Asia  World  Travel  (01483 
730808)  offers  tailor-made  itinerar- 


Tourists  are  reruming  to  Croatia's 
beaches,  and  this  winter  the  first 
British  holidaymakers  will  again 
be  able  to  ski  in  Serbia. 

A  week's  skiing  at  Kopaonik 
with  TTiomson.  with  halfboard  at. 
the  Hotel  Grand,  leaving  Gatwick 
on  December  27.  costs  E495  exclud¬ 
ing  ski  pass  and  hire  of  sld 
equipment.  For  ski  holiday  book¬ 
ings,  call  0990  329329  (group 
bookings  0990  502300). 

ZANZIBAR 

The  island  is  now  a  mellow  haven 
but  it  was  formerly  known  as  the 
Cuba  of  Africa. 

Somak  (0181-123  3000)  offers 
various  holidays  on  Zanzibar, 
flying  with  Kenya  Airways  via 
Nairobi  or  Mombasa.  Five  nights’ 
B&B,  flights  and  transfers,  cost 
£835- £904.  depending  on  accom¬ 
modation  chosen,  departing  be¬ 
tween  December  15  and  January  3. 

■  All  prices  quoted  are  per  per¬ 
son ,  based  on  two  sharing  a  room. 


Cuba,  where 
one  man  is 
an  island 


Castro  rules, 
but  Che 
Guevara  is  the 
face  you  see 
everywhere.  By 
Jo  Foley 


There  is  hardly  a  sur¬ 
face  in  Havana  —  or. 
Cor  that  matter, 
throughout  Cute  — 
that  has  not  at  some  time  or 
another  been  decorated, 
stamped  or  adorned  with  the 
face  of  one  man.  Whether  it's  a 
T-shirt,  a  beermat  or  a  munici¬ 
pal  monument,  the  face  that 
launched  a  million  postcards, 
the  face  of  Che  Guevara,  looks 
out  at  you. 

It  is  one  of  the  great  faces  of 
the  20th  century  —  wild, 
romantic,  iconic.  The  revolu¬ 
tionary  spirit  personified. 
How  appropriate  then,  that 
almost  30  years  after  his 
execution  in  Bolivia,  Che’s 
remains  were  unearthed  earli¬ 
er  this  summer  and  returned 
far  a  hero's  burial  in  Cuba. 
The  anniversary  of  his  death 
falls  on  October  9.  and  there 
are  plans  to  move  his  remains 
to  a  mausoleum  next  month. 
For  if  Che's  former  colleague 
‘and  comrade-in-arms.  Fidel 
Castro,  is  the  president  and 
the  head  of  this,  the  Caribbe¬ 
an's  largest  island,  Che  is  the 
face  of  Cuba. 

Indeed,  h  is  one  of  the  first 
sights  you  see.  as  you  drive 
from  Havana's  international 
airport  into  the  dty.  In  the 
Plaza  de  la  Revolution,  one  of 
those  vast  squares  built  simply 
for  showing  off  weapons,  ar¬ 
mies  or  manoeuvres,  it  is  not 
the  size  of  it  that  grabs  your 
attention,  nor  the  huge  phallic 
monument  at  its  centre,  but  to 
one  side,  on  the  wall  of  the 
eight-storey  Ministry  of  Inter¬ 
nal  Affairs,  a  wrought  iron 
image  of  that  face,  the  full 
height  of  the  building. 

And  for  a  country  still 
feeling  its  way  towards  tour¬ 
ism  and  a  tentative  embrace  of 
capitalist  principles,  the  ro- 


PJCTURES 


Fifties  American  cars  can  be  hired  —  but  hire  a  driver  too 


mance  of  Che  is  exactly  what 
Cute  needs.  For  if  you  couple 
the  romantic  yearnings  of  the 
late  20th  century  with  the 
desire  to  find  a  relatively 
unspoilt  island  and  a  people 
who  know  how  to  have  fun, 
you  have  a  winning  formula. 

The  infrastructure  is  getting 
better,  mostly  because  of  the 
huge  investments  pouring  in 
from  Canada  and  Central 
America.  Vast  new  hotels  are 
being  built  on  the  coast  at 
Varadero,  about  90  miles  to 
the  east  of  Havana  —  many 
built  on  all-inclusive  lines,  so 
visitors  need  not  pay  extra  for 
food,  drinks  or  watersports. 
But.  despite  the  building  work, 
the  beach  at  Varadero.  11  miles 
of  soft,  white,  powdery  sand 
and  calm  sea.  is  big  enough 
not  to  feel  crowded. 

Most  visitors  divide  their 
time  between  Varadero — once 
the  holiday  home  of  Al  Capone 
—  and  Havana.  Indeed,  links 
with  the  mob  and  the  more 
muscular  side  of  American 
gangsterism  are  all  around. 


The  capital's  most  famous 
hotel,  tiie  National,  was  built 
by  the  mob  in  the  Thirties  and 
was  visited  by  everyone  of 
note,  from  royals  to  rogues  to 
roues.  Photographs  of  former 
guests  decorate  one  side  of  the 
bar  —  tiie  Duke  of  Windsor 
rubs  shoulders  with  Johnny 
Weismuller,  American  mob¬ 
ster  Meyer  Lanski  squares  up 
to  John  Wayne,  while  Frank 
Sinatra  dances  with  Ava 
Gardner  and  George  Raft,  the 
actor  with  Mafia  connections, 
trips  along  with  Betty  Grable. 


Al 


air. 


CORSICA 


Southern  Ferries  are  passenger  agents  for  SNCM 
Fenryterranee,  the  French  car  ferry  operator  sailing  to 
the  beautiful  island  of  Corsica  by  the  shortest  most 
convenient  routes  from  Marseilles,  Toulon  and  Nice. 

Our  fleet  takes  you  and  your  car  in  luxury,  and 
at  speed,  (from  2%  hours)  from  Nice  to  Corsica. 
Cal)  now  for  timetable,  bookings  and  details  - 
0171  491  4968  Monday  to  Friday  9am  -  5pm. 


SOUTH  E  RN 
FERRIES 

Our  fleet  takes  you  and  your  car  further. 

Southern  Ferric*,  DapL  DM,  179  PIccadBy.  London  W1V  906 
H*  0171 491 4968  Fare  0171 491 3502 
Southern  Fenes  A  moifcer  of  end  bonded  by  he  PSA. 


I  though  it  has  been 
recently  much  re¬ 
stored,  the  hotel  still 
has  a  slightly  raffish 
with  its  fumirure  and 
fittings  not  quite  up  to  the 
standards  of  international  lux¬ 
ury.  The  surrounding  streets 
have  an  equally  shambolic 
fed,  bedecked  with  the  city's 
few  cars,  most  of  them  magnif¬ 
icent  American  models  of  the 
1950s:  huge  gleaming  Buicks, 
sharp-looking  Dodges,  the 
odd  Lincoln  and  the  occasion¬ 
al  stretched  Chewy. 

The  Cubans  are  nothing  if 
not  resourceful,  and  when 
America  imposed  its  trade 
embargo  in  1959  —  still  in 
place  —  they  could  neither  get 
body  nor  engine  parts  for  the 
autos,  so  they  improvised. 
Clapped -out  bodies  were  weld¬ 
ed  together  for  the  stretched 
limo  lode,  while  most  of  the 
engines  have  been  imported 
from  China.  Petrol  is  expen¬ 
sive,  further  reducing  the  traf¬ 
fic.  But  position  one  of  these 
pale  turquoise  machines  with 
gleaming  chrome  tail-fins  in  a 
street  full  of  18th-century 
Spanish  villas  and  you  have  a 
holiday  snap  you  will  never 
get  anywhere  else.  Many  cars 
are  for  hire,  but  it  is  best  to 
hire  the  driver  too,  for  outside 
the  city  signposts  are  few  and 
far  between. 

Che's  car  is  here,  too,  in  the 
city's  Automobile  Museum  in 
Old  Havana  —  having  nar¬ 
rowly  survived  being  driven 
by  Jeremy  Clarkson  on  his 
Motorworid  programme  on 
BBC2  last  Monday.  It’S  a  59 
Chevrolet  green  with  a  cream 
roof — some  cool  dude. 

Old  Havana,  with  its  nar¬ 
row  streets,  beautiful  houses. 


The  wild,  romantic  and  iconic  Che  Guevara  was  executed  30  years  ago  next  month,  yet  his  face  still  adorns  T-shirts,  beermats  and  postcards 


■  Jo  Foley  travelled  to 
Cuba  with  Kuoai  (01306 
742222).  which  offers  deals 
including  a  six-night  escorted 
Discover  Cuba  tour, 
visiting  Havana.  Faro  de  Luna. 
Trinidad,  Scant!  Spiritus. 
Rancho  Haiuey  and  La 
Gcanjita.froffi  £609  per 
person  between  September  20 
and  October  31.  Departures 
are  from  Gatwick  on  Tuesdays. 
Thursdays  and  Saturdays. 


■  The  Discover  Cuba  tour, 
followed  by  seven  nights  on 
the  beach  al  Varadero. 
costs  from  £925  per  person 
between  those  dates.  Between  November  I 

and  December  14,  the  Discover  Cuba  tour  starts  al 
£599,  and  with  the  extra  week,  prices  start  at 
£899.  Prices  are  based  on  two  people  sharing  a 
room  and  include  meals  while  on  lour,  and 
half  board  on  the  beach. 

■  A  six-night  two-centre  holiday,  with  three 
nights  in  Havana  and  three  nights  in  Varadero. 
costs  from  E553  per  person  from  September  20 
to  October  31.  including  accommodation,  flights 
from  Gatwick.  transfers  and  breakfast 

■  When  to  go:  Cuba's  relatively  even  climate 

—  temperatures  are  in  the  mid-20s  for  most  of  the 
year  —  means  that  there  is  no  bad  time  to  visit 
although  humidity  is  higher  in  summer. 
December  to  April  are  the  most  popular 
months.  with  European  visitors  seeking  winter 
sun.  and  resorts  can  get  very  crowded  around 
Christmas  and  Easter. 


CUBA  FACT  FILE 


■  Health:  Innoculatkui 
against  hepatitis  A.  typhoid, 
polio  and  tetanus  is 
recommended,  but  consult 
yourrGP. 

■  Red  tape  A  tourist  card 
(costing  £15)  is  necessary  for 
British  passport  holders 
and  can  be  issued  by  tour 
operators  or  through  the 
Cuban  Consulate  in  London 
(for  details  phone  0891 
880820:  calls  will  be  charged  al 
50p  per  minute). 

■  Money:  You  will  be  able 
to  carry  out  every  transaction 
in  US  dollars  or  Cuban 

convertible  pesos,  which  have  the  same  value 
as  dollars.  Do  not  be  tempted  to  use  the  local 
currency,  the  nonconvertible  peso  or  moneda 
nacfrmaL  Most  credit  cards  are  accepted  m  hotels 
and  shops,  but  not  those  issued  by  American 
banks. 

■  Books  Cuba  (Lonely  Planet  EI1.99);  The 
Travellers’  Survival  Kit  Cuba  (Vacation  Work 
Publications.  E9.99);  Islands  in  the  Stream  by 
Ernest  Hemingway  (Flamingo.  £6.9%  The  Old 
Man  and  The  Sea  by  Ernest  Hemingway, 
which  is  based  in  and  around  the  small  fishing 
town  of  Cojimar  (Arrow.  £3.99):  Cuba  and  the 
Night  by  Pko  Iyer  (Quartet  £6). 

I  Further  information:  Send  a  large  stamped, 
addressed  envelope  to  Hie  Cuban  Tourist  Board, 
167  High  Holbom.  London  WC1V  6  PA  (0171- 
2406655). 


Fidel.  Far  the  daiquiri,  a  mix  of 
rum.  lime  and  crushed  ice,  he 
favoured  the  Floridita,  the  bar 
he  described  in  Islands  in  the 
Stream.  So  delighted  were  the 
proprietors  by  nis  imbibings 
that  a  section  of  the  bar  is 
adorned  with  his  pictures. 


other 

quite 


museums,  galleries  and  chur¬ 
ches  is  a  Unesco-d  esignated 
World  Heritage  Site  and  is 
under  constant  renovation, 
much  of  it  funded  from  Cana¬ 
da,  Mexico  and  Spain.  Head 
for  Cathedral  Square,  which 
has  a  lively  market  where 
among  the  kitsch  pottery  busts 
of  Fidel  and  Che,  the  keyrings 


and  the  T-shirts,  you  can  find 
work  by  good  local  artists. 

And  you  will  need  to  stop  for 
refreshment  What  Che  Gue¬ 
vara  did  for  the  poster  indus¬ 
try,  Ernest  Hemingway  did 
for  alcohol  sales.  Two  of  the 
great  20th-century  drinks  em¬ 
anate  from  old  Havana  via 
Papa  H;  the  mojito  —  a  con¬ 


coction  of  light  rum,  lime, 
mint  ice  and  soda  in  a  long 
glass  —  which  he  took  in  the 
mornings,  and  the  daiquiri 
which  he  savoured  for  the  rest 
of  the  day.  To  drink  the  for¬ 
mer,  he  frequented  the  Bode- 
guita.  a  cafe-bar  in  Old 
Havana,  with  such  cronies  as 
Errol  Flynn  and  occasionally 


Food,  on  the 

hand,  is  still  _ 

limited.  But  in  a  coun¬ 
try  where  the  residents 
are  still  on  rations  it  is  nor 
surprising.  Menus  are  limited 
to  fish,  pork  and  chicken, 
served  with  rice  and  salad.  In 
a  flirtation  with  a  free  market 
economy,  there  are  a  number 
of  private  restaurants,  known 
as  paladares.  licensed  by  the 
government  Each  licence  al¬ 
lows  them  to  feed  up  to  12 
people.  They  are  difficult  to 
find,  but  ask  the  bellboy  at 
your  hotel  or  a  taxi  driver’and 
you  could  end  up.  as  [  did,  in 
their  aunty's  garden  being 
served  home-cooked  food  rath¬ 
er  than  mass-produced  buffet 
fare,  plus  wine  or  beer  for 
about  $12  (£7 JO)  a  head. 

For  in  one  of  those  quirks  of 
logic.  US  dollars  are  accept¬ 
able  currency  for  almost 
everything,  but  any  credit  card 
or  cheque  issued  by  an  Ameri¬ 
can  bank  is  not.  Make  sure, 
though,  that  you  have  plenty 
of  dollars  or  any  other  credit 
card  when  you  visit  one  of  the 
city's  cigar  factories.  For  you 
can  buy  Cohibas  or  Monte- 
cristos  at  prices  which  would 
make  strong  men  weep:  a  box 
of  10  Momecristos,  for  exam¬ 
ple,  cost  $40  (about  £2$)  in 


Havana,  while  each  cigar 
costs  around  E10  in  Britain. 

Then  there  is  the  music. 
Wherever  you  go,  you  hear 
salsa,  cha-cha.  son  —  load  folk 
music  —  and  rumba,  a  mar¬ 
riage  of  African  drums  and 
Spanish  melodies.  Every  iown 
and  village  lias  a  cafe-bar 
where  musicians  ploy  and 
people  dance.  Cubans  dance 
everywhere  —  visit  the  Palacio 
de  la  Salsa  for  late  night  fun  or 
watch  the  professionals  in  eye- 
wateringly  tight  sequinned  cos¬ 
tumes  at  the  Tropicana  night¬ 
club  on  the  outskirts  of  Havr 
ana.  Buy  a  tape  of  the  music  to 
take  home,  some  rum  —  and.  of 
course,  a  Che  T-shiit- 


POLAND 


TO  Day 
Holiday 
with  HaH 

Board  .  _ _ _ 

To  Zakopane  In  the 
Beautiful  Tlitra  Mountains 


New  Millennium  Holidays 
Brochure:  0121  705  4431 
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Think  of  John  Bege- 
man  and.  almost  in¬ 
evitably,  images  of 
Metroland  spring  to 
mind:  visions  of  leafy  lanes  in 
Pinner.  Od eons  flashing  fire 
and  all  the  other  items  from 
that  genuinely  nostalgic  scrap¬ 
book. 

But  Betjeman's  a Rations 
were  not  entirely  given  over  to 
metropolitan  suburbia:  from 
childhood,  our  former  Poet 
Laureate  recollects  a  breath¬ 
less  sense  of  expectation  and 
excitement  that  comes  with  the 
approach  of  summer  holidays. 


Poetry  in  every  bay  and  tor 


Table,  and  ancient  tales,  like 
that  of  how  “St  Petroc  sailed  in 
a  silver  bowl  from  Cornwall  to 
an  isle  in  fhe  Indian  Ocean". 
Here  is  a  .  strange  land  of 
undeniable  charm  and  charac¬ 
ter,  yet  somehow  foreign;  Eng¬ 
land  yet  not  entirely  English. 

This  part  of  north  Cornwall, 
Betjeman's  patch,  is  a  fine 


Peter  Orr  enjoys  the  timeless  air  of  north  Cornwall,  where  John  Betjeman 
spent  childhood  holidays  and  found  inspiration  for  much  of  his  work 


ftor.  the  young  John,  land-  place  for  rambles  onibot  One 
lodoed  in  London  or  Oxford  ‘  of  the  most  delightful,  short, 


during  most  of  die  year,  that 
meant  off  to  the  seaside,  where 
mighty  Atlantic  breakers 
spend  their  force  on  the  rocks 
and  sands  of  the  north  Cor¬ 
nish  coast 

The  heart  of  Begeznon’s 
Cornwall,  with  which  he  en¬ 
joyed  such  aii  enduringly 
happy  association,  lies  be¬ 
tween  Tin ta gel  and  the  estuary 
erf  the  River  Camel  Sum¬ 
moned  by  bells  of  distant 
memory,  the  old.  familiar 
route  is  retraced  for  today's 
reader  in  a  plea:  he  wrote  in 
1950:  from  the  A39  at  Collan’s 
Cross,  the  B33I4  runs  through 
Delabole.  with  its  slate  quarry, 
then  Fendoggett.  followed  by 
tantalising  glimpses  of  die 
Atlantic  and  Port  Tsaac  Bay. 
on  past  Resungers  to  the 
hilltop  church  of  St  Endellion 
whose  bells,  Betjeman  recalls, 
“sounded  louder  even  than  the 
car". 

All  of  that  scene  survives  to 
this  day  largely  untouched  by 
die  years,  not  changed  utterly 
from  the  time. of  Betjeman's 
youth,  still  mysterious,  haunt¬ 
ed  by  the  roll  call  of  Celtic 
saints,  legends  of  King  Arthur 
and  the  knights  of  his  Round 


scenic  walks  I  know  takes  the 
coastal  path  around  Rumps 
Point  and  Pen  tire  Point,  start¬ 
ing  from  near  Pentireglaze,  or 
from  New  Polzeath  (pro¬ 
nounced  to  rhyme  with 
“breatb'J. 

The  seaward  views  are 


breathtaking,  the  going, 
though  steep  in  parts,  easy 
enough  in  dry  weather,  with 
very  many  seabirds,  including 
fulmars,  to  see  along  the  way 
and,  as  Betjeman  noted,  “tofts 
of  sea-pink,  high  and  dry  for 
years . . .". 

Inland,  a  sign  for  Rough  Tor 
at  the  north  end  of  Caraelford 
directs  the  motorist  down  an 
uneven  road  to  a  convenient 
car  park,  from  where  there 
opens  up  a  view  of  Cornwall's 
highest  point.  At  first  sighting. 


on  a  dear,  bright  day  of 
spring,  the  group  of  hills  can 
appear  as  a  formidable  chall¬ 
enge,  like  a  distant  range  of 
towering  peaks.  After  a  few 
minutes’  walking  however, 
they  are  seen  for  what  they 
are,  a  dose  duster  of  small 
hills,  offering  an  easy  scram¬ 
ble  to  the  summit  of  Rough 
Tor  (pronounced  Row-ter  by 
the  locals),  where  a  plaque 
remembers  the  dead  of  the 
43rd  Wessex  Regiment  then 
on  to  Brown  Willy,  its  name 


taken  from  the  Old  Cornish 
tongue.  Bran  Ewhela,  or  high¬ 
est  place. 

North  Cornwall  offers 
abundant  opportunities  for  all 
kinds  of  sporting  activities. 
Surfing,  so  my  werisuited 
friends  teD  me,  is  excellent  at 
Pblzeath.  With  a  less  energetic 
friend,  I  have  played  fairly 
strenuous  singles  of  tennis  at 
Daymar  Bay.  but  no  Miss 
Joan  Hunter  Dunn  was  there 
to  cheer  us  on. 

Betjeman  enjoyed  his  sea- 
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Betjeman:  recalled  his  happy  summer  holidays 


CORNWALL  FACT  FILE 


■  a  place  to  slay.  Long  Cross  Hold.  Trefights.  near  S»  EndeUioa 
(01208  880243).  E40-E50;  Cornish  Arms,  Pendoggen  (01208880263), 
£49:  Cornish  Cottage  Hotel  (entry  in  The  Good  Food  Guide 
1997 j.  New  Pbbcath  (01208  862213).  £96c  Port  Gaverne  Hold,  near 
POrt  Isaac  (0120&88Q2M).  E96-E100.  AD  prices  are  for  a 

twin/  double,  including  breakfast  Some  offer  inclusive  prices  with 
dinner  and  reduced  rates  for  longer  stays. 

■  Self-catering:  Details  available  from  tourist  information  offices 

at  Caraelford  (01840  212954)  and  Fotzeath  (01208  862488).  John  Bray  « 
Partners  (DI208  863206)  has  160  properties  to  rent  until  the  end  of 
October.  Cornish  Farm  Holidays  (01726  861200)  has  88  cottages  and 
B&B  rooms  most  year-round. 

■  Golf  at  St  Enodoe  Church  course  £30  weekdays,  £40 
weekends;  Holywell  course  £15  all  week  (01208  8632161 

■  Maps:  Ordnance  Survey  Londranger  Map,  Sheet  200. 

■  Festivals:  the  1998  Easter  Festival  at  St  Endellion  will  run  from 
April  5-12,  and  the  Summer  Festival  from  July  28  to  August  7.  Details 
available  from  mid-February  and  mid-June  respectively  (01208 
850463). 

■  Reading:  The  Best  of  Betjeman,  selected  by  John  Guest 
(Penguin,  £6.99)  contains  poems  and  pieces  on  Cornwall:  Betjeman’s 
Cornwall,  fay  John  Betjeman  (John  Murray.  £7.99). 


side  golf,  with  “lark  song  and 
sea  sounds  in  the  air",  and 
recalls  in  a  poem  the  extraordi¬ 
nary  occasion  on  which  he 
made  a  “quite  unprecedented 
three"  at  one  hole.  He  might 
well  have  been  playing  on  the 
sandy  undulations  of  St 
Enodoe,  where  today's  golfers 
can  have  a  game  across  those 
same  dunes  that  provide  much 
of  fhe  interest  and  variety  of 
the  two  18-hole  courses  there, 

In  the  churchyard  of  St 
Enodoe.  the  visitor  can 
see  Betjeman’s  grave,  the 
lettering  on  its  headstone 
suitably  '  embellished  with 
flamboyant  curlicues.  Here, 
where  he  had  known  so  many 
happy  days,  especially  as  a 
child.  John  Betjeman  was  laid 
to  rest. 

Blessed  be  St  Enodoe, 
blessed  be  the  wave. 

Blessed  be  the  springy  turf, 
we  pray,  we  pray  to  thee. 

Ask  for  our  children  all  the 
happy  days  you  gave 
To  Ralph,  Vasey,  Alastair, 
Biddy,  John  and  me. 

While  the  poet's  mortal  re¬ 
mains  lie  at  St  Enodoe,  his 
spirit  must  surely  still  hover  in 
another  place,  just  a  few  miles 
away.  “Saint  Endellion!"  as 
Betjeman  wrote,  "the  name  is 
like  a  ring  of  bells",  and  there 
is  certainly  something  very 
remarkable  and  precious 
about  this  remote  little  piece  of 


north  Cornwall,  a  place  to  be 
treasured. 

St  Endelienta.  as  the  story 
goes,  gave  instructions  as  she 
was  dying  that  her  body 
should  be  drawn  by  young 
bullocks,  and  that  where  they 
stopped  she  should  be  in¬ 
terred.  And  thus  it  was: 
Endelienta’s  shrine  is  in  the 
hilltop  church  of  St  Endellion. 
whose  tower  remains  visible 
from  miles  away.  ■ '  ■ 

Twice  a  year,  at  Easter  and 
in  summer.  St  Endellion  is 
host  to  professional  and  ama¬ 
teur  musicians  who  come  to¬ 
gether  for  music-making  of  a 
very  high  standard,  under  the 
baton  of  Richard  Hickox. 
Many  times  have  my  wife  and 
I  taken  part  in  this,  the  most 
endearing  of  small  festivals, 
she  in  die  alto  line  of  the  choir, 
I  as  reader  of  verses, 
Betjeman's  among  them.  Flat¬ 
tering  myself.  I  like  to  think 
that  he  might  have  nodded 
approval  of  my  efforts. 

During  chose  festival  weeks, 
we  used  to  rent  a  little  flat  ai 
Pen  dog  get! ,  eat  lunch  at  St 


Kew.  following  morning  re¬ 
hearsals.  make  new  friends 
and  greet  old  ones,  take  the 
little  feny  across  the  Camel  to 
Padstow,  buy  fresh  fish  at  the 
harbour  in  Port  Isaac  and, 
after  the  evening  perfor¬ 
mances  in  St  Endellion 
Church,  which  were  followed 
by  a  candlelit  service  of  com¬ 
pline,  we  would  adjourn  for 
good  ale  and  conversation  to 
the  Cbmish  Arms  at 
Pendoggen.  O  memoria 
- praeteritorum  bonorum :  yes, 
we  have  known  great  days  in 
John  Betjeman's  Cornwall. 


A  small  tablet  in  the 
chancel  of  St  Endel- 
iion  records  the  fact 
that  Betjeman  was  a 
frequent  worshipper  there.  He 
left  a  searching  question  for 
those  who  have  come  to  know 
and  Jove  this  beautiful  church: 
“Why  does  St  Endellion  seem 
to  go  on  praying  when  there  is 
no  one  in  it?" 

Yes,  there  is  mystery  in  and 
around  that  hallowed  place, 
and  Betjeman,  himself  a  de¬ 
vout  believer,  found  the  right 
words  for  it  “. . .  up  there  on 
the  hill  in  St  Endellion  church, 
eternal  man  comes  week  by 
week  in  the  Eucharist.  That  is 
the  supreme  mystery  of  all  the 
mysteries  of  St  Endellion." 


Cornwall:  The  gentleman  vicar  who  rescued  sailors  and  ‘invented’  the  modem  harvest  festival 


All  safely  gathered  in 
by  an  eccentric  cleric 


4 combine  harvester 
thrashed  purposefully 
across  the  cUfftop  field, 
n  Cornish  hedges  of  granite 
md  blackthorn,  the  honey- 
uckle  was  on  its  second 
lowering.  The  same  breezes 
hat  had  fanned  the  summer 
trailers  now  bore  the  hint  of 
torms  to  come.  This  time  of 
ear  is  celebrated  all  over  the 
rorid.  But  in  the  tiny,  sen- 
down  village  of  Morwen- 
tow,  on  Cornwall’s  Atlantic 
oast,  the  traditional  thanks 
or  a  good  harvest  is  all  the 
oore  heartfelt 


In  September  1843,  the  Rev 
Robert  Stephen  Hawker 
called  on  Morwmstow  people 
!o  . .  gather  together  in  the 
chancel  of  our  church  on  the 
first  Sunday  of  next  month 
and  there  receive,  in  the  bread 
of  our  new  corn,  that  blessed 
sacrament".  The  Norman  par¬ 
ish  church  of  St  Morwenna 
and  St  John  was  where 
Hawker  held  sway  for  41 
years.  A  theologian,  poet.  wit. 
eccentric  and  smoker  of  opi¬ 
um,  he  is  said  to  haw  invent¬ 
ed  the  modem  British  harvest 
festival. 


^^^mu^HdavsatTffQTdahle  prices . 

lints  Sri  Lanka  Beach 
5fli  '98-29  Jun  98 


£476 


7nts  Journey  through  Kerala  & 
7nts  Beach  2  Nov  '97-7  Dec  97 

Sots  Thom  Tret  Safaris  ™ 

7tds  Mombasa  Beach  1  Apr -  7  Apr  SB  . 


£699 


to  contort  Sannk  Holidays. 


j  KTA  MTO  STOHiJU. 


Each  year,  on  Morwen- 
stow’s  harvest  festival  day, 
still  the  first  Sunday  of  every 
October,  Tim  Dingle  of  North 
Cornwall  Heritage  and  Coun¬ 
tryside  Service  celebrates 
Handler’s  legacy  with  a  guid¬ 
ed  walk  around  the  places 
that  inspired  this  favourite 
son  of  fhe  West  Country. 

“He  would  stroll  out  in  his 
sea  boots  and  his  fisherman's 
jersey  that  had  a  cross  as  part 
of  its  design,"  Dingle  says. 

The  harvest  had  been  cele¬ 
brated  in  Britain  and  Europe 
since  pre-Christian  times. 
Country  people  believed  that 
the  “Spirit  of  the  Harvest" 
dwelt  in  the  fields  as  the  earth 
mother,  Ceres. 

“But  Hawker,  as  always, 
was  looking  for  ways  to  get 
more  people  to  come  to 
church  and  to  praise  God," 
says  Tim  Dingle. 

Born  in  Plymouth  in  1803. 
Hawker  came  to  Morwen- 
stow  in  1834.  He  immediately 
replaced  the  dilapidated  vicar¬ 
age  with  one  of  his  own 
choosing. 

The  splendid  Gothic  build¬ 
ing.  now  privately  owned,  has 
commanding  views  of  the 


Including  Escorted  Tours  as  follows: 

VENICE,  FLORENCE  &  ROME 

8  Day  four  featuring?  Venice.  Assisi,  Rome.  Pisa,  fawsaj- 
Florence;  PLUS  7  nts  in  Udo  di  Jesoto  from  £60,  ■  - 
Sorrento  from  £114  or  Lake  Garcia  from  £124  '  JLSf 

TUSCANY  &  VENICE 

8  Day  Tour  featuring  Venice,  San  Marino.  Assisi,  £&QM:: 

Siena.  Pisa,  San  Gimignano,  Florence;  PLUS  7  nts  ■"’■flTftfSfi''. 
Udo  dlJesolo  from  £70  or  Lake  Garda  from  £120  ‘ 

TREASURES  OF  ITALY 

8  Day  Tour  featuring:  Venice.  Assisi.  Sorrento,  rft&HMV 

Capri.  Pompeii,  Rome,  Florence:  PLUS  7  nta  In  -jpVVCS  ■ 
Udo  di  Jesoto  from  £40  or  Lake  Garda  from  £60  ‘  •**&"■** 

ROME,  CAPRI  & 

8  Day  Tour  featuring:  Naples.  Sorrento,  Capri.  - 

Pompeii,  Vesuvius,  Rome:  PLUS  option  to  add  »v4pat|Qj£. 
"a  week  in  Sorrento  from  £110 

PLUS  Lake  G ante,  Udo  (0  Jesoto  and  Sorrento  resort 
holidays  and  a  Mecfltsrranean  cruise. 
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Crop  circle:  a  combine  harvester  at  work  in  the  fields  signals  the  end  of  a  season 


valley  formed  by  the  opposing 
heights  of  Vicarage  and  Hen¬ 
na  cliffs-  Each  of  the  five 
chimneys  was  modelled  on 
other  churches  that  Hawker 
had  known. 

Inside  St  Morwenna’s.  one 
of  the  stained-glass  windows 
is  dedicated  to  Hawker’s 
memory.  His  first  wife.  Char¬ 
lotte  Eliza,  19  years  his  senior, 
lies  extravagantly  interred  be¬ 
side  the  chancel.  Hawker 
married  her  when  he  was  a 
student  of  21 

In  the  rambling  church¬ 
yard.  a  ship's  figurehead, 
placed  there  by  Hawker,  testi¬ 
fies  to  more  tragic  episodes. 
Between  1824  and  1874,  the 


treacherous  stretch  of  coast 
saw  more  than  80  ships  come 
to  grief.  After  every  wreck. 
Hawker  and  his  staff  would 
scour  the  jagged  shoreline  in 
search  of  human  remains. 
The  graveyard  figurehead  is 
of  the  Caledonia,  a  aXHon 
Scottsh  sailing  Ship  that  was 
smashed  on  the  rocks  in  a 
gale,  with  all  hands  foiled 
save  one.  in  IS42.  Hawker  had 
every  corpse  recovered  and 
interred,  the  site  marked  by  a 
granite  cross.  By  1870  some  40 
seamen  had  been  buried 
under  Hawker’s  care. 

From  Hawker’s  difftop 
hideaway,  the  Atlantic  spar¬ 
kled  in  early  evening  sun¬ 


shine.  The  southern  tip  of  the 
island  of  Lundy,  20  miles 
away,  was  silhouetted 
through  the  haze.  In  winter, 
winds  of  up  to  90mph  blow 
here.  Above  us.  there  was  the 
faint  drone  of  the  combine 
harvester  as  it  continued  the 
gathering-in. 

BRIAN  PEDLEY 

•  Tim  Dingle  leads  Morwen- 
stews  iwo-and-a-half  mile  walk 
at  I  lam  on  Sunday,  October  5 
from  outside  the  chureh- 

•  To  reach  Morwenstm,  drive 
north  from  Bade  on  theA&f-  The 
village  is  signposted  left  about 
three  miles  on  from  Kilkhampton. 
OS  Landranget  190  covers  the 
area. 


*  direct  FLIGHTS  to  Mantes  A  Nodes  from  op 
to  7  UK  airports. 

*  LOCAL  COACH  CONNECTIONS  from  owr  1,000 
tomato  rioeartare  airport  for  £S  Mtum. 

*  S«v)c<x»  of  a  tow  (flrectoc 

*  AH  airport  taxes  and  MCuHty  dxargM. 
fadadiac  £10  UK  Air  Paaaengar  Duty. 

KbUnb  m  onn  an  sfea  ■  aaMWif 


20  Quality  Escorted  Tours  of  Nortti  America. 

S  Ejecting  Nofldays  to  F«  Away  Pisces,  induefint  Australia, 

New  Zcdapd,  Cuba.  Mttdoo,  Jawtew.  Ttw  Fat  East,  China.  Kanya. 

21  Holidays  to  Eunooe  &  The  Meflnenarvearv.  mdutHng:  Kaly,  Spain,  Portugal, 
Graeca,  Cyprus,  Tvkay;  Majorca,  Malta,  Madeira,  Morocco  aed  Egypt. 


01233  211  lOO 


QUOTE  REF. 
E-8TV 

OU  CUT  THE  COUPON  ANOP05T  TO:  AACNCRS,  PD  Box  170,  Asfrtonf.  ham  TN24  OZ* 


88  Archers^ 

BOOK  DIRECT  FOR  BETTER  VALUE 

A  mombw  of  tho  COSMOS  Group,  mftrhot  loopora 
k.  <rt  oneoned  coach  toura  for  ovttr  30  years. 
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AMERICA:  Ail-in  deals  are  replacing  complicated  and  costly  car  hire  policies,  writes  Tom  Chesshyrc 

Wave  goodbye  to  insurance  woes 


“  "T"  ow  sir,  there  is 

IV  I  the  option  of  SLI 
1  ^^1  cover  to  go  with 

JL  ^  your  LDW  —  we 
recommend  it.  And  there’s 
also  PAI  for  your  personal 
belongings.  With  state  tax, 
airport  fees  and  a  fuIJ  tank  of 
petrol,  it  comes  to . . 

A  large  figure  in  dollars  is 
quoted-  You  are  jet-lagged 
after  a  nine-hour  flight  to 
Miami..  You  want  to  get  on 
with  your  holiday  but  have  not 
got  the  first  due  what  the 
rental  car  assistant  is  talking 
about  and  are  shocked  by  the 
price.  "What  if  I  don't  get  the 
SLI?”  you  suggest  timidly,  in  a 
bid  to  chisel  at  the  cost 

“Well,"  the  assistant  replies. 
"You  could  be  sued  for  a  lot  of 
money  in  the  case  of  an 
accident" 

You  inquire  how  much.  At 
mention  of  the  word  "million" 
out  comes  the  plastic. 

Hiring  a  car  in  America  has 
traditionally  been  something 
of  a  nightmare.  The  endless 
insurance  acronyms,  the  un¬ 
expected  additional  expenses 
arid  the  fear  of  expensive 
lawsuits  have  reduced  many 
travellers  to  tears.  It  can  be  an 
extremely  unpleasant  way  to 
start  a  holiday. 

However,  all  this  could  be 
abouT  to  change.  This  year,  for 
the  first  time,  many  car  hire 
companies  have  started  to 
promote  ail-inclusive  Ameri¬ 
can  package  deals.  Rather 
than  highlighting  low  “lead- 
in"  prices  covering  only  the 
basic  cost  of  renting  the  car. 
most  companies  have  begun  to 
flag  prices  that  include  all  the 
messy  bits:  insurance,  state 
taxes  (which  vary  from  state  to 
state),  airport  fees,  "handling" 
fees,  unlimited  mileage  pro¬ 
visions.  Many  deals  also  cover 
the  cost  of  allowing  an  addi¬ 
tional  driver:  some  even  throw 
in  a  tank  of  petrol. 

Jan  Armstrong,  executive 
rice-president  of  the  American 
Car  Rental  Association  which 
represents  American  car  hire 
firms,  says:  "As  an  industry, 
we  have  had  to  face  up  to  the 
fact  that  there  has  been  a  lot  of 
confusion  over  prices  in  the 
past  That  is  why  we’ve  recom¬ 
mended  thar  car  hire  com-  ^ 
panies  highlight  the  benefits  of  * 
fully  inclusive  packages." 

Even  so.  many  tour 
operators  and  travel 
agents  often  adver¬ 
tise  rock  bottom 
"lead-in"  prices  to  attract  the 
attention  of  customers.  All- 
inclusive  deals  may  also  be  on 
offer,  but  you  wfll  have  to  ask 
specifically  for  them. 

Companies  advertising  on 
Teletext  tend  to  be  particularly 
culpable:  l  called  a  random 
sample  that  were  offering  bare 
minimum  car  rates  and  not 
one  mentioned  the  need  to  take 
out  more  comprehensive 
insurance. 

Park  &  Co.  a  car  hire  broker, 
says:  “It  is  becoming  more  and 
more  rare  to  see,  for  example, 
a  week's  car  hire  in  Florida 
advertised  for  £49.  Too  many 


Freewheeling:  the  move  towards  offering  all-in  elusive  motor  insurance  should  ease  the  nightmare  of  hiring  a  car  in  America,  where  unseen  extras  and  fear  of  lawsuits  spoil  many  a  holiday  before  it  starts 


people  have  had  their  fingers 
burnt  too  many  times.  They’ve 
come  home  to  horrific  credit 
card  bills  and  don't  wane  to  go 
through  all  that  again." 

Car  hire  companies  daim 
that  their  switch  to  all-indu- 
sive  deals  has  been  accom¬ 
panied  by  a  new  softly-softly 
approach  among  check-in  as¬ 
sistants.  Hertz  says:  "It's 
pointless  ro  upset  customers 
because,  if  you  do,  they’re 
unlikely  to  come  back.  Our 
emphasis  is  on  a  relaxed, 
friendly  approach." 

Budget  says:  "Many  cus¬ 
tomers  may  have  felt  as 
though  they  were  being  ‘put 
upon*  in  the  past  but  it  was 
our  legal  requirement  to  have 
to  explain  the  various  insur¬ 
ance  terms.  Our  staff  have  had 
extra  training  over  the  past 
year  to  improve  customer 
service  and  —  if  more  people 
take  all-inclusive  deals —there 
should  be  less  of  the  nastiness 


that  there  may  have  been  in 
the  past" 

Evelyn  and  Peter  Marcus,  a 
retired  couple  from  Putney, 
southwest  London,  wfll  take  a 
lot  more  convincing  before 
they  go  on  another  fly-drive  in 
America.  “We  have  never  been 
spoken  to  so  rudely  in  all  our 
lives."  says  Mrs  Marcus.  "The 
woman  behind  the  counter 
was  deliberately  blunt  and 
spat  out  the  various  insurance 
options  as  though  we  were  the 
most  stupid  people  in  the 
world.  She  also  tried  to  make 
us  upgrade  our  car.  even 
though  we  knew  the  one  we 
had  was  large  enough.  It  was 
terrifying  and  we  were  left 
shaking  with  anger.  I  don't 
want  to  risk  going  through 
that  again." 

Perhaps  the  advent  of  all- 
inclusive  deals  will  make  such 
horror  stories  less  likely  in  the 
future.  But  for  the  moment 
the  jury  is  still  Out 
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How  to  get  the  best  deals  when  hiring  in  the  USA 


ALL-INCLUSIVE  DEALS 
SHOULD  COVER: 

Loss  Damage  Waiver  (LDW):  Also 
known  as  Collision  Damage  Waiver 
(CDW).  Covers  any  accidental  colli¬ 
sion  damage  and  usually  also  pro¬ 
vides  protection  from  vandalism, 
theft  or  "acts  of  nature"  (ie,  earth¬ 
quakes.  floods,  hurricanes  —  should 
you  be  so  unlucky).  It  is  extremely 
basic  and  does  not  cover,  damage  to 
other  cars  or  property.  It  is  often 
quoted  in  tempting  lead-in  prices  as 
though  it  is  all  you  need  in  terms  of 
accident  cover,  but  is  not  enough  on 
its  own.  Usually  costs  £7.60-£I0.80 
012-$17)  a  day. 

Supplementary  liability  Insurance 
(SLI):  Also  known  as  Supplementary 
Liability  Protection  (SLP),  liability 
Insurance  Supplement  (US),  Addi¬ 
tional  liability  Insurance  (AU)  or 
Extended  Protection  (EP).  Crucial 
protection  against  third-party  dairas. 
Most  policies  cover  up  to  £637,000  ($1 
million)  -—  considered  necessary  in  a 
country  where  lawyers  are  ready  to 
go  to  town  on  "mental  trauma”  and 
“whiplash"  after  the  smallest  of 
bumps.  Without  SLI,  the  only  third- 
party  protection  you  have  comes  from 
the  car  rental  company.  The  amount 
of  this  cover  varies  from  state  to  state. 
In  Florida  it  is  a  maximum  of  E6369 
($10,000)  for  each  person  injured  — 
up  to  a  maximum  of  £12.738  ($20,000) 
an  incident  —  and  E6.369  ($10,000)  in 
property  damage:  not  enough  in  a 
serious  accident  SU  usually  costs 
£5.09- £6.36  ($8-$10)  a  day. 

State  taxes:  These  vary  from  state  to 
state.  Usually  the  rate  is  3  to  18  per 
cent;  3.75  per  cent  in  Texas,  18  per  cent 
in  Washington.  It  is  63  per  cent  in 
Florida  —  the  most  popular  British 
fly-drive  destination  —  where  there  is 
also  a  £1  JO  ($2.05)  a  day  environmen¬ 
tal  surcharge.  Occa skmlfy  states 
have  a  flat  rate:  for  example,  £19.10 
0130)  in  Massachusetts. 

Airport  fees:  like  state  taxes,  airport 
fees  can  vary  enormously.  They  are 


also  expressed  differently  by  different 
hire  companies;  for  example.  Hertz’s 
airport  rate  in  Miami  is  9  per  cent  of 
the  whole  sale,  while  Dollar’s  is  £1.59 
($230)  a  day. 

Handling  fees:  Some,  but  not  all, 
companies  choose  to  charge  handling 
fees  —  these  cover  the  cost  of  running 
shuttle  buses  to  and  from  the  airport. 
Dollar’s  rate  in  Miami  is  £1 39-E222 
023O-$33O)  a  day. 

Unlimited  mileage:  Always  make 
sure  that  unlimited  mileage  is  in¬ 
cluded;  miles  can  easily  clock  up  and 
charges  for  going  over  limits  can  be 
expensive. 

ALL-INCLUSIVE  PACKAGES 

SOMETIMES  INCLUDE 

Tank  of  petrol:  Filling  a  tank  up  costs 
E93S-E15.92  ($I5-$25)  with  most  hire 
cars,  so  a  “free"  tank  can  help  sway 
the  derision  to  choose  one  company 


rather  than  another  when  packages 
are  closely  priced.  If  it  is  not  included 
in  a  package,  check-in  staff  should 
ask  if  you  want  to  pay  for  a  tank  of  toe 
hire  company's  petrol  (allowing  you 
to  return  the  car  with  an  empty  tank 
for  no  extra  charge)  or  for  you  to 
return  the  car  with  a  full  tank.  If  you 
do  buy  upfront,  remember  not  to 
return  with  a  full  tank. 

Additional  driven  It  usually  costs 
£I.91-£3.I8  ($3-$5)  a  day  for  an 
additional  driver;  Budget’s  Miami 
rate  is  E234  04).  and  Thrifty's 
Orlando  rate  is  £3.18  05).  Some 
companies  include  "free"  drivers  for 
certain  cities  (more  common  in  Cali¬ 
fornia  than  the  east  coast),  so  it  is 
worth  asking  about  this. 

USUALLY  NOT  INCLUDED 

Dropoff  fees:  If  you  are  taking  a  car 
from  one  depot  and  dropping  it  off  at 
another,  there  is  usually  quite  a  hefty 


Highway  patrol:  Read  the  small  print  when  you  hire  a  car  in  America 


MAKING  BOOKINGS 


IT  IS  often  cheaper  to  book  through  a  broker,  many  of  whom 
say  they  will  beat  offers  by  rival  firms. 
CAR-HIRE  COMPANIES  |  BROKERS 


Alamo  0990  994000 
Avis  0990  900500 
Budget  0800  I8I181 
Dollar  0800  252897 
Hertz  0990  906090 
Thrifty  0990 168238 


Holiday  Autos  0990  300400 
Parit&  Go  0181-977  7444 
Pelican  01625  586666 
Premier  01279  641040 
Suncars  0990  005566 
Transhire  0171-978-1922 


fee.  Hertz’s  fees  are  £31.84  050)  for  a 
drop-off  less  titan  250  miles  away: 
£63.69  0100)  for  a  dropoff  251-500 
miles  away;  and  £318.47  0500}  for  a 
dropoff  more  titan  501  miles  away. 
However,  there  are  a  few  popular 
one-way  routes  which  do  not  always  # 
have  extra  charges;  for  example.  Las 
Vegas  to  San  Francisco;  New  York  to 
Washington  DC’  and  Miami  to 
Orlando.  Usually,  whether  there  is  a 
fee  or  not  depends  entirely  on 
whether  the  company  has  a  car  that 
needs  to  be  returned  to  your 
destination. 

Upgrades:  It  is  always  worth  asking 
for  a  free  upgrade  —  you  have 
nothing  to  lose.  Cars  range  in  size 
from  “economy"  (not  very  comfort¬ 
able  on  long  trips  and  really  a  bit  too 
small  for  a  family  with  two  children), 
to  “compact"  (reasonably  powerful, 
room  for  two  kids  in  the  back,  good 
luggage  space  in  the  boot),  to  “inter¬ 
mediate"  (roughly  the  same  size  but 
more  powerful  than  a  “compact",  and 
usually  only  a  few  dollars  more  each 
day),  to  “full-size"  (room  for  a  family 
with  three  children,  lots  of  boot 
room),  to  “luxury”.  Sometimes  the 
terminology  is  different.  When  book¬ 
ing.  do  make  sure  you  inquire  about 
car  size. 

Personal  Accident  Insurance  (PAI): 
Also  known  as  Personal  Effects  Cover 
(PEC).  Cover  for  medical  assistance 
and  persona!  possessions.  This  is 
normally  not  needed  if  you  have 
taken  out  travel  insurance. 

Under-25  surcharges:  The  minimum 
car-hire  age  is  normally  21  and  there 
are  expensive  daily  charges  for  rentaJ 
drivers  aged  21-25.  Dollar  charges 
£12.73  020)  a  day  in  Miami  for  those 
aged  21-25.  and  Thrifty  charges  £9.55 
015).  The  only  state  where  Hertz 
allows  under-25  drivers  is  New  York, 
where  there  is  a  £3121  049)  a  day 
charge  for  drivers  aged  18-25. 

child  seats:  Usually  cost  about  £234 
04}  a  day;  worth  taking  your  own 
(airlines  treat  them  as  luggage). 


Each  afl-mdusive  deal  quoted  covers:  SU,  LDW,  state  taxes, 
airport  fees,  handling  lees  and  unlimited  mileage.  The  prices  are 
for  a  four-door  “compact"  car  for  one  week  in 
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:  A  WEEKEND  GUIDE 


JILL  CRAWSHAW’S 


TRAVEL  TIPS 
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Those  steamy 
southern  states 

feSSswras 

da  and  California  non  year  to  the 
beguiling  and  quaintly  historic 
Gone  with  the  Wind  southern 
states.  They  will  discover  a  trea¬ 
sure  trove  of  huge  sandy  beaches, 
onshore  islands,  stunning  moun¬ 
tain  scenery,  old  plantation  houses 
and  manicured  golf  courses— plus 
two  of  America’s  most  enchanrina 
small  cities.  ^ 

These  are  Charleston,  in  South 
Carolina,  with  its  l.SOOodd  1 8th 
ana  19th-century  buildings,  which 
was  saved  by  poverty  and  neglect 
(it  was  not  worth  pulling  them 
down  to  build  modem  high-rises); 
and  Savannah,  over  the  border  in 
neighbouring  Georgia,  where 
tourism  has  been  boosted  by  the 
bestseller  Midnight  in  the  Carden 
of  Good  and  Evil  (Vintage,  Eb.99), 
John  Berendt’s  steamy  non-fiction 
account  of  sex  and  spells,  intrigue 
and  eccentricity  under  lush  mag¬ 
nolias.  The  number  of  visitors  to 
the  area  increased  by  almost  50 
per  cent  within  a  year  of  the  book’s 
publication  in  1994. 

New  England  Country  Homes 
(01798  S69W6)  is  to  expand  into 
North  and  South  Carolina  in  199S 
with  flights  to  Charlotte,  in  North 
Carolina,  and  prices  similar  io 
those  in  the  firm's  New  England 
programme,  where  travel,  car 
hire,  hotel  stopovers,  insurance 
and  two  weeks’  rental  of  a  self¬ 
catering  cottage  or  studio  costs 
from  £695  per  person  (based  on 
four  sharing  a  cottage). 

Golf  specialist  Longshot  (01730 
230370)  has  introduced  packages 


Spanish  Sty! 
the  lions  in 


ic  The  Court  of 
the  Alhambra 


to  South  Carolina,  birthplace  of 
American  golf  in  the  ISih  century. 
The  50-mile  stretch  of  saltmarsh 
was  at  Myrtle  Beach  has  more 
than  90  courses.  A  week’s  holiday, 
staying  at  the  Litchfield  Beach  and 
Golf  Resorr  (room  only),  including 
flights  and  car  hire,  costs  from 
E525,  rising  to  ES29  at  peak  season 
oyer  Christmas.  Special  rates  to 
play  three  courses  cost  between 
E30-E105  per  person. 

■  STILL  not  as  big  as  the 
Cheltenham  or  Hay-on- 
Wye  events,  Chester's  literature 
Festival  is,  however,  climbing  the 
charts.  Held  from  October  4-22. 
speakers  wfli  include  poet  Roger 
McGough,  cricket  umpire  Dickie 
Bird  and  Dame  Cleo  Lame  — 
who  will  be  talking  atom  her 
autobiography  You  can  Sing  if 
you  Want,  to  be  published  next 
month.  More  information  from 
the  festival  box  office  (01244 
341200/320700). 

Flyout  for  a  try 

THE  tenth  Inter¬ 
national  World 
Rugby  Classic  will 
lake  place  in  Ber¬ 
muda  from  Novem¬ 
ber  9-15.  wiih  the 
Classic  lions  (a 
combined  teams  of  England.  Ire¬ 
land,  Scotland  and  Wales  players) 
who  will  be  in  competition  with 
New  Zealand.  South  Africa.  Ar¬ 
gentina.  the  United  States.  Canada 
and  Uruguay.  Sport  Abroad 
(01306  744345)  is  offering  seven- 
night  packages  for  £974.  which 
includes  direct  flights,  transfers, 
accommodation  (but  not  meals) 
and  entry  to  ail  the  matches. 

Bull’s  brandy 

PEAK  season  seems  an  extraordi¬ 
nary  time  for  the  Spanish  Tourist 
Office  in  London  to  dose  to  the 
public,  but  tins  week  it  is  moving 
premises.  “After  20  years  we  had 
to  evacuate  the  building,  and  we’ve 
been  trying  to  move  for  a  year,” 
says  a  spokesman. 

Prospective  visitors  should  turn 
to  Lonely  Planet’s  first  guidebook 
to  Spain  (just  published  at  £12.99). 
for  answers  to  some  of  the  ques¬ 
tions  the  tourist  office  might  prefer 
not  to  have  raised:  such  as  the  best 
transvestite  performer  in  Madrid, 
the  bar  specialising  in  absinthe  in 
Barcelona,  and  the  controversy 
behind  the  93  huge  bull  signs  (yes. 
you  can  tell  they  are  bulls)  advert¬ 
ising  a  fiery  brandy  that  loom  over 
the  main  roads. 

In  the  book's  “Best  and  Worst- 
section,  there  is  a  big  thumbs- 
down  for  Spanish  bureaucracy, 
the  dull  provincial  town  of  Alba- 
cete  in  Castilla-La  Mancha,  and 


Way  down  south:  The  enchanting  small  city  of  Savannah.  Georgia,  is  drawing  tourists  intrigued  by  the  bestseller  Midnight  in  the  Carden  of  Good  and  Evil 

Bare  boats 


beachwear  on  the  Costa  Blanca. 
But  Seville  (except  in  July  and 
August).  Galicia’s  rias  or  fiords, 
Madrid's  nightlife  and  most  of  the 
Balearic  islands  receive  a  seal  of 
approval. 

The  tourist  office  says  it  is 
“expected”  to  be  open  from  Mon¬ 
day  at  22-23  Manchester  Square. 
London  WIM  5AP  (0171-486  8077). 
The  brochure  line  remains  as  0891 
669920  (50p  per  minute). 

■  DESPITE  Its  somewhat 
uninspiring  tide.  Time  To 
Leant,  the  booklet  published  by 
NIACE  (The  National 
Organisation  for  Adult 
Learning)  is  a  little  gem.  It  lists 
more  than  2,000  special  interest 
breaks  that  take  place  in  centres 
all  over  the  UK  with  a  few 
abroad,  from  October  to  March 
next  year.  The  courses  range 

from  Jane  Austen  to 
Assertivness,  Bats  to 


Bellydancing.  Dracnla  to 
Dowsing  and  Teddy  Bears  to 
Trollope,  with  arts  and  crafts, 
eookery,  computing,  gardening 
and  languages  among  the  most 
popular.  UK  breaks  cost  from 
£40  a  day  to  more  than  £200  for  a 
four  or  five-day  course  (which 
includes  food,  board  and  tuition 
but  not  travel),  with  overseas 
courses  costing  considerably 
more.  Time  to  Learn  costs  £4.95 
from  NIACE  (0116-204  4200). 

Three  in  a  bed 

MANY  ski  operators'  prices  to 
North  America  are  dependent  on 
three  or  four  sharing  a  room  —  or 
even  a  king-size  bed  —  claims  the 
Good  Skiing  Guide  J998  (Which? 
Books.  £15.99).  published  this 
week  (see  review  below). 

Hotel  rooms  regularly  offer  two 
large  double  beds,  which  may  be 
suitable  for  families,  but  those  who 


do  not  fancy  such  togetherness 
may  find  themselves  paying  hefty 
under-occupancy  supplements. 

First  Choice  has  a  week’s  B&B 
in  Breckenridge  in  the  USA 
costing  between  E545  and  £726, 
including  flights  and  car  hire, 
based  on  four  sharing  a  room. 
However,  there  is  a  supplement  of 
£13.50  per  person  per  night  if  only 
three  share,  and  a  staggering 
£40.50  if  there  are  only  two  of  you 
—  thus  adding  £94.50  and  £283.50 
respectively  to  each  person’s  one- 
week  holiday  cost 

In  Vail,  lnghams  offers  the 
Hotel  Sonnenalp  where  rooms 
sleeping  up  to  three  people  have 
either  two  doubles  or  one  king- 
sized  double  bed.  Three  holiday¬ 
makers  pay  from  £804  to  £955 
each:  if  there  are  only  two  in  the 
room  with  the  king-size  bed.  the 
supplement  is  £2020  each  per 
night,  adding  £141.40  to  each 
person’s  holiday  cost  Similar  sup¬ 


plements  also  apply  to  Canada, 
now  attracting  35,000  British  ski- 
ersa  year. 

Within  Europe,  such  supple¬ 
ments  generally  only  apply  to 
apartments  in  French  purpose- 
built  ski  resorts. 

■  IF  YOU  are  fed  up  with  the 
high  pollution  levels  that 
occurred  in  Britain  this  summer, 
the  Austrian  Alpine  resort  of 
G  altar,  1,600  metres  above  sea 
leveL  may  be  the  answer.  It  has 
been  declared  the  Tyrol’s  first 
official  Climatic  Health  Resort 
after  five  years  of  stringent 
testing  of  its  air  quality.  Its 
location  is  also  favourable  for 
those  who  are  sensitive  to  boose 
mites,  and  for  allergy  sufferers 
with  problems  of  high  pollen 
levels.  Further  details  are 
available  from  the  G altar  Tourist 
Office  (telephone  0043  5443  8521. 
fax  0043  5443  8521 76). 


THE  Republic  of  the  Maldives  is 
to  allow  “bareboat”,  or  indepen¬ 
dent.  charters  to  sail  among  its 
Indian  Ocean  islands  from 
December. 

Yacht  charter  specialist  Sunsail 
(01705  222300)  offers  a  fortnight's 
Maldives  sailing  package  induct¬ 
ing  flights  and  hire  of  35-foot  boats 
for  £850-£1400  for  each  of  six 
people  sharing,  or  from  £970- 
£1420  for  a  more  comfortable 
passage  for  each  of  four. 

Victualling  is  likely  to  present 
problems,  however,  as  most  of  the 
designated  “tourist"  islands  con¬ 
sist  of  only  one  hotel  with  no  shops 
or  cafes,  and  sailors  will  need  to 
stock  up  on  Male,  the  main  island, 
or  buy  food  packs.  The  snorkelling 
and  diving  are  superb,  though, 
and  will  more  than  make  up  for 
this  inconvenience. 


Two  expert  guides  help  in  choosing  a  ski  holiday 

Easy  going  on  the  piste 


The  annual  “Where  shall 
we  go  on  our  skiing 
holiday  this  year?” 
question  is.  for  some,  the 
beginning  of  an  adventurous 
trawl  through  a  pile  of  bro¬ 
chures;  for  others  a  derision 
whether  to  opt  for  that  marvel¬ 
lous  place  die  Joneses  went  to 
last  year.  Two  new  books  aim 
to  help  readers  make  a  more 
informed  decision. 

The  Consumers’  Association 
The  Good  Skiing  Guide,  now 
in  its  12th  year,  has  become 
The  Good  Skiing  and  Snow¬ 
boarding  Guide.  It  reports  on 
the  slopes,  lifts,  accommoda¬ 
tion,  restaurants  and  ski 
schools  at  500  resorts,  mainly 
in  Europe  and  North  America- 
Three  years  ago.  the  publi¬ 
cation's  founding  editor  went 
off  to  produce  a  rival:  Where  to 
Ski  and  Snowboard,  pub¬ 
lished  by  Thomas  Cook,  cov¬ 
ers  1.000  resorts,  again  mainly 
in  Europe  and  North  America. 

There  is  frankly  little  to 
choose  between  the  two 
guides.  Where  to  Ski  uses 
some  colour  photographs  and 
is  well  laid  out.  Its  authors, 
Chris  Gill  and  Dave  Watts, 
have  both  been  full-time  ski 
writers  for  longer  than  they 
care  to  recall. 

The  Good  Skiing  Guide  is 
less  eye-catching,  with  colour 
maps  but  no  photographs.  But 
it  has  a  reliability  that  lias 
made  it  an  essential  reference 
book  for  those  who  work  in  the 
world  of  skiing.  Its  husband- 
and-wife  authors.  Peter  Hardy 
and  Ftelice  Eyston,  are  also 
veteran  ski  writers.  Either 
publication  could  revolunon- 


Snow  go:  planning  ahead  can  avoid  siding  pitfalls 


ise  the  world  of  any  typical 
British  skier.  The  wise  skier 
could  watch  the  snow  reports, 
study  these  books  and,  when 
convinced  conditions  are 
right,  book  a  holiday  at  the  last 
minute. 

■  The  Good  Skiing  and 
Snowbcwrding  Guide  (Which? 


Ltd.  EIS.W),  is  available  from 
bookshops  or  hv  telephoning 
freephone  08&1 252100. 

■  Where  to  Ski  and 
Snowboard  (Thomas  Cock 
Publishing.  £14.09)  is 
available  in  bookshops  from 
September  15  or  by  coiling 
01733505571. 


Graham  Duffill 


Answers  from  page  28 

vertue  from  tapnel  or  frayle  Raysens. 
jd^esntalion  of  .he  sacral  asp. 

Senior  of  to  head  and  peck,  cmpl^ 
£  S^lblem  of  supreme  p**"-”* 
mm-ifirflllv  as  worn  on  the  head-dress  qi 

hssssssssssx^ 


Greek  ouni  a  tail.  "1  will  stake  the  sacred 
cirdet  upon  my  brow  against  the  Royal 
uraeus  on  thine." 

TENSON  . 

(a)  A  contest  in  verse  between  rival  trouba¬ 
dours:  a  piece  of  verse  or  song  composed  for 
or  sung  in  such  a  contest.  From  the  Old 
French  word  for  contention  or  a  contest. 
Robert  Browning.  Sordcllo.  1S40:  "While, 
out  of  dream,  his  day*  work  went/  To  rune  a 
crazy  tenzon  or  sirvent.” 

tulubee 

(a)  A  species  of  whitefish  (Curegoniis 
tullibee )  found  in  the  Great  Lakes  of  North 
America.  From  the  Cree  and  Odjibway  too- 
nie-bee.  ‘The  tullibees.  often  sold  as  fresh 
water  herring,  are  only  lit  to  eat  in  winter.” 


In  the 
family 
for  50 
years 

Firm  that  started 
in  a  phone  booth 


FIFTY  years  ago,  George 
Bales  ventured  into  the  travel 
business,  making  his  first  deal 
from  a  phone  booth  in 
London’s  Lower  Regent  Street 
and  flying  Indian  students 
between  London  and  Delhi  — 
which  then  took  24 hours,  with 
four  stops  en  route. 

This  week.  Bales  Tours  —  as 
his  company  has  been  known 
since  1960  —  celebrates  its 
half-century  as  a  family-run 
business,  quite  an  achieve¬ 
ment  given  the  current  domi¬ 
nance  of  large  tour  operators. 

George.  87,  has  now  retired 
but  his  wife  Molly,  70,  is 
Bales’s  managing  director  and 
this  week  she  recalled  some  of 
the  early  endeavours  —  in¬ 
cluding  their  visit  to  China  in 
1966.  where  factory  inspec¬ 
tions  and  tours  of  communes 
were  among  the  highlights. 

“We  were  clapped  and 
waved  at  wherever  we  went  — 
and  we  dapped  back,"  say s 
Molly.  “At  the  railway  station, 
feces  at  the  window  watched 
us  progress  to  the  soft-seat 
carriage  —  we  felt  like 
royalty." 

Bales  remains  best  known 
for  its  Nile  cruises  but  has  also 
pioneered  upmarket  holidays 
to  places  such  as  Yemen, 
Cambodia,  Bhutan  and 
Alaska. 

Costa  Rica  has  been  added 
for  199S,  along  with  a  ISday 
Mongolia  tour,  which  starts  at 
££350  per  person.  Travellers 
will  sigh  when  they  recall  the 
brochure  for  1971,  when  a  30- 
day  round-the-world  trip  cost 
£499. 

■  Call  01X6885023.  for  the 
new  brochure. 

■  City  break  specialist  Time 

Off  celebrates  its  20th  anniversary 
this  month  —  although  unlike 
Bales,  it  is  no  longer  in  private 
hands.  Owner  Roland  Casrro 
sold  the  company  he  built  up  to 
Thomas  Cook  Iasi  year.  Time 
Off  has  2S  dries  in  its  current 
brochure,  available  on  CMQ 
84b  MA 

Cath  Urquhart 


AN  EXPEDITION  CRUISE  TO 

ANTARCTICA’S  ROSS  SEA 


Join  us  on  a  journey  of 
exploration  to  che  Far  Side 
of  Antarctica  to  a  region 
beyond  the  reach  of  other 
cruise  and  expedition  vessels. 

The  Ice  Breaker  ‘Kapiton 
Khlebnikov’  us  five  limes  more 
powerful  than  conventional 
ships  and  allows  us  to  explore 
otherwise  inaccessible  places.  It 
is  also  the  only  passenger  vessel 
to  offer  regular  sightseeing 
flights  and  landings  by 
helicopter  which,  together  with 
our  Zodiac  landing  craTt  offer 
unique  opportunities  for  aerial 
and  seaborne  exploration. 

Beyond  the  pleasure  of  Antarctica's 
siunning  scenery,  wildlife  and  history 
this  voyage  offers  a  rare  chance  to  set 
foot  in  an  Antarctic  wilderness,  where 
only  a  few  pnvileged  explorers  and 
travellers  have  gone  before.  We  will  also 
explore  some  of  the  Sub-Antarctic 
Islands  on  our  way  to  and  from 
Antarctica. 

ICE  BREAKER  KAPITAN 
KHLEBNIKOV 

Carrying  just  1 1  b  passengers,  the 
atmosphere  aboard  the  vessel  is  casual 
and  unregimented.  Travellers  will  lind 
well-appointed  outside  cabins  with 
facilities,  good  fond  prepared  by 
European  chefs,  spacious  public  areas 
which  include  lounge,  bar,  lecture  hall, 
heated  indoor  pool,  gym  and  sauna. 

TRAVEL  WITH  THE  EXPERTS 
On  board  there  will  be  a  series  of  calks 
from  the  guest  naturalist  and  forays 
ashore  will  be  under  the  supervision  of 
ihe  experienced  expedition  team. 

THE  ITINERARY  IN  BRIEF 

Day  1  Hobart.  Tasmania.  Embark  IB 
Kapitan  Khlebnikov  in  the  afternoon  and 
sail 

Days  2  &  3  At  sea 

Days  4  &  5  Macquane  Island.  Home  to 
one  of  the  largest  concentrations  of 
wildlife  in  the  Sub-Antarctic:  Elephant 
scab  loll  among  200,000  king  penguins. 
25  species  of  binds  breed  here  regularly 
including  ficniio  and  rotkhopper 
penguins  and  the  light-man  tied  sooty 
albatross.  Tasmanian  Park  Rangers  will 


Aboard  the  Ice  Breaker 

Kapitan  Khlebnikov 

14  February  to  8  March  1998 


">Vi~  gazed  with  feelings  of 
indescribable  delight  upon  a 
scene  of  grandeur  and 
magnificence  fat  beyond 
anything  wc  had  seen  or  could 
have  conceived' 

Cafi'.un  J  auis  Clark  Ross 


join  us  c*n  our  exploration  which  should 
include  Sandy  Bay.  Lusitania  Bay  and  the 
research  centre  at  Buckles  Bay. 

Days  6  &  7  Soiling  across  the  Southern 
Ocean. 

Day  8  Boileny  Islands.  Here  we  will  crc*ss 
the  pack  ice  sailing  into  the  Ross  Sea. 
Days  9-15  Ross  Sea.  We  shall  make  rhe 
most  of  our  week  in  this  incredible  area. 
Our  exact  schedule  will  be  determined  hy 
weather  conditions  but  should  include: 
Cape  Ad  are:  Largesi  rookery  of  Adelie 
penguins,  anywhere  in  Antarctica. 

Cape  Halleit/Tena  Nova  Bay:  Stunning 
fjords,  glaciers  and  mountains 
New  Harbour:  Weather  permitting  we 
will  undertake  a  flight  to  the  extraordinary 
1000  square  mile,  ice- free  area  known  as 
i be  'Dry  Vrilcys'.  Wonderful  scenery  of 
ice-free  ground  lakes,  streams  and 
glaciers.  Scattered  on  the  ground  arc 
ancient  mummified  seals,  which 
mysteriously  wandered  inland  and  died. 
McMurdo  Sound:  In  the  shadow  of  Mr 
Erebus  we  will  call  into  large  the  United 
Scares  research  station.  The  modem 
facility  surrounds  Scott's  remarkably  well 
preserved  1901-04  Discovery  Hut. 


Ross  Island:  More  historic 
exploration  visiting  the  huts  of  the 
Terra  Nova  Expedition  built  by 
Scott's  men  between  1 910- 13  .aid 
Shackle-ion's  hut  at  nearby  Cape 
Rijyds  which  is  surrounded  by  che 
southernmost  penguin  rookery. 
Ross  Ice  Shelf:  Approximately  the 
size  of  France  we  will  cruise  along 
ihc  1 10  mile  face  and  jdmire  the 
immense  tahular  icebergs  that  are 
calved  from  this  massive  extension 
of  the  (filar  ke  Op.  Weather 
permitting  we  hope  to  land  by 
helicopter  atop  rhe  1 00  ft  high  ice 
barrier. 

Days  16-18  Crossing  ihc  Southern 
Ocean. 

Day  19  Campbell  Island.  This  ama^mg 
island,  a  possession  of  New  Zealand,  is 
famous  Tor  its  15.000+  Royal  Albatross. 
These  huge  birds  nest  amongst  the  bnghtly 
coloured  mega-herbs 

Days  20  &  21  Auckland  Islands.  Enderby 
is  an  enchanted  place  known  lor  us  rata 
forest  and  endemic  wildlife.  Wc  hope  to 
see  yellow-eyed  penguins,  red-crowned 
parakeets  and  the  rare  Hooker's  sea  lion 
Day  22  Snares  Island  From  our  Zodiacs 
we  can  watch  the  wildlife  of  this  protected 
Nature  Reserve. 

Day  23  Christchurch.  Disembark  after 
breakfast  in  Christchurch's  port  of  Lyttleion. 

PRICES  PER  PERSON 

Sfkinng  <i  twin  bedded  whin  £6995 

Supplement  joi  suite  £1500 

Supplement  for  corner  suite  £2000 

single  oiru/xmey  i>/  fwin  bedded  cabin 
ilinvud  availability)  £7995 

Price  Includes  22  nights  aboard  the  Kapitan 
Khlebnikov  on  full  board,  port  taxes,  shore 
excursions,  local  uxes.  helicopter  Rightist, 
guest  speakers,  expedition  team 
Not  including;  Air  I  ravel .  UK  departure  tax. 
grammes. 

N.B.  Special  flight  arrangements  in  economy 
and  business  class  are  awuLiMe  on  request 
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TRAVEL 


TO  ADVERTISE  CALL: 

017J  481 1989  (TRADE) 
0171 481 4000  (PRIVATE) 
FAX;  0171 782 7824 


Because  we  think  the  world  of  you  ... 


SYDNEY 

PERTH 

CAIRNS 

AUCKLAND 

BANGKOK 

HONGKONG 

SINGAPORE 

8AU 

B8JJNG 

TOKYO 


current  best  buys  on  the  world’s  finest  airlines 


<**"*» _ row*  mm  mim  «tan 

ton  hm 

E336  £589  ffW'flM  £128  £199  CARIBBEAN  £248  £243 

£329  £591  BOSTON  £148  £289  MEXICO  CITY  £251  £352 

£336  £599  CHICAGO  £157  £229  INDIA  £154  £299 

£363  £659  FLORIDA  £175  £268  JO’BURG  £199  £340 

£219  £374  LOS  ANGELES  £202  £282  CAPETOWN  £199  £340 

£319  £431  SAN  FRANCISCO  £202  £282  HARARE  £325  £539 

£242  £386  LAS  VEGAS  £231  £286  NAIROBI  £244  £339 

£253  £424  DENVER  £278  £286  DUBAI  £182  £237 

£251  £338  TORONTO  £157  £229  CAIRO  £145  £219 

£311  £548  VANCOUVER  £268  £348  AROUND  THE  WORLD  £677 


plus  discounted  quality  accommodation  per  room  per  night  from 


AUSTRALIA £36  •  USA £31  •  AFRICA £31  •  PACIRC£40  •  ASIA £27 
USA  CAR  HIRE  FROM  El  2  Pffl  DAY  •  CALL  NCW  FOR  OUR  TAH0RMADE  WORLDWIDE  AND  NORTH  AMERICA  BROCHURES 


AM  O’jr  travel  centres  are  cpe«  Mon-Sat  9-5prr?  •  Tfcurs  §-7p;n  •  So 


TRAIL 
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THE  TRAVEL  EXPERTS 


TRAILFINDERS  WILL  BE  CLOSED 
BETWEEN  9am-2pm  TODAY 


..ciianr. 


worldwide  attention  to  detail 


For  Hie  real  lowriown  on  worldwide 
travel,  Traltfindere  is  your  one  stop 
travel  sbop. 

Traflfmders  offers  more  low  cost 
fligirts  to  more  destinations  titan 
anyone.  Experts  in  airfares  since 
1970,  we  can  taflar-make  your  very 
own  package  with  op  to  65%  discount 
on  hotels  and  car  hire  worldwide. 


FOR  YOUR  FREE  COPY  OF  THE 
TRA1LFIMQER  MAGAZINE 
CALL  0171-93S  3366  ANYTIME 


ATDL1458  UOA  ASIA  0701 


42-50  Eads  Court  Road 
Long  Haul  Travel: 

194  Kensington  High  Street 
lung  Haul  Travel: 

First  &  Business  Class; 

215  fensington  High  Street 
Transatlantic  &  European: 

22-24  The  Priory  Oueensway 
Worldwide  Travel: 

48  Com  Street 
Worldwide  Travel: 

254-284  Sauchiehall  Street 
Worldwide  Travel: 

58Deansgate 
Worldwide  Travel: 

First  &  Business  Class: 


LONDON  W86FT 
8171-938  3366 
LONDON  W87RG 
0171-938  3939 
0171-938  3444 

LONDON  W8  6BD 
8171-937  5400 
BIRMINGHAM  B4  6BS 
0121-2381234 
BRISTOL  BS1  1HQ 
8117-929  9000 
GLASGOW  G2  3EH 
0141-353  2224 
MANCHESTER  M3  2FF 
0161-839  6989 
0161-839  3434 


Trailfinders  does  not  impose  charges  on  credit  cards 


...  people  think  the  world  of  us I 


USA  &  CANADA 


South  Africa  ‘Botswana 
•Namibia  'Zimbabwe 


SOUTH  AFRICA  | 

FARES  FROM 

£370 


Unary  "StM  of  OtalftntSkmr 


01420-80828  or  0171-287  5535 


ami  7  DAYS  12  High  Street,  Alton,  Hants,  GU341BN 
“?st£3to&3P  373-375  The  Strand,  London  WOR  OIF 
s«  9m  to  5pm  52  Regent  Street  London,  W7R  6DX 

HUE:  01420-82X33  or  DV7X-497  2923 


AM  forma  to  — taMctlam  m<K  uk 


PLATINUM 


TRAVEL 


*  Adventure  tr-wfl  and  tlighis  at  ArroRD.\BLr  prills 


—  CURRENT  BEST  BUYS  — :^9K)RO0€AN 

BIN  on/  rin  aw  UN  VNrnMNTFR 

l.fibJ  SING*«JH..../2«._/M9  HARAfiE— _ £77 1  .[W 

l  ..lihl  HONG  kONG..  £221...  £431  KTBUtG. . —  £229-.£144 

)  JM  UktflA. .  £241._£42Y  CAPEWWt._/2»..n» 

!•  •«*]  bau - C7UL.MU  MEocoarr,_^60_/J8o 

>  -£*10  SAIGON . niD-i  190  BO  DE  IU**0.£W...£4ii 

UiW  CAIRO- - £15?- £2 10  lOMMO-.— 

5  £190  BLUING. . 4  WWYDSR _ lift. .£710 

r-.Mii  DUBAI - xi«9.-nB9  boskw. _ riBi-.mo  .  - 

1.. .ZI77  lOCTO— . fJIO-fJIJ  L0SANGE1ES _ £220_£JII 

1.. ./J4I  NAIROBI . Z7I9-/279  MNGKSS— ~ . -T7I0 

-  Round  the  World  -  fctlw 

i  -  Cairns  overland  Sydney  -  Christchurch  -  Auckland  -  Fiji  -  Hawaii 

-  Los  Angeles  -  London  £795 

■  hubflrnig  or  mAing  home,  would  Sir  toga  direct  or  with  a  flopovrc  M  Pbtnun  Tiavd 
nwre  ftghfa  wi  man  destMxms,  M  j|  rhr  pncea  to  mil  year  nqukencnu. 


lom.hul  0171  957  5122  iransatl-wik  6 km  0171  9572654 


52  EARLS  COURT  ROAD,  KENSINGTON,  LONDON  W8  6E) 
OPEN;  MONDAY  TO  FRIDAY  9 AM -6PM,  SATURDAY  10AM-2PM 


SYDNEY . £542 

CASKS. _ .£142 

pram _ im 

AUCKLAND.. -.£171 

DELHI . . £190 

BOMBAY. _ /J90 

MADRAS. . I2bb 

KATHMANDU..  £240. 

COLOMBO. . £245 

BANGKOK—  ...£220. 

London  -  Bali 

Whether  mi  are 
wruflcri 


Direct  Travel  Insurance 

3£T7£=;  COVER  -  BETTER  PRICES 


II 

Comprehensive  c99aalIPT  II  rates  tom 

faddy  cover 


USA  £14.63 

SKI  cl  1 28 


For  ir,;tor.f  Cover  or  Quotation 


01903  812345  9am  -  Cpm  Ssven  caya  3  week 


TRAVEL  Insurance 


L-Vo 


CARIBBEAN 


GREECE 


SPECIAL  INTEREST 


zCTrJTrj 


PORTUGAL 


0090133213  T days 


►:& 


THE  TRAVEL 


MARKET  'S;T 
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Mia^ni  Fly  Drive 
rr.£  3.2  PP 

far  '.5  •  3  z  i  c ; 

3.  7  flay  c.a-  S • ' 
bastd  on  a  ‘wn 


FLIGHTB  Q 


t  r  a  v  c  1 1  i  n 


Worldwide  I  Am  ericas  &  Canada  I  Aur.twlip  &  N2  I  Eurr.rc 

Ol  71  7S7  2-444  0171  7S7  2000  0171  757  2468  I  Ol  71  757  2700 


Best  Value:  Mr  Fares-Car  Hire-HoteiG-lnauranon 


OPEN  7  DAYS 


OWO  2.W04 


PRIC£  ch£ck 


★  USA  and 
CANADA  * 


hw£179  ^  Toronto  few  £159 


QBMCBDM  Ctfi 
OCffffl  £23 


tom 


*Pate _ fen  £275 

★Seattle  fen  £276 


_ fen  tzro  1  •  _ 

★SanFnndsco  fan  £276  ©Clip®© 


tL0990  329  326 

SAVE  TRAVEL  INSURANCE 


I  ra  re l 
Insurance 


Frw  si  per  dq 
XoaaeUI.wgrdnU.nfa 
SUN  SKLKCTION 
Opts  H»M  fen-Spcs 
Opea  fedq  Tfen-lm 


OI5S2  47*026 


0?lAf03  • 

MEEEBZE5 1  i  I 


AFRICA 


TAILORMADE 

SAFARIS 

ZIMSASvVE.  30“S*VAXm. 
ItAr.'IBIA  ZAf.'SlA  KsKVA. 
TANZANIA  c. 


Luxunous  remote  fodges. 
WaflAtg,  canoeing,  fifing  and 
vaNcb  sabris  idth  the  very  best 
Strides.  Superb  wfcflife.  Mveniure 
wHh  comfort.  Cal  us  (o  create 
your  Ideei  safari. 

★  (01604)  28979  F*c3987B 
PWmsfen  m  Mfena  NMt  set 


CRUISE  &  SAIL 
ABROAD 


mud  oolf 
12Q4-844V3 


TURKEY 


Gwwidc-IMaawn 

WEDs 

Gatwidc-Bodnim  DbeeI 


Prices  &.U79 
CO  DIRECT  wm/mE 
SPECIALISTS 
Call  now  00  01717900212 
or  01206  3T75S. 
□pnUka-UfenTdva. 


DORSET,  HANTS 
&  LO.W. 


LAKE  DISTRICT 


U.K.  HOLIDAYS 


SPAIN 


MALTA  &GOZO 


RUSSIA 


EASTERN  EUROPE 


SPECIAL  INTEREST 


BALEARICS 


£129 


1b  Zakopane  in  Iha 


P- - 1  ■«  »  ■  — UM 

I  Now  rdll1ennl8^i  Hotkta>-a.- 
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FRANCE 
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AIRPORT  PARKING 


CITY  BREAKS 


£69 


W®RLDWIDE 


01892  83  3338 


IFaresavers 
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INSURANCE 
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01243  817781 
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On  Corsica,  John  Mortimer  hears  ancient  legends;  plus  neighbouring  Sardinia  also  has  tales  to  tell 
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Corsica's  elders,  left  find  that  the  local  vendettas  give  island  gossip  a  dramatic  flavour;  and  Bonifacio’s  mile-long  harbour,  right,  is  one  of  the  most  beautiful  in  die  world,  and  is  best  approached  by  boat 

TONY  STONE 


vr-  - 


On  the  trail  of  the 
dream  hunters 
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Now  that  ihe  South  of 
France’s  coastline  has  be¬ 
come  one  of  the  most  hid¬ 
eous  places  in  the  world,  a 
nightmare  of  high-rise  hotels,  traffic 

S  apartment  blocks,  advertising 
ings  and  expensive  beaches,  take 
a  plane  from  Nice  or,  better  still  a  boat, 
UX>  miles  southeast  to  Corsica. 

It  is  an  island  of  ghosts  and 
vendettas,  little  harbours  and  a  steep, 
hardly  inhabited  coastline  that  has  not 
changed  much  store  die  wife  of  Charles 
Bonaparte  of  Ajaccio  gave  birth  to  a 
plump  baby  hey  christened  Napoleon. 

Corsica,  rising  rock-like  from  the 
Mediterranean,  has  been  fought  for. 
bought,  and  passed  on  like  a  football 
by  a  variety  of  invaders. 

Its  first  civilisation  is  lost  in  mists  of 
pre-history.  Two  thousand  years  before 
Christ,  the  Corsicans  adopted  the 
Megalithic  faith,  a  powerful  religion  of 
the  dead,  and  strange  statues  of 
standing  warriors,  some  holding 
recognisable  swords,  stand  on  the  hills 
round  FUitosa.  They  are  as  old  as  rime 
and  look  as  modem  as  Henry  Moore. 

The  Romans  came  and  used  it  as  a 
place  to  dump  their  political  offenders 
—  Seneca,  the  Roman  philosopher  and 
dramatist,  was  banished  to  Corsica  for 
years.  This  established  a  Corsican 
tradition  of  obstinacy  and  resentment 
against  all  sorts  of  government.  The 
islanders’  dislike  of  being  a  department 
of  France  still  erupts  into  violence. 

The  Vandals  occupied  the  island  and 
used  its  trees  to  build  the  ships  on 
which  they  terrorised  the  Mediterra¬ 
nean.  From  the  13th  century  the  Italian 


Corsican  pigs  take  a  nap  -  and  hope  that  the  dream  hunters  are  having  a  day  off 


CORSICA  FACT  FILE 


■  Femes  operate  from  Marseilles.  Nice  and 
Toulon  to  six  ports  vn  Corsica.  The  Maraeaks- 
Ajaccio  route,  for  example,  is  an  11-hour 
overnight  or  seven-boor  daytime  journey.  Prices 
m  September  are  E3550  one  way  per 
passenger;  supplements  for  cabins.  Cars  from 
£39.70  one  way  (0171-491 4968). 

■  There  are  no  direct  scheduled  (lights  to 
Corsica,  only  via  Paris,  Marseilles  or  Nice. 

Charter  flights  to  (bur  airports  on  the  island 
operate  direct  from  May  to  October. 

■  Simply  Corsica  (0I8J-995  9323)  has  charter 
flights  until  Octobers  from  £189.  and  year-round 
scheduled  seats  averaging  £300.  The  company 
has  holiday  packages  in  late  September  from  £400 
a  week,  to  include  car  rental  and  self-catering 


accommodation,  based  on  two  sharing. 

■  Other  operators  to  Corsica  indude  Corsican 
Places  (01424  774366)  and  VFB  Holidays  (01242 
240310).  Voyages  flena  (0171-924  4440)  offers 
holidays  to  both  Corsica  and  Sardinia. 

■  Hiring  a  can  Holiday  Autos  (0990  300400] 
charges  £163  a  week,  bom  Ajaccio  and  other 
Corsican  outlets  for  a  Peugeot  106. 

■  Further  information:  French  Tourist  Office 
(0891  244123).  Calls  are  charged  at  50p  a  mi  rune. 

■  Reading:  The  Granite  Island,  by  Dorothy 
dmngion  (Penguin.  E8.99)  is  by  far  the  best 
study  of  Corsica  in  English.  Corsica:  The 
Rough  Guide,  by  David  Abram  and  Thro  Taylor 
(E9.99). 


Getting  back  to 
barbarian  basics 


CORSICA 

(ID  FRANCE)  }, 
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slate  of  Genoa  ruled  the  Corsicans. 
Then  they  had  their  own  King  Theo¬ 
dore,  who  appeared,  an  state  occasions, 
wearing  a  scarlet  kaftan,  Turkish 
trousers,  a  Spanish  hat  with  a  feather 
and  carrying  a  scimitar. 

Pasquale  Paoli,  a  Corsican  patriot 
who  was  visited  by  James  Boswell,  Dr 
Johnson's  biographer,  declared  the 
island  independent  in  1755.  The  French 
took  over  in  1769,  and  the  young 
Napoleon  grew  up  there.  From  1794  to 
17%,  die  British  ruled  Corsica. 

Even  more  dramatic  than  its  history 

are  the  mysterious  legends  _ 

(they  might  he  even  more 
mysterious  truths}  which  ‘Goto 
are  still  alive  on  the  island. 

There  are  not  only  the  lfyOU 
ancient  vendettas  —  fam¬ 
ilies  still  at  war,  for  exam-  6SCap 
pie,  because  a  kitchen  ,  . 

garden  was  invaded  and  plctStl 
vegetables  stolen  genera-  ,  ^ 

rions  ago  —  there  is  the  ana  T 
extraordinary  behaviour  _______ 

of  the  mazzeri,  the  dream 
hunters  who  still  go  hunting,  in  or  out 


‘Go  to  Corsica 
if  you  want  to 
escape  from 
plastic  hotels 
and  Muzak* 


The  same  result  seems  to  be  obtained 
even  if  the  hunt  happened  in  die  mind. 
Legend  has  it  that  one  husband  spoke 
of  a  wife  who,  he  was  sure,  didn't  leave 
his  bed  all  night  In  the  morning  she 
told  him  that  she  had  been  dream 
hunting  and  left  her  bloodstained  knife 
in  a  cave  20  miles  away.  The  incredu¬ 
lous  husband  travelled  to  the  cave  — 
and  found  the  knife  exactly  as  his  wife 
had  said. 

Dorothy  Carrington,  who  wrote  an 
irresistible  book.  The  Dream  Hunters 
of  Corsica,  stumbled  on  the  subject 

_  when  an  old  man  told  her 

,  that  he  dreamt  he  had 
brsica  killed  a  wild  boar  in  the 
night,  seeing  the  face  of  his 
'ant  tO  nephew  in  Marseilles  in 
the  boar’s  face.  He  was  in 
from  tears  because  he  had  then 
.  heard  of  the  nephew's 
hotels  death. 

.  ,  Carrington  also  studied 
UZak  die  vocera,  the  songs  sung 
_______  as  the  corpse  is  carried  to 

church,  which  often  call 
for  vengeance  on  an  illegal  death. 


of  their  bodies,  in  the  villages  that  the  Once,  when  a  priest  refused  to  toll  the 


mountainous  territory  makes  isolated. 

The  mazzeri  are  hunters,  who  leave 
home  without  disturbing  their  sleeping 
spouses,  and  travel  miles  to  kill  wild 
boar  or  other  small  animals  with 
knives,  or  their  hands  —  or  even,  it’s 
said,  with  the  stems  of  asphodels.  The 
moment  their  quarry  dies  the  dream 
hunters  see,  in  the  face  of  the  animal, 
the  features  of  a  relative,  die  priest  or 
the  doctor  or  just  the  woman  next  door, 
who  magically  also  dies. 


bell  at  a  murderer’s  funeral,  the  song 
started:  May  I  see  in  a  basket /The 
entrails  of  this  priest /May  I  tear  them 
with  my  teeth. 

Visitors  to  Corsica,  happily,  will 
have  no  need  to  go  hunting  boar  with 
an  asphodel  in  their  dreams.  In  the 
main  city,  Ajaccio,  you  can  walk  off  a 
packed  street  into  a  cool  and  elegant 
house  where  Napoleon  was  bom  —  a 
child  of  the  prosperous  ruling  class. 

You  can  wander  into  the  art  gallery 


and  see  an  eroticTitian  of  Zeus,  having  - . 
turned  himself  into  a  swan,  making 
love  to  a  voluptuous  Leda.  You  can  take  •. 
refuge  from  the  sun  in  the  cool,  white 
marble  of  the  cathedral  where  Napo-  • 
Icon  was  baptized,  and  then  travel 
south  to  Bonifacio. 

If  you  can.  you  should  enter 
Bonifacio  as  Odysseus  and  l  did  — 
from  the  sea.  The  inhabitants  flung 
down  rocks  on  the  Greek  sailors  but  I 
found  them  friendly. 

Your  first  sight  of  Bonifacio  is 
extraordinary,  a  huge  pink  pile  o£ 
delicately  folded  limestone,  a  sort  of 
giant's  millefeuille,  which  Odysseus 
may  well  have  thought  looked  harm¬ 
less,  but  then  you  see  that  it  is  topped, 
by  a  frowning  fortress. 

If  you  are  in  a  small  boat,  you  can 
glide  into  the  echoing  caves  where  a 
ray  of  sunshine,  a  cathedral  beam, 
lightens  the  water  to  turquoise  and  you 
can  see  the  shadowy  shoals  of  fish.  And 
then  you  sail  through  Bonifacio’s  back 
door,  the  narrow  entrance  between 
neatly  folded  rocks,  into  the  mile-long 
harbour.  The  houses  are  tall,  narrow 
and  elegant  and  the  inhabitants  still 
speak  in  a  Genoese  dialect. 

There  are  many  good  things  in 
Bonifacio:  excellent  fish  restaurants,  a 
distant  view  of  Sardinia  and  not  a 
single  vendetta.  I  don't  think  there's  a 
more  beautiful  harbour  in  the  world. 

So  if  you  want  to  escape  from  plastic  . 
hotels,  muzak.  coffee  shops  and  ham-, 
burger  joints,  if  you  want  to  feel 
yourself  pan  of  a  more  mysterious  and 
exciting  past  and  a  less  unendurable 
present,  sail  to  Corsica. 
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pointillist  paintings.  Sulphur- 
yellow  brimstone  butterflies 
cross  the  paths. 

“Have  you  noticed,"  a  fellow 
walker  said  to  me,  “how 
everything  is  much  more  viv¬ 
idly  coloured  in  the  Mediterra¬ 
nean?  look  at  that  chaffinch.  I 
mean,  we've  got  chaffinches  at 
home  but  that  one  looks  as  if 
irs  been  polished." 

Each  morning’s  walk  led  us 
to  a  gargantuan  picnic  lunch 
of  Sardinian  cheeses,  salamis. 
fruits,  fresh  bread  and  wine, 
all  bought  in  the  local  markets 
by  die  tour  manager,  Simona 
Cattabiani.  while  Fi  was  lead¬ 
ing  us  down  gorges,  along 
coastal  paths  or  up  hillsides. 
Wherever  we  were,  come 
lunchtime  we  would  turn  a 
corner  and  there  would  be  a 
Sardinian  spread  like  a  Lord 
Mayor's  banquet.  And  that 
was  only  lunch. 

Our  base  for  the  week  was 


-r  f”*4hey  call  this  region 
I  Barbagia.”  our 
I  walking  guide,  Fi 
A  Lowry,  told  us. 
“which  derives  from  the  old 
Roman  name  for  it  Barbaria. 
It  was  the  one  part  of  Sardinia 
that  the  Romans  never  con¬ 
quered. 

~irs  just  as  wild  today. 
Those  stories  you  hear  about 
Sardinian  bandits  aren't  fic¬ 
tion.  Once,  when  we  came  out 

on  a  research  trip,  we  went  to  a 

restaurant  in  Nuoro  which 
had  been  recommended,  but 
when  we  got  there  the  owners 
were  too  upset  to  see  us.  Their 
grandfather  had  been  kid¬ 
napped  and  they’d  just  re¬ 
ceived  some  fingers  in  toe 
post  It  wasn’t  really  a  good 
time  to  call.’' 

Sardinia  is  the  Mediterra¬ 
nean’s  second  largest  island 
after  Sicily,  dwarfing  Crete 
and  Corsica, yet  it  attractsfav 
British  visitors.  Those  who _do 
go  tend  to  sizzle  on  the  baches 
of  the  Costa  Smeralrfa  m  tiie 
north,  yet  the  south  of  Sardin¬ 
ia  is  closer  to  Africa  than  u  isto 
Italy,  and  the  intenor  is  ideal 
walking  country,  a  craggy  nux 
^Stains  and  limestone 
gorges,  wi*  fertile. 
valleys  and  towns  clinging  to 
hillsides  in  chequerboard  pa^ 
ferns  of  brown  roofc  and  white 

WAs‘we  walked  through  the 
Gorge  of  Gorropu  one  day,  H 
stopped  and  pointed  out  a 
plamt  with  a  prehtijorjcal  stoo 
attached.  “This  is  the/erata. 
riant  fennel.  It's  incredibly 


A  walk  reveals 
the  wild  side  of 
an  ancient 
Mediterranean 
island 

strong,  bur  it’s  a  very  light 
wood  when  cut,  so  the  Sardin¬ 
ian  shepherds  use  them  to 
make  stools,  which  they  can 
then  easily  sling  over  their 

...  u 

“The  dried  pith  also  bums 
very  slowly  indeed  as  tinder, 
so  shepherds  carry  fire  from 
one  site  to  the  next  by  lighting 
a  giant  fennel.  Prometheus  is 
said  to  have  brought  the  fire  he 
stole  from  heaven  down  to 
earth  in  a  fcrvla." 

Fi  was  not  so  much  a 
mine  of  information  as 
a  cavern  of  entertain¬ 
ing  facts  and  anec¬ 
dotes.  which  3dded  vastly  to 
what  would  otherwise  have 
been  merely  pleasant  strolls 
through  stunning  scenery- 
“Sardinia  is  very  good  for 
hirds  of  prey."  she  told  us. 
“There  are  golden  eaglesjam' 
mergeiers.  goshawks,  kites,  in 
[hesouth  there's  a  large  colony 
of  the  fairly  rare  Eleonora  s 
falcons.  Eleonora  was  a  &£ 
dinian  queen  of  the  nm 

renSJywhowasveo'mterest- 

^  irt  wildlife  and  an  early 

conservationist-  She  saw  that 

fnlrons  were  falling  in 


numbers  and  started  to  protecr 
them,  so  they  named  die  bird 
after  her." 

Sardinia  was  inhabited  by  a 
civilisation  found  nowhere 
else  in  the  world  and  which 
still  puzzles  archaeologists. 
There  are  an  estimated  7,000 
nuraghi  on  the  island,  re¬ 
mains  of  small  settlements 
now  thought  to  be  fortified 
villages,  dating  from 
Nuraghic  rimes  —  which 
lasted  nearly  a  millennium 
from  1500  BC. 

We  sweated  and  hauled  our 
way  up  to  one  called  Tiscali,  a 
cluster  of  crumbling  houses 
that  had  been  preserved 
because  earth  and  stone  had 
collected  over  them  ro  form  a 
narural  roof,  now  partially 
collapsed.  These  ruins  are 
among  the  earliest  known,  a 
man-made  structure  so  an¬ 
cient  that  a  stalagmite  had 
started  to  form  on  one  of  the 
doorposts  from  the  drip  from 
the  rock  roof  above. 

Our  week  of  walks  was 
filled  with  the  rich  scent  of  the 
match ia.  This  aromatic  mix  of 
plants  -  a  type  of  under- 
orowih  found  only  on  Sardin¬ 
ia  and  Corsica  ~  permeates 
the  air  of  the  island.  Walking 
in  the  lower  macchia  you  see 
and  smell  marjoram,  lavender 
and  wild  rhyme,  while  in  **» 
higher  macchia  there  are  cork 
oaks,  holm  oaks,  giant  heather 
and  tree  strawberries. 

Whole  hillsides  of  these 
miniature  strawberries  mm 
from  yellow  to  red.  looking 
from  across  the  valley  like 


Kuow 
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The  south  of  Sardinia  is  closer  to  Africa  than  to  Italy  and  the  terrain  is  good  for  building  up  a  healthy  appetite 


the  Hotel  Su  Gologone,  stand¬ 
ing  alone  in  the  hills  near 
OUena  and  whose  restaurant, 
according  to  one  guidebook, 
has  the  best  regional  cuisine 
on  the  island. 

“Our  first  course  tonighr." 
Simona  would  begin,  “is  pane 
frattau.  which  is  a  kind  of 
pancake  called  a  pane  carasau 
with  tomato,  grated  sheep’s 
cheese,  and  a  poached  egg  on 
top.  For  main  course  well  be 
having  porcheddu  andyiteUa. 
Porcheddu  is  a  suckling  pig 
which  has  been  roasted  for 
four  hours ..."  By  the  time  she 
got  to  the  dessert.  I  was  almost 
drooling.  “This  is  a  traditional 
dish  of  ricotta  cheese  with 


asphodel  honey  and  wine 
which  is  cooked  with  cinders 
until  it  thickens  and  the  cin¬ 
ders  give  it  a  bitter  taste  to 
contrast  with  rite  honey  and 
cheese . . 

After  that,  what  else  could 
we  do  but  make  the  day's  final 
walk:  as  far  as  the  hotel  bar  for 
a  nightcap  of  Myrto,  a  myrtle 
liqueur  that’s  made  only  on 
Sardinia  and  is  said  to  settle 
the  stomach.  After  a  day  of 
Sardinian  food  you  could  see 
why  they  invented  it.  If  this  is 
Barbagia.  I  thought,  then  just 
call  me  a  bom-again 
barbarian. 

Mike  Gerrard 


SARDINIA  FACT  FILE 


■  Mike  Cenard  travelled 
with  Meridians  Airlines  and 
the  Alternative  Travel 
Group. 

■  The  Alternative  Travel 
Group  (01565  310399)  offers 
holidays  including  a  one- 
week  “Wilds  of  Sardinia" 
break,  departing  October 
JL  from  £L240  per  person, 
including  accommodation 

in  a  four-star  hotel  and  flights. 
AU  meals  are  included.  It  is 
suitable  for  any  level  of  walker. 

■  Flights  with  Meridiana 
Airlines  (0171-839  2222}  to  Olbia 


in  September  cost  from 
£249  return  from  Gatwick. 

■  When  to  ga  April  May, 
September  and  October  are 
best. 

■  Books:  Sardinia  by 
Andrew  Gerald  Gravene 
(Windrash  Press.  £9.95). 
■Trp£  A  water  bottle  Is 
essential.  Take  good  walking 
boots,  a  sun  hat,  sun  cream 
and  a  swimming  costume. 

■  Further  information: 
Italian  State  Tourist  Board,  i 
Princess  Street.  London 
WIR8AY  (0171-408 1254). 
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sophisticated  male 
companion  for  any 
function,  occasion  or 
family  event,  call 
01714375580. 

Choose  your  part 
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A  Man  On  Your  Ann 
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Celebrities  to  secretaries 
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Since  1985 people  of  quality  have  been  introduced  through  our  exclusive  social  events  and 
superb  introduction  service.  W*  invite  membership  to  complement  almost  certainly  the  largest 
selection  cf  unattached  professionals  in  the  UK 


Personal  introductions 


Social  events 


hnp.//v/wvv.execuilveclub-uk.cQ/n/0  .ac 


0171  499  8833 


WHY  E.C.? 

Quite  sfcnpfy,  it's  because  members  of  the  Executive  Club  of  St  James's  have  a  near  unlimited  choice  of  high  quality  mem¬ 
bers.  We  guarantee  you  the  choJcs  from  AT  LEAST  25  matched  members  in  three  months  or  REFIM)  YOUR  FEE  (Other* 
may  otter  to  extend  your  membefehlp  period  even  If  you  have  only  had  one  dale  In  a  year).  You  are  a  member  for  nte-Try 
us  far  six  weeks  and  If  YOU  dont  atpue  me  are  the  fineet  sendee  (here  b,  weH  refund  your  toe  towards  any  other  dating 
sendee  hi  the  world  -  such  Is  the  qintty  of  our  service;  and  a  wide  choice  of  Ngh  quaBty  social  events  each  month. 

E.C.  TOE  BEST  THERE  IS  -  OR  TOUR  FEE  REFUNDED 

|?f  UK  ASSOCIATE  OFFICES:  Dublbi,  NoObighn%SMIIei4  BriaM,  Cambridge,  Hertloid,  Derby,  Ctiashr,  London,  Brighton, 


IfM,  ten.  VWh.  Mortinsplon,  BaOoid,  Btnotatfnn.  HmdiMln.N.WalM 


THE  ULTIMATE  BALL 

For  Sngfe  Mon  and  Women 
Sutwtiny  27ft  Sept—jm 

Rna  bod,  froo  Bowing  win*, 
fabofeu*  music  aid  bn  pmcU. 

i  you  ore  lingb,  20  •  45, 
aNRicfive  ond  lucceafuj .  you 
ihouW  be  thnrel 

Circles 

Tie  Soda!  Evanh  Company 
For  Single  People. 

Tel:  0181  426  9168 


m  kw  mper  dupi  shady  but  you  get  snapper 
ip  very  quafelysc  we  *Kvay»need  more, 
lnowkioigm  and  Enduraed  Evtr*ip 
far  zwaciive.  pr-afaBwuJ  people. 

Ftene  at  Onryl  Brawn 

W"  0171  351  5535 


HELLO! 
I’M  CHRIS 


Ujsed^work  ^ooe  of  the  largest  introduction  agencies  in  the  U.K.  Our  WjM£' 

Why  won’t  you  refund  our  fees  towards  any  other  Introduction  service  in  |K  ■ 

Europe  if  weYe  not  happy?  Hy .c 

Why  didn't  you  teH  me  my  "matched’  members  lived  200  mUes  away,  and  We'D  m*  J 

woufef  be  unfflnly  to  want  to  meet  me  anyway?  Ki-M'-  ■} 

The  Executive  CkJb  selection  wg  show  me,  before  I  join,  the  quantity,  quality  -  i 

and  where  they  Bve.  They  wouid  not  expect  me  to  travel  over  25  miles.  They  at  jk 

am  confklent  enough  to  guarantee  introdjtikxs  with  their  members  and  w®  WL-^rtM  pa 

not  keep  me  waiting  one,  two,  three,  four ...  six...  or  ntoe  months  for  my  Brst 
introduction. 

V/hywon^  you  promise  to  refund  my  membership  tee  even  it  you  have  only  managed  one  Introduction  in  nine 
months? 

If  The  Executive  Club  feifetf  to  offer  less  torn  25  active  members  in  my  first  4  months,  they  would  apologise  and  refund 
my  fee. 

Why  are  your  contracts  covered  In  smaS  print? 

The  Executive  Club  doesn't  need  to  have  any  smati  printl 

I  an  now  a  Consultant  to  Die  Executive  Club  and  I  was  truly  anazed  at  fte  quality  of  (hair  members,  which  is  beyond 
most  penplefe  comprehension.  I  can  honestly  say,  because  of  Ihelr  wide  choice  of  high  quality  members, 

I  believe  Ki' to  be  the  finest  service  awaBabie  in  - - -  *  -* 

Europe,  tor  unattached  professionals.  Signed  C  A/tf 
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Country  PartnersA 

Choose  the  Counties  ■ 

where  you  would  like  to  meet  people  | 
and  we  will  do  our  best  to  introduce  you  j 
to  people  within  those  specified  Counties 
A  truly  personal  service  nationafly  j 

Code  of  Practice  supported  by  OFT 

Tel  MRS  HEBER  PERCY  | 

01432  342204  24hra  I 

or  Fax  01432  370381  for  details  I 


If  you  are  single 
Don't  take  a  chance 
JL  Make  a  choice 

FREEPHONE  0800  122  122 
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AFTER  the  excitement  of  the  Brit¬ 
ish  Championship  and  the  Mind 
Sports  Olympiad  1  revert  this  week, 
as  promised,  to  answering  your 
queries. 

Indeed.' the  first  question  in  this 
week’s  column  concerns  a  game 
from  the  British  Championship 
play-off  and  contains  a  brilliant 
insight  by  a  reader  which  would 
considerably  have  improved  on  the 
play  of  co-British  champion  Mat* 
thew  Sadler. 

In  fact  had  Sadler  seen  this 
superb  idea  beforehand,  his  game 
would  have  gone  down  in  the 
annals  of  great  queen  sacrifices. 

jThe  following  position  occurred 
(fter  17  moves  of  the  game  Sadler- 
Miles.  Smith  &  Williamson  British 
Championship  play-off  1997.  and 
was  given  in  the  daily  column 
which  was  published  in  The  Times 
cm  August  19. 


COMPUTER  GAMES  AND  PASTIMES 


by  Tim  Wapshott 
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Mr  Ball  of  Devon  suggests  this 
resignation  was  premature  and 
Black  could  have  tried  1  . . .  Qfo. 
aiming  for  perpetual  check  on  ft 
and  g4  if  White  should  capture  a 
black  pawn  on  the  queen  side. 
However,  White  would  meet  1  . . . 
Qf6  with  2  Be2  and  inevitably  win  a 
further  pawn  on  the  queenside.  He 
would  then  be  two  pawns  a head  — 
more  than  enough  id  win  at  a  high 
level.  Should  Black  try  1  -  -  -  Qf6  2 
Be2  Rc2  White  simply  plays  3  Qxb5 
banishing  any  perpetual  check  and 
staying  two  pawns  ahead. 


White  to  play.  From  Nogueiras- 
Frias,  Cuba  (997,  Winning  Move 
on  August  7.  White,  a  piece  down, 
can  regain  his  material  with  1 
RxeS*  RxeS  2  Bjd7+.  Can  he  do 
better  than  this? 


WHERE  IS  the  handheld  market 
heading?  This  is  the  question 
begged  by  a  recent  trend  in  Japan, 
where  exam-cramming  software 
for  the  Nintendo  Game  Boy  did 
booming  sales  among  students. 
Once  vilified  for  sapping  attention 
and  interest  among  children, 
handhelds  now  have  a  new  future. 

Game  Boy  sales  still  plod  tdung 
with  a  few  gimmicks  to  keep  them 
fashionable.  Last  year  the  slender, 
smaller  brother  came  out.  the 
metallic  Pocket  Game  Boy.  Now  we 
are  getting  the  coloured  Racket 
Game  Boy  range.  But  there  is  also 
a  new  kid  cm  the  block,  admittedly 
bulkier  bur  in  some  ways  brainier. 
Tiger  Electronics  has  launched  the 
8-bit  gamc.com,  a  handheld  con¬ 
sole  for  E79.99  with  a  touch- 
sensitive  LCD  screen.  It  comes  with 
a  stylus  and  built  in  are  several 
basic  facilities  including  phone 
book,  calculator,  near-useless  cal¬ 
endar  and  the  standard  playing- 
card  version  of  Solitaire.  Games 
are  added  with  teeny  cartridges 
and  the  unit  can  hold  two. 

A  decent  range  of  game.com 
software  is  not  yel  with  us  in 
Britain.  The  best  ore  the  minor 
racing  game  lady  500  and  Wheel 
of  Fortune,  despite  a  heavy  Ameri¬ 
can  slant  on  many  answers. 

But  the  best,  and  the  best 
indication  that  the  uses  for  dedicat- 
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In  safe  hands:  the  thrills  of  the  Indy  500  can  be  enjoyed  on  the  Tiger  Electronics'  handheld  game.com 


ed  game  hardware  are  beginning 
to  drift,  is  yet  to  come:  game.com’s 
Internet  cartridge.  With  this,  and  a 
cable,  you  can  connect  to  an 
exremal  modem  and  access  text- 
based  Internet  services  and  e-mail 
functions,  so  long  as  you  have  an 
account  with  a  suitable  server.  It 
may  be  a  slow  and  frustrating  way 
to  do  your  Internet  business  and  it 
may  even  be  more  trouble  than  it  is 
worth,  but  at  least  it  can  be  dune.  It 


is  something  you  cannot  do  with 
any  other  game  console  so  far. 

This  column,  too.  is  now  open  tue- 
mails  and  you  can  send  in  your 
gaming  and  Internet  comments, 
rips,  finds  and  observations  to 
Lyber@diroorLcu.uk,  You  can  also 
write  to  the  address  below.  When 
appropriate,  entries  for  competi¬ 
tions  will  also  be  accepted  by  e-mail. 

Malcolm  Perella  from  Newcastle 
upon  Tyne  is  a  lecturer  in  pure 


mathematics  at  Northumbria 
University  who  came  to  the  assis¬ 
tance  of  another  reader  earlier  this 
year  who  was  looking  for  a  copy  uf 
the  original  game  Go.  Mr  Perella  is 
also  seeking  help  from  the  column 
to  track  down  a  copy  of  the 
Japanese  game  Sfaogi.  incorporat¬ 
ing  a  hint  facility.  He  explained: 
“The  game  is  like  chess  with  one 
important  difference  —  captured 
pieces  can  be  dropped  by  the  taker 


back  on  to  the  board  like  parachut¬ 
ists.  1  no  longer  have  a  Shqgi 
partner  to  play  with  so  1  only  play 
against  the  machine,  hut !  am  not  a 
strong  player."  If  you  know  of  a 
suitable  version  of  the  game,  please 
write  in  and  we  will  forward  details 
to  Mr  Perella. 

Finally,  a  reminder  to  those 
intending  to  enter  Cyberspace 
Thirty-Five:  be  quick  as  it  doses  on 
Wednesday.  We  have  a  dozen  sets 
of  Anglia  Multimedia’s  Super  Iran- 
On  Kits  to  be  won.  wiih  which  you 
can  design  and  make  your  own  T- 
shirt.  The  competition  is  open  to  all. 
with  six  kits  to  be  won  by  readers 
aged  15  and  under  and  six  by  those 
over  15.  All  you  have  w  do  to  rake 
parr  is  come  up  with  a  winning  T- 
sliirt  slogan.  Your  caption  can  be 
long  or  short,  so  long  as  it  is 
rhoughr-provaking  or  funny.  Illegi¬ 
ble  entries  will  be  disqualified. 

Write  your  slogan  on  a  postcard, 
together  with  your  name,  age, 
address  and  home  Telephone  num¬ 
ber.  to:  Cyberspace  Thirty-Five. 
Computer  Games  &  Pastimes. 
Weekend,  77ie  Times,  1  Pennington 
Street.  London  El  9XN.  You  can 
also  e-mail  your  entry'  to  us.  so  long 
as  ir  is  clearly  marked  Cyberspace 
Thirty-Five  Entry,  at  cyber@dir- 
con.co.uk.  Normal  Times  competi¬ 
tion  rules  apply  and  the  judges  will 
not  enter  into  any  correspondence. 


LATEST  SOFTWARE 
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Grandmaster  Sadler  now  contin¬ 
ued  18  Rg5+  Nf6  19  Rxh5  with  an 
extremely  strong  position  which  he 
eventually  won. 

Mr  Gait  of  Harrow  points  out 
that  instead  of  regaining  his  queen. 
White  could  have  played  18  Rlgl. 
threatening  RgS  mate,  and  if  18 . . . 
Nf6  J9  Bxfb  Rxfb  20  RgS  mate. 

This  is  very  well  spotted  and  is 
completely  correct.  18  Rlgl  would, 
,,in  fact,  have  forced  an  extremely 
.  £  quick  male.  Possibly  the  best  ever 
comment  by  a  77mes  reader. 


The  following  diagram  is  the  final 
position  from  the  game  Kramnik- 
Ivanchuk  which  was  played  in 
Dortmund  in  1997. 

It  was  in  this  position  that 
Ivanchuk  resigned. 


Solution:  1  Rxf7!  leaves  Black  with¬ 
out  a  decent  reply,  eg  I  . . .  Rbl+  2 
Rfl+  and  wins.  Mr  Fein  son  of 
Suffolk  suggests  that  Black  could 
meet  1  Rxf7  with  I  . . .  Rbl+  2  Bfl 
NdZ  However.  White  counters  1 
. . .  Rbl+  with  2  Rfl+  (discovered 
check)  and  Black's  position 
collapses. 


WINNING  MOVE 


By  Raymond  Keene 
Black  to  play.  This  position  is 
from  the  game  Werie  -  Meijere, 
Antwerp  1997. 

Black  has  sacrificed  a  piece  to 
obtain  an  iron  grip  along  the  g- 
file.  How  did  he  now  make  the 
most  of  this? 

Send  your  answer  an  a  past- 
card  to  The  Times,  1  Pennington 
Street,  London  El  9XN.  The  first 
correct  answer  drawn  an  Thurs¬ 
day  will  win  a  year’s  subscription 
to  the  Staunton  Society.  The 
answer  will  be  published  next 
Saturday. 

Last  week’s  solution;  1 ...  Bg4 


Last  week’s  winner.  L  Whitmore, 
Coalville,  Leicestershire. 


abcdefgh 


MICKEY  MOUSE  made  his  debut 
alongside  his  sweerheart  Minnie  in 
the  1928  film  Steamboat  Willie. 
Pluto  arrived  in  1930  in  a  minor 
role  in  77ie  Chain  Gang.  Then  in 
1932  Goofy  appeared,  originally 
called  Dippy  Dawg.  Donald  Duck 
quacked  on  to  the  screen  in  1934 
and,  three  years  later,  his  partner. 
Daisy.  Now  all  six  appear  in 
Disney's  Mag»ic  Artist. 

This  title  tries  to  teach  you  how  to 
draw  like  Disney’s  artists.  Short 
animation  sequences  explain  how 
each  character  is  drawn.  They  also 
give  away  Disney  rules.  Daffy's 
eyes,  for  example,  “are  tall,  oval 
shapes  like  eggs  that  sit  on  the  axis 
line  of  his  head;  the  pupils  usually 
touch  the  edge  of  the  eyes". 

It  is  essentially  a  picture-painting 
package  with  art  tools,  kaleido¬ 
scopic  colour  schemes  and  effects. 
Sound  also  plays  its  part.  Add  text 
to  die  pictures  and,  as  you  strike  a 
key,  my  favourite  sound  effect  for 
the  PC  strikes  up;  an  electric 
typewriter. 

It  has  other  pleasures.  Up  to  SO 
sketchbooks  can  be  filled  with  50 
saved  original  pictures  for  an 
onscreen  slide  show,  set  to  tacky 
music  medleys.  Pictures  can  also  be 
printed  or  exported  as  bitmap  files. 
..  The  dual  format  Mac/PC  CD- 
Rora  is  available  later  this  month. 
Disney's  website  is  at  hltp://www. 
disney.co.uk/disneyinteractive. 
VERDICT:  Eight  out  often.  Slick, 
inviting  and  enduring  fun  art 
studio  package,  £39.99. 

FLASHY  Tom  Cruise  types  who 
fancy  instant  gratification  playing 
a  Top  Gun  fighter  pilot  are  advised 
to  sidestep  Empire  Interactive’s 


Learn  to  draw  Mickey  Mouse 

F/A-18  Hornet  3.0.  This  is  a  game 
for  the  serious. 

The  Hornet  is  one  of  the  main¬ 
stays  of  the  American  Air  Force’s 
fighter  fleet.  It  first  appeared  at  the 
1971  Paris  Air  Show  as  a  full-scale 
mock-up  with  a  brief  to  “be  “a 
lightweight  fighter  that  could  out¬ 
perform  the  MiG-17  yet  still  carry  a 
large  external  weapons  load". 

The  Hornet  is  seriously  mean, 
and  flying  this  monster,  can  be 
seriously  difficult  You  can  opt  for 
the  instant  flying  fun  mode,  but  ir  is 
complicated  stuff,  and  nor  for 
quick-thrill  seekers. 

Learning  to  operate  this  flight 
simulator  properly  is  a  lengthy 
process.  But  once  you  are  compe¬ 
tent  you  get  to  take  on  missions, 
and  there  are  scores  of  targets  and 
enemy  opponents  to  take  out 

The  game  engine  and  its  presen¬ 
tation  are  robust  and  efficient  The 
graphics  are  crisp  and.  when  you- 
are  about  to  crash,  the  view 
switches  from  inside  the  cockpit  to 
a  third-party  view  of  the  mishap. 
VERDICT:  Seven  out  of  ten. 
Sober  and  complex  Bight  sim  for 
aficionados.  £34.99. 
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THE  LISTENER  CROSSWORD 


No  3426:  Directions  Enclosed  by  Adam 

n  EIGHTEEN  of  the  clues,  nine  Across,  nine  3 
[0  Down,  are  of  the  Letters  Latent  type  in  which  a 

letter  is  removed  from  the  answer  as  often  as  it  3 

—  - - occurs  to  form  the  light.  Subsidiary  indications  , 

in  these  dues  are  to  the  devilled  form  entered  in 

—  - - the  diagram.  Taken  in  order,  these  letters  prov¬ 

ide  an  instruction  that  enables  the  solver  to  pro- 

—  - - ceed  with  solving  the  remaining  dues.  All  indi- 

5  cations  in  brackets  are  to  the  length  of  the  light 

- - - Chambers  (1993)  is  recommended  but  one  ans- 

10  wer  is  only  given  as  part  of  a  two-word  entry.  I 


SOLUTION  TO  BANK  HOLIDAY  JUMBO  CROSSWORD 

odabodbeSdSds^SdSdid^ 

BBBDEDBDiDDDBB 
BBBBBBlIflB  BEflBflflEflBflflEBEflBE 
BBUBBBBBBBBBflB 
BBDBBBB  EBBED  BBBBBBBBBBDBfl 
BBB  BBEB  EDEBE 
BEEDBBflBBBB  S3EBBBBBB  BBBBBB 
Bfl  BBBBBBBI3BBB 
BEEBE  UlIBflflflEBlIEEfl  BBBBBBBB 
BBEB  BBBBBBB  B 
iSBEBBE  BBBBBBBBBBBBB  8IBBB0 
BDBBBBB  BBBBBB 
BBBBBBBBBB  BBBBBBBB  BBBBBBB 

BBBEBBB  B  B 
BBBBBBBB 

EBB  O  S3  E  E  E 
BEBBEBaaBBOBBE  BBBBBB 
BBBBBB  BBB19 
BBBBBBBB  BBBBBBDBBBBB  ftflflflO 
BBBBBBBBBBB  BE 
BBBBBB  BBDBBBBB 
BEEBE  BBEB  BBB 
BBBBBBBBBBBBB  BEEBE  BBBBBBB 
BBBBBBBBBBBBB 
BBBBBBBBBBBBBBBBB  BBBBBBBBB 
OBBBEBBBBBBBB 
IBBBBBBBBBB  BBBBBBBBBBBBBBBB 

BRIDGE 


by  Robert  Sheehan 


One  gets  kick  back  in  limits  of  extreme 
tactical  manoeuvre  (10) 

Violet  dyes  extracted  from  Loch  Ness  with 
research  grant  perhaps  (7) 

Netherlands  town.  Liberal  Prime  Minister  (5) 
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NAME. 


LISTENER  CROSSWORD  No  3426 

in  association  with  Waterstone  s 


ADDRESS. 


AL3  6HE,  by  Thursday,  September  18. 
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Tfie  winner  will 
runners-up  will  each 

receive  a  book  token  J 

Worth  £10  j  «««  has  a  braiich  in  virtually  wety 

Waiersooe'x  first  opened  a  SkXH*W  branches  has  ai least 

major town  and  dry  in  the  UK  and Trdand.  &cnai «*  jmheUK. Om-oFPrinc 

50000  tales  in  stock  and  can  aider  BtwEdWonsJ JI225  44S.W>.  Fur 


Wi  H»ir«  v  *  *  a 

jjjjKliistxTLT 


ACROSS 

i  Makes  chips  crispier,  scud  returning  (5) 

5  Dowdies  are  spintless.  bewitching  set  in 
driver’s  aid  (7) 

11  Insect  with  a  fit  follows  ambition  for  injury 

HP) 

13  Reduce  volume  of  company  out  of  make  up 
getting  strong  replacement  (8) 

14  Verity  with  latent  energy  provides  essential 
back  up  (6) 

15  What  a  great  pity  copper-glance  seldom 
provides  it  (4) 

16  Without  question  most  scrupulous,  tranquil 
(4) 

18  Extremely  knowledgeable  about  river  end  (6) 

20  Centralise  last  of  flavour  and  go  for 
measurement  of  relative  density  (8) 

23  Tending  to  bruise  that’s  after  Count’s  upset 
IS) 

25  Wild  horse  doggedly  set  on  saving  face  (6) 

26  Having  the  least  possible  content  ruins 
narrative  verse  (4) 

27  Yellawhammer  —  there’s  remarkable  sex 
appeal  evident  in  the  breed  (4) 

29  Zig-zag  cut  follows  reflex  angle  accurately 
with  hollow  blade  (6) 

31  In  both  hands  Crimean  resort  returns :  page 
leads  railway  worker  (8J 


iWHfljiHHillHIBBiflHilWiffl 

BBBBBiSBBBBHIlBE 

BEHBHEBBHneaBH 

HEEHEBBHHnBEHE 

BEHEmBBBBBlIflEB 

IQDBIIDI3BPBBBB 

flnnnndrtEBH-nna 

BB0EEE§SEB@BE!EE 

HEHnnEBaEBEIHEn 

HUIEliimBlWHIflfflBHEEl 

BBBBEBEEBpDBEB 

BBEEBEBflltlflBBBB 

BBB13BBBBE@BflflB 

BBBBBaBBBBBBBB 


DOWN 

1  Such  grooves  have  islands  taking  most  of 
direcuon  (7) 

2  Extinct  omithopod  plants  shrub  in  Southern 
English  river  (8) 

3  Bargain  suggests  something  bundled  (4) 

4  Warrant  officer  stricken  with  pain  consults 
Indian  chief  (6) 

6  Name  hidden  in  scrambled  egg  —  that’s 
begetting  as  was  (8) 

7  Minor  wound  —  painful  blackhead  removed 
(4) 

8  When  timeless  perfect  fit  produces  dental 
cavity  (6J 

9  Cover  up  and  monkey  with  a  doctor  (10) 

JO  What  is  causing  the  upset  this  time?  (5) 

12  Letter  project  in  ill-mannered  person,  one 
who  rides  the  surf  (10) 

17  Obstruct  everyone  under  weight  (8) 

19  Someone  reckless,  dire,  heartless  may  be 
spared  (8) 

21  Eve  gets  pains  after  vote  (7) 

22  Hemisphere  without  using  the  rest  improves 
undressed  leather  (6) 

24  Damaged  Iinter  offers  plant  feature  (6) 

25  Print  baseless  attempt  to  work  hard  at 
grammar  school  (5) 

28  Mac’s  fruit  found  in  dell  —  one  that’s 
penniless  (4) 

30  Fruit  term,  reminiscent  of  life  with  cutie 
perhaps  (4) 


Solution  to  No  3423:  Cathotis  from  Dimitry 

Across:  I  Stockhausen;  8  Urari;  12  Kink:  13  Croft;  15 
Castles;  16  Kathode;  17  Frusta;  18  Mog:  20  Dry-salt 
21  Abderite;  22  Jumbo;  25  Scilla;  27  Yahweh;  29 
Smirs;  30  Curio;  32  Rip-saw;  33  Persona;  35 
Cerberus;  38  Kebab;  40  Ischia;  41  Kilobit  42  Mirza; 
43  Banker;  44  Acrid;  45  Eliot  46  Flophouses. 

Down;  I  Castrates;  2  Solarises:  3  Mustard;  4  Deaf- 
aids;  5  Carry;  b  Yearly;  7  Ptarbagsr  8  Judas;  9 
Latching;  10  Roc  11  Homer.  14  Lucuma;  19  Blimp;  23 
Shaken;  24  Exporter,  26  Huskers:  27  Himalayas;  2S 
Marxism;  29  Bohemia:  31  Fish-hawk;  32  Euterpe;  33 
Keypad;  34  Freckled;  36  Amuse  37  Phobia;  39  Navy. 

The  winner  is  J.W.  Leonard  of  Sutton  Courtenay.  Oxcm. 
The  five  runners-up  are:  KA.  England  of  London;  John 
Sparrow  of  Padbury,  Bucks;  Sylvju  Jordan  or  Didcni.  Oxon: 
Brian  G.  Midgley  nf  Eningtoii.  Warwickshire:  Alan  Lye  of 
Edinburgh. 


IN  A  teams  match  or  at  rubber 
bridge,  it  is  not  the  end  of  the  world 
to  double  a  game  contract  that 
turns  out  to  be  unbeatable. 

However,  to  double  Four  Hearts, 
for  example,  does  cost  an  extra  170 
when  they  make  it  and  is  more 
expensive  if  they  redouble  and/or 
make  overmcks.  Thus  it  is  not  good 
policy  to  double  if  you  think  the 
contract  is  going  one  off  at  best.  The 
reward  uf  an  extra  50  or  100  does 
not  justify  the  downside.  Bur  the 
risk  is  well  worth  taking  when 
there  are  prospects  of  the  contract 
going  more  than  one  down,  for  a 
substantial  penalty. 

What  is  a  disaster  is  when 
declarer  is  able  to  use  the  informa¬ 
tion  presented  to  him  by  the  double 
to  make  a  contract  he  wouldn’t 
have  made  had  it  remained  undou¬ 
bled.  That  was  the  case  on  the  hand 
shown  below. 

Dtr  East  North-South  game  IMPs 

*K872 
•A  8  3 
•02 
4AK93 

•A  10  9  _N-  .  *653 

VKQ4  VV"  ■£  TO 

♦AB6  3  *KJ  109754 

*1075  L _ 5- —  *04 

*QJ4 
*J  107652 


w  n  e  s 

J’dam  Tend  R'cfrfle  King 

4 D  Pass 

5D  Dbte  Pass  5H 

Pass  (!)  Pass  Pass 

Contract  five  Hearts  by  South. 

Lead:  the  aea  of  tflamonds 

The  deal  is  taken  from  the  sixth 
round  of  the  1997  Crockfords  Cup, 


which  Tom  Townsend's  team  went 
on  to  win. 

In  the  modem  game,  a  six-card 
suit  is  considered  long  enough  for  a 
three-level  non- vulnerable  pre¬ 
empt.  Ratcliffe  (East)  therefore  felt 
constrained  to  open  his  classical 
three  bid  at  the  four  level.  If  he  had 
an  antique  Four  Diamonds  pre¬ 
empt  no  doubt  he  would  have 
opened  Five  Diamonds. 

Having  boosted  the  preempt 
Patrick  Jourdain  (West)  passed 
unconcernedly  over  Five  Hearts. 
That  looks  a  fine  derision  to  me. 
With  his  partner  holding  at  least 
seven  diamonds,  it  was  quire  likely 
thar  the  ace  of  diamonds  would  not 
stand  up  and  the  ace  of  hearts  was 
probably  on  his  left.  So  West  really 
does  not  have  more  than  two 
certain  defensive  tricks. 

King  ruffed  the  diamond  lead 
and  look  the  percentage  line  in 
trumps,  ace  and  another,  to  go  one 
down.  Thar  gains  when  East  has 
singleton  queen  or  king,  twice  as 
likely  as  his  actual  holding  of 
singleton  nine. 

At  the  other  table  the  bidding 
proceeded  identically  up  to  and 
including  Five  Hearts,  which  West 
(David  Price)  doubled.  He  took  the 
optimistic  view  that  five  Hearts 
might  fail  by  more  than  one  trick, 
especially  if  partner  could  chip  in 
with  a  stray  something-or-other 
outside  diamonds.  East  did  indeed 
contribute  the  queen  of  dubs,  bur 
unfortunately  it  fell  doubleton. 

After  West's  borderline  double, 
the  declarer  (Akram  Zaman) 
played  West  for  lung-queen  of 
hearts,  and  ran  the  jack  of  hearts  to 
hold  his  trump  losers  to  one.  He 
thus  made  his  contact  entirely 
because  of  the  dues  from  the 
double. 

West's  aggression  had  turned  out 
to  be  extremely  expensive. 


TWO  BRAINS 

ANSWERS 


Solutions  to  the  puzzles 
found  on  page  28 

Question  1:  Isthmus 

Qnertion  2;  Six  (each 
horizontal  row  has  two 
numbers  that  are  half  the 
other  two). 
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MODERN  MANNERS 


by  John  Morgan 


Today  is  the  first  instalment  of 
Morgan's  Modem  Man¬ 
ners,  a  weekly  letters  column 
which  will  answer  your  questions 
about  good  manners  and  etiquette. 
It  vofl,  no  doubt,  cover  a  wide 
variety  of  topics  including  the 
milestones  of  life  —  births  and 
baptisms,  engagements  and  wed¬ 
dings,  separation  and  divorce,  re¬ 
marriage,  deaths,  funerals  and 
memorial  services,  as  well  as  all 
aspects  of  social  and  business  fife 
ranging  from  how  to  behave  on 
formal  occasions  to  the  conduct  of 
personal  relationships. 

Some'  might  say  that  in  our 
abrasive  age  good  manners  are  all 
but  extinct,  bur  to  paraphrase 
Mark  Twain,  reports  of  their  death 
are  greatly  exaggerated.  Since  the 
publication  of  my  book  Debrett’s 
New  Guide  To  Etiquette  And 
Modem  Manners  (now  in  its  fifth 
reprint),  my  postbag  has  bur¬ 
geoned  with  inquiries  on  how  to 
deal  with  social  challenges  in  our 
multi-faceted  society  —  challenges 

which  the  traditional  _ 

protocols  are  ill- 
equipped  to  solve.  The 
result  is  confusion.  My 
job  is  to  provide  practi¬ 
cal  and  easy-to-u  rid  er¬ 
st  and  solutions  which 
will  also,  I  hope,  amuse 
and  entertain  you 
along  the  way.  I  look 
forward  to  hearing 
from  you. 

fryi  There  seems  to 
l—sLi  be  confusion 
about  the  etiquette  of 
soda!  kissing.  When 
—  and  whom  —  should  we  kiss  on 
the  cheek?  Should  we  kiss  once, 
twice  or  even  three  times  like  some 
continentals?  Standardisation  of  a 
practice  which  can  cause 
awkardness  and  embarrassment 
is  surely  long  overdue.  —  Philip 
Watson.  London  W9. 

Social  kissing,  as  the  name 
suggests,  is  usually  reserved 
for  sodal  life,  unless  you  work  in 
lovey-dovey  metiers  such  as  fash¬ 
ion.  magazines,  the  theatre  and  so 
on,  where  no  professional  greeting 
is  complete  without  osculatory 
over-excitement.  It  is  crass  and 
presumptuous  to  kiss  people  you 
are  meeting  for  the  tint  time;  a 
traditional  handshake  or  small  nod 
of  the  head  is  all  that  is  called  for. 
The  only  site  for  a  social  kiss  is  the 
cheek:  attempts  at  mouths,  fore¬ 
heads  or  any  other  part  of  the 
anatomy  display  distinctly  sexual 
rather  than  social  intentions.  One 
kiss  is  usual  for  the  older  genera¬ 
tion,  two  permissible  for  young 
people,  but  three  is  quite  excessive 
for  any  age.  If  kissing  twice,  it  is 
usual  to  adopt  a  left-right  sequence. 

Having  recently  become  en¬ 
gaged  to  be  married.  1  was 
invited  to  lunch  by  my  prospective 
parents-in-law.  As  a  friendly  (and 
I  thought  polite)  gesture  I  arrived 
with  a  seriously  good  bottle  of 
wine.  My  fiancee’s  father,  rather 
than  appearing  pleased  to  receive 
the  present,  frostily  put  it  to  one 
side.  What  did  I  do  wrong?  — 
Hugh  Dudley,  Herefordshire. 


Taking  presents  to  dinner 
parties  is  tricky.  Although 
widely  practised  among  the  youn¬ 
ger  generation,  it  is  nor  always 
appreciated  by  older  people.  Do 
not  take  a  present  to  a  formal 
dinner,  particularly  if  it  is  black  tie. 
Even  when  a  present  is  welcome, 
choosing  the  right  thing  requires 
thought  and  should  be  appropriate 
to  the  host  l  usually  recommend 
taking  something  small  and  special 
such  as  an  exquisite  box  of  choco¬ 
lates.  Flowers  can  be  problematical 
as  unwrapping  them,  finding  a 
vase  and  putting  them  in  water 
presents  the  hostess  with  an  extra 
chore  she  can  easily  do  without  at 
that  particular  time.  As  far  as 
restoring  your  credibility  with  your 
starchy  future  father-in-law.  I 
suggest  you  just  write  him  a  really 
good  thank-you  letter. 


Whenever  I  am  telephoned 
out  of  tbe  blue  by  a  friend 
with  a  ghastly  invitation.  1  find  it 
hard  to  think  of  an  excuse  fast 

_ enough  and  always 

end  up  either  accept¬ 
ing  it  or  sounding  like 
a  lying  hound.  Can 
you  hop  me  with  a 
nifty  formula?  —  Mrs 
G  Page,  Norfolk. 


You  need  a 
DDD,  also 
known  as  a  Double 
Diary  Device.  It  allows 
you  to  play  for  time 
while  you  make  up 
your  mind.  Ail  you 
have  to  say  is:  “I’d  love 
to  but  first  of  all  I  must 
look  in  my  office/home/up- 
stairs/downstairs /husband's/ 
wife's  diary.  Can  I  ring  you  back?" 

How  can  I  avoid  uncomfort¬ 
able  silences  after  making 
introductions  at  a  party?  —  Oliver 
Ryder,  London  SW6. 

Immediately  after  introduc¬ 
ing  people,  follow  up  with  a 
short  biographical  detail  such  as 
“Peter  has  just  been  to  Antarctica’’ 
or,  even  belter,  say  something  that 
establishes  common  ground  be¬ 
tween  guest  and  host,  for  example: 
“Peter  and  f  met  when  we  had 
holiday  jobs  as  Bu bin's  Redcoats." 

I  am  not  normally  clumsy, 
but  while  with  a  new  girl 
friend  at  a  restaurant  I  accidental¬ 
ly  knocked  my  drink  all  over  the 
tablcdoth.  My  embarrassment 
was  made  worse  because  the  staff 
took  a  long  time  to  dean  np  the 
mess.  What  should  I  have  done?— 
Name  and  address  withheld. 


Insouciance  is  called  for.  If 
waiters  do  not  respond  im¬ 
mediately,  quickly  spread  your 
napkin  over  the  offending  stain, 
which  at  least  hides.it  from  view. 
Anna  Wintour,  the  super-cool  edi¬ 
tor  of  American  Vogue,  showed 
great  aplomb  when  a  dead  animal 
was  thrown  cm  to  her  table  at  The 
Royal  ton  in  New  York  by  an  anti¬ 
fur  protester.  Unperturbed,  she 
placed  her  napkin  over  the  offend¬ 
ing  artide  before  imperiously  sum¬ 
moning  staff  to  remove  it 
•  The  author  is  associate  editor  of  GQ. 
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COUNELOMBLMUSE- 

ERSHIP.  B0frUGUrt&OH2OO6. 
Mg'S:  BWIttT?  BtOfREAWNG 


KaSs 

CHEF  MECHANIC  PETERS “BOBBY* 
MAND USOfi.  VM<G  GOFER&FWER. 
BORN 

20Q6.H068£S:  D&CO 

BODY  BUILDING.  LOATHES  PR5BY. 


SPACEMAN  D1G0Y 
(PflECOnT-  BAN'S 
BWMAN  AfiWWU- 

aJMBWWN-BoRN 
ttgKSHfRE  199*. 
HOBBIES:  fA5T  CARS, 
FASTfaoP-NgT 

U*TTg>  5T£JES 

OF  EUROPE  CTHKE- 
R*!EU&E.LE££). 
HATES  BOBBY. 


* 


gORN  C.  1750. 
LEADER  OF  WE 
TOKEENG.  iMflWC- 
fiSLB&EWCF 


HOLPSRWRIEBJPOCv 
tjjrajkwwtwpianet- 
APYU^ROMANIlCALUr 
ATTACHED  TP  PAH.  BORN 
UVERRX3L20P7.  HOBBIES 

IHBtMO'HUaSWftffSttSt 

EASTENPEPS. 


MAR^AL  of  GRACE  £0? 
HUBERT “PERSY*  IRVINE, 
v:  &O.P.  &  BAR  (/**£«» 
A  LARGE  ONE).  BORN 
ALKHTCRMUCHTYI993. 

OWERSFWH  V0»*6 
THE  GAME. 


PICTURE  LINE 


READERS  are  invited  to  suggest  what  the  people  in  the  picture  below  are  saying. 

This  picture, 
recently  printed  in 
The  Times,  will 
appear  again  next 
week  with  an 
entry  chosen  from 
those  submitted. 

Send  “speech 
bubble”  suggestions 
on  a  postcard 
with  your  name  and 
address to 
PidureLine, 

Weekend,  The 
limes.  1  Pennington 
St.  El  9XN. 

The  Editor's 
derision  is  final.  The 
closing  date  for 
entries  is 
Wednesday. 

September  10. 


"It  could  be  worse,  Tveonfy  got  two  tutorials  in  the  morning' 
This  winning  caption  for  last  week's  finaFPimchline  competition  was 
submitted  by  Professor  P.L  Payne  of  WestfnILAbertieenshire.From  today 
the  competition  is  replaced  by  PidureLine,  see  above  for  details 


WORD  WATCHING 


By  Philip  Howard 

TAPNET 

a.  A  fig  basket 

b.  A  hairpiece 

c.  A  trout  net 

URAEUS 

a.  A  satellite  of  Mars 

b.  A  blood  disease 

c.  A  holy  snake 

TENSON 

a.  A  verse  contest 

b.  A  carpentry  joint 

c.  Three/four  time 

TULLIBEE 

a.  A  white  fish 

b.  Part  of  a  turban 

c.  A  Ciceronian  spelling  exercise 

Answers  on  page  Z3 


TWO  BRAINS 


RESEARCH  suggests  that  stimulating 
the  mind  with  mental  exercise  may 
cause  brain  cells  to  branch  wildly.  This 
branching  causes  millions  of  addition¬ 
al  connections.  “Think  of  it  as  a 
computer  with  a  bigger  memory 
boaitL  You  can  do  more  things  more 
quickly”  (Arnold  Scheibel,  Director  of 
Brain  Research  Institute,  UCLA). 

Verbal  intelligence  is  one  of  the 
major  factors  in  IQ  testing.  Vocabu¬ 
lary  has  been  found  to  be  the  single 
type  of  intelligence- most  highly  corre¬ 
lated  with  success;  Numerical  intdli- 
-genpe is- the  second major  factor  in'IQ 
testing  and  refers  to  the  ability  to  play 
with  the  numerical  alphabet 
Ql;  Land  is  to  sea  as  ?  is  to  strait 
Q2:  Insert  the  missing  number 
2  4  8  4 
6  S  3  10 
4  3  8 

Answers;  page  27  R.K. 


CROSSWORDS 


by  Brian  Greer 


Bridge,  chess  and  com¬ 
puter  games  all  have 
their  niche:  so  should 
not  crosswords,  with  their 
equally  wide  audience,  haw 
one  too?  That  is  why  this 
weekly  column  for  crossword- 
ians  starts  today.  It  provides 
me  with  a  spot  to  elucidate  our 
more  diabolical  dues,  provide 
background  on  technical  and 
artistic  aspects  of  crossword 
compilation,  pontificate  on 
stylistic  niceties,  celebrate  the 
most  ingenious  dues,  pass  on 
gossip  from  the  crossword 
subculture,  reminisce  on  the 
history  of  the  crossword  puz¬ 
zle  and  generally  deal  with 
solvers’  queries. 

As  a  matter  of  record,  tbe 
1997 Times  Crossword  Cham¬ 
pionship  was  held  recently  at 
die  Festival  Hall  in  conjunc¬ 
tion  with  the  Mind  Sports 
Olympiad.  An  enthusiastic 
field  of  346  competitors  con¬ 
verged  from  as  far  afield  as 
Cornwall  and  Kirriemuir.  In 
an  extremely  dose  finish,  only 
one-and-a-half  minutes  sepa¬ 
rated  David  Howells,  Alasfeir 
Sutherland  and  Mike  Ware- 
ham  in  the  first  three  places. 

We  hope  that  next  year  it 
will  be  possible  to  find  a  new 
sponsor  so  normal  service  can 
be  resumed,  with  regional 
finals  and  the  doubles  event 
that  proved  so  popular  on  its 
introduction  ini9%:ThefirsT 
puzzle  used  in  die  champion¬ 
ship  was  reproduced  in  The 
Times  last  Wednesday,  and 
the  remaining  three  will 
appear  on  succeeding  Wed¬ 
nesdays.  A  number  of  readers 
have  told  me  they  would  like 
to  see  an  occasional  puzzle 


pitched  at  the  level  of  difficulty!^ 
of  Eliminators  fused  when 
more  contestants  qualify  than 
there  are  spaces  available),  V 
and  this  is  being  considered. 

The  daffy  cryptic  crossword, 
for  which  1  am  responsible, 
may  be  considered  the  fiag-. 
ship  of  a  fleet  that  is  reinforced  • 
today  by  the  crudverbal 
equivalent  of  an  aircraft  car¬ 
rier,  namely  a  weekly  Jumbo. 

Ai  the  helm,  as  editor  for  these 
puzzles,  will  he  Mike  Laws.  - 
By  way  of  continuing  intro¬ 
ductions,  let  me  recall  that 
Leonard  Bernstein  called  our  .  ’ 
cryptic  puzde  file  second-best!  m 
crossword  in  the  world.  What. 
then,  did  he  consider  file  best? 
The  Listener  puzde,  of  course. 
The  editors  are  Mike  Rich  and 
Ross  Beresford  —  general  cor¬ 
respondence  should  go  to  the 

former  and  puzzles  for  consid¬ 
eration  to  file  latter.  To  com¬ 
plete  'the  line-up,  Ridiard 
Browne  Is  the  “onlie  begetter" 
erf  Crossword  Two.  -  i 

All  of  us  operate  from 
home,  not  from  The 
Times  office:  Conse¬ 
quently,  correspondence,  sfept 
to  us  at  The  .  Times  (1 
Pennington  Street,  London  £1 
9XN)  is  forwarded,  and  fids 
process  wflj  be  expedited  if 
you  address  your  letter  to  the 
appropriate  person. 

During  file  next  few  weeks  I 
plan  to  deal  with  same  basic 
information  about  file  nuts 
and  bolts  of  die  art  and  science 
of  crossword  creation.  Keep 
the  feedback  coming  and  left 
see  how  this  forum  develops. 

O  The  author  is  crossword  editor 
qfThe  Times 


i: 


B  L 


ALFRED  DUNHILL 

LONDON 


JUMBO  CROSSWORD  126 


The  prize  for  the  first  six  correct  solutions  opened  will  be  a 
Dunhill  AD200,  worth  £105,  the  world’s  first  interchangeable, 
capless  roller  ball  /  ballpoint  pen.  Streamlined  in  shape  and 
made  from  silver-plated  black  resin,  it  has  perfect  writing 
balance.  Entries  should  be  sent  to:  Jumbo  Crossword  126, 
The  Times,  1  Pennington  Street,  London  El  9XN  to  arrive  by 
Monday  September  15.  The  names  of  the  winners  will  be 
published  in  Weekend  on  Saturday,  September  20 


NAME  . 

ADDRESS 


POSTCODE _ _ _ 


ACROSS 

1  Angle  straightened  out  in  nurse’s 
bedside  manner  (8£) 

8  Reading  Priestley  aloud,  and 
keeping  classes  in  order  (12) 

16  Make  an  effort  to  get  somewhere 
in  the  running  for  office?  (9) 

17  Write  backing  before  mdody  in 
part  of  popular  dassk  (7) 

18  CD  I’m  remixing  with  fantastic 

•  choir,  packaged  in  two  colours?  (9) 

19  Finally  fixed  date  of  departure  (6) 

20  One  came  off  stage,  having 
landed  part  in  the  ApoQo  (5,9,6) 

22  Corpulent  one  with  a  bulge  could 
bef  (10) 

23  One’s  on  lop  of  the  world,  going 
overseas  (3-3) 

24  Bungled  quiz  about  China, 
missing  a  question  —  the  answer's 
a  vegetable  (8) 

28  Opus  recalling  Tarka?  Book  one's 
bade  in  stock  (9) 

29  I  lost  enough.  Ul^dvisedly 
involved  in  rock  production  (1 1) 

3 1  Welsh  community  featured  In 
Under — ?  (5) 

32  An  old  meeting  place  (5 ,3,4,4) 

35  Veteran  taking  a  break  in  Oman? 
(3-7) 

38  Barred  building  in  local 
environment  (63) 

40  Disastrous  outcome  of 
rock'n’rolling?  ft) 

42  Short  story  about  cricket  side 
using  certain  pitches  (5) 

43  Evidence  of  Parthenon’s  original 
covering  (5) 

44  Retained  approach  used  in 
mystic  design  (9) 

45  Monkey  business  in  a  fellow's 
study?  (II) 

46  Bank’s  about  to  assess  sailor  — 
how  investments  should  be  made? 
(10) 

48  Transfer  sounds  OK.  if  one’s 
available?  (83) 

52  Made  a  greeting  somewhat 
kinky?  (5)  - 

53  Relative  has  twins  besotted  with 
serial  (6-2-3) 

55  Answer  briefly  about  Italian 
town  —  a  stale  capita]  (9) 

57  Almost  divulged  age,  not  losing 
heart,  and  without  complaints?  (8) 

58  Shoot,  when  passing  across  — 
sure  to  be  intercepted  by  right 
back  (6) 

60  Office  needing  good  man. 
flanked  by  wise  ones  making 
suggestions?  (10) 

63  Let  me  know  if  you’re  coining  to 
do  the  foil  version  (83.4,5) 

65  Stroppy  ldd  took  in  what  workers 
had  id  do  (6) 

67  Working  on  a  member  of  staff  (9) 

68  Little  grasp  of  digital  procedure? 
(34) 

69  Put  in  unusual  fetters  —  second 

used  not  the  last?  (9) 

70  Lament  red’s  involvement  with 
20.  briefly  getting  caught  up  (12) 

71  Tooting  players  have  these  flings 


DOWN 

1  Monkey  about  overseas,  malting 
riDy  mistake  (6) 

2  Exploit  support  offered  by  tbe 
underground?  ft) 

3  Communicate  with  one  colleague 
without  taking  sides  (1 1) 

4  In  a  position  to  make  a  minor 
admission?  (4) 

5  It  pays  to  look  after  one’s 
circulation  (10.10) 

6  Jog  the  memoty.  and  request 
attention  (4,1,4) 

7  Softening  one's  expression  (1 1) 

9  Popular  beer  ad?  It  upset  drunk 
(10) 

10  Retreat,  seeing  brightly  coloured 
formal  dress,  topless?  (6) 

11  Asksabouta prisoner— they’re 
under  control  again  (11) 

12  Endlessly  nag  famous  brother  (5) 

13  One  may  stop  the  Express  going 
ahead  (13,4) 

14  Fond  of  fine  food  — traditional 
sweet,  say?  ft) 

15  Fast  cut  short  man  is  given 
savoury  dish  (6) 

21  A  bit  of  meat  in  the  sideboard 
(M) 

25  Painter  illustrated  part  of  poem 
about  wend  tale  ft) 

26  First  parts  of  translation 
appeared  out  of  order  in  a  journal 

27  Potential  threat  of  withdrawal 
from  the  Union?  (10.10) 

30  Prepare  some  eggs  for  the  family? 
(7) 

33  Strip  to  produce  photos  males 
finally  want  in  expanding 
business  (6,11) 

34  Modem  guitarist  has  to  cut 
hippie  style  of  greeting  (6) 

36  Revive  hybrid  motor  sport  (S3) 

37  Indian  warrior  established 
procedure  to  trap  one  of  tbe  60?  (6) 

39  I  may  take  a  stance  on  silly  point 

ft) 

40  Three  consecutive  letters  quoted 
in  two  articles  —  one  from  Kabul 

P) 

41  Getting  high  on  spirits?  (IQ 

47  Often  being  out  of  work  (II) 

49  Maybe  change  golf  dub,  given 
hint  of  future  prosperity  (£5) 

50  I’m  prepared  to  take  a  chance  (1 1) 

5!  Small  quantity  in  one  of  the 

seven  ty-tive  bottles?  (10) 

52  Aquatic  mammal  in  river  —  leave 
two  to  get  reestablished  (5.4) 

54  Where  grass-seed  should  thrive 
in  London?  ft) 

56  Delivering  milk  for  the  new 
arrivals  ft) 

59  Pagan  god  seen  round  wizard's 
home  set  np  in  island  group  (6) 

61  A  bit  of  a  toff,  too?  (2.4) 

62  Did  love  leave  no  roan  for  the 
woman  he  abandoned?  (6) 

64  US  explorers  may  have  year 
submerged  in  lake  (5) 

66  Finally  throw  a  fit  —  one's  lost  the 
scenti  (4) 
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DOWN 

2  Incline;  without  fat  (4) 

3  Not  often  ft) 

4  Fellow  feeling  (8) 

5  Principal  artery  (5) 

6  Raising  the  spirits  (12) 

7  Soft  (drink)  (3-9) 

8  GreedOy  swallow  (6) 

13  Showing  cultural  decline 
(8) 

16  Scotch  (but  not  Irish)  (6) 

17  Grinderft)  \jfl 

19  Little  (5)  * 

21  Contemptible,  cheap  (4) 


ACROSS 

1  Narrow  squeak  (S3) 

9  Generally;  a  garment  (7) 

10  Laughter  (5) 

11  Unit  of  molecule  (4) 

12  In  no  way;  don’t  mention  it 
(333) 

14  Conspiracy  of  producers  (6) 

15  Brief  rainfall;  demonstra¬ 
tor?  (6) 

18  Of  Iberian  origin  ft) 

20  Small  due  (4) 

22  Go;  permission  (5) 

23  Bird;  game  of  dare  (7) 

24  (Drug)  withdrawal  symp¬ 
toms  (4,6) 

SOLUTION  TO  NO  i  191 

ACROSS:  1  Humorist  5  Deft  9  Part  and  parcel  10  Feat 
II  Cutlass  13  Import  15  Crimea  18  Chortle  20  Soft 
23  Procrastinate  24  Edgy  25  Embezzle 
DOWN:  |  Hope  2  Merge  3  Reactor  4  Seduce  6  Exclaim 
7  Talisman  8  Cant  12  Disciple  14  Prolong  16  Respite 
17  Jetsam  19  Turf  21  Franz  22  Bede 

1(D^  TORDETAUS  AND  PRICES OOM 

sBts2TE5?SSStiaS&  MUl-,2-a  CM. ■  ft**  2  (20  pubm  iw 
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Exotic 
imports 
set  a 
scorching 
pace 

Page  5 


Aflat 
way  to 
mark 
Bibendum’s 
centenary 

Page  7 
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SATURDAY  SEPTEMBER  6  1997 


Freelander  is  set  to  become  a  marketing  triumph,  making  the  competition  look  twee,  says  Kevin  Eason 


■J  >-»  f'y 

C  jretr 
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Electronic  braking  system  is  used  for  hill  clambering 


“Lifestyle"  Land  Rover  design  aims  at  a  wide  audience 


While  body  style  is  familiar,  design  is  groundbreaking 


'  \,V, 


t  was  at  least  worth  the  wait. 

ILand  Rover's  new  “baby"  ofl- 
roader  will  be  revealed  for  the 
first  time  next  week  —  and 
already  it  looks  like  a  winner. 

Small,  chunky  and  versatile;  the 
Freelander  is  the  vehide  Land  Rovjer 
needed  years  ago  to  beat  off 

intrusion  of  Japanese  manufacmrers 

that  captured  the  niche  market  far 
small  4x4  models.  While  Suzuki  and 
Toyota  cashed  in  on  selling  mutan 
Ninja  4x4s  to  a  generation  that 
wanted  fun  but  not  a  stodgy^d 

Rover  for  grown-ups.  corporate 
thumbs  in  Britain  twiddled* 
perhaps  land  Rover  was  just 

biding  its  collective  time,  because  ft 
four-year  development  of  fte 
Freelander  has  a  veh.de 


Rover  wOl  once  again  set  the  benchmark  for  style.  comfort  and  performance  against  Japa 

Rover  breaks 
new  ground 


of  its  cabin  and  its  promised  rough 

Fredander  hasp™1  yet  another  qnftusia^c  a^t  a  new  prod  discover  there  is  no  low-ratio  gearbox  you  buy  the  Rwtondentay  £  * 

that  could  mJS  Mdefin-  this  one.  Like  the  -th  ror  hill-dam  bering.  Instead,  a  liitle  sweatshirt  the  cap.  the  shoes  or  the 

enSin“rin,SS!S-^  have  hit  the  sweet  sprtwah^  bSSTS  die  fivMpecd  El  .500  mountain  bike  so  gorgeous,  tt 

ing  the  Style  for  the  *  design  and  frfmipna^  "  ey  gear]cver  activatfS  m  eh*.  is  worth  saving  up  for  on  its  own. 


fully  independent  suspension  replac¬ 
ing  Land  Rover’s  traditional  twin 
live-axle  approach. 

Land  Rover  traditionalists  will  also 


And  they  won’t  just  be  buying  the 
vehide.  they  will  be  buying  into  the 
lifestyle.  Land  Rover  is  to  start  selling 


I 


.  V. 


land  Rover  is  .masSL?,i 
rewriting  the  rules  of  the 
Set  and  where  it  has  gone  dw 
SUbeenfomtdfoMow^ 
look  at  the  Range 
redefined  not  just  the  4 
luxury  car  market,  airi 
Discovery,  which,  tamed 
run  into  a  procession  that  looks  more 
iflfp  an  Army  task  force.  _i 

rfft^FSander,  the  sophisucanon 


nave  nn  -i — 

design  and  perforniance  -  now  they 

just  have  to  build  it  properly. 

J  Reliability  and  Und  Rowr  are  not 
words  that  have  appeared  in  fte 
same  sentence  very  often  of^te.B 
BMW,  Rover’s  owner,  has  teen 
through  the  Solihull  factory  «*• 

Stet  to  get  the  full  benefit  offte 
Spans’  legendary  quahty  control. 

T^hidfhas  alsc >  been  designed 

tn  te  easier  to  build  than  fte  ladder- 


yellow  button  on  fte  five-speed 
manual  gearlever  activates  an  dec- 
ironic  braking  system. 

But  Land  Rover  is  not  looking  for 
traditionalists:  Freelander  will  ex¬ 
plore  a  whole  new  market  of  buyers 
who  have  never  been  able  to  afford  — 
or  wanted  —  to  put  a  Land  Rover  on 
their  wish-list. 

With  prices  at  between  £16.000  and 
£20,000,  the  charismatic  badge  is 
within  reach  of  a  range  of  buyers, 
from  young  singles  to  mums  who  do 
the  school  run;  from  middle-aged 


P 


eter  Kjnnaird,  the  commer¬ 
cial  director  masterminding 


because  they  will  be  exchanging  GTis 
or  estate  cars  for  a  vehide  which 
offers  them  a  car-like  driving  experi¬ 
ence  on  the  road  but  the  ruggedness 
and  versatility  of  an  off-roader." 

From  launch  in  January.  Land 
Rover  expects  to  sell  about  20,000 
Freelanders  in  Britain  next  year.  But 
an  American  launch  will  be  a  must: 
full  production  is  60.000  —  about  fte 
same  as  Discovery  output  —  though 
Solihull  could  make  an  extra  15,000 
or  so  vehicles  annually  if  demand 
was  big  enough.  They  will  be  made 
alongside  the  thriving  Discovery,  the 
Range  Rover  —  which  accounts  for 
about  30,000  vehicles  a  year  —  and 
the  evergreen  Defender,  which  Land 
Rover  churns  out  at  the  rale  of 
around  30.000  annually. 

Freelander  is  pitched  at  big  compe¬ 
tition.  notably  Toyota’s  RAV4  and 
Suzuki’s  Vitara,  but  this  first  sight 
would  suggest  that  the  British  en¬ 
trant  will  once  again  set  the  bench¬ 
mark  for  style,  comfort  and 
performance.  The  only  drawback 
could  be  the  issue  of  reliability,  which 


„.c  uwigvi  is  that  massive  de¬ 
mand  would  encourage  Land  Rover 
to  crank  up  the  assembly  lines  at  the 


tori  dto*“»  £3  mLiagm  who  need  a  weekend  car  to 

work  of  the  Dlsc?^  2'cP^ Freelancer  carry  the  kids'  bikes,  to  pensioners  ™““"  “T”  l  ’ 

Range  Bj«r  in  fact  with  the  time  lo  enjoy  something  with  think  Freelander  will  appeal  acitaS  a 

breaks  with « .bundle roftradmcnsa£  ^  of  a  b^  size  vast  range  of  people.  I«JW; 

a,  once:  instead  ^ofladd^llrenft  of  ap  ^  ^  -Defining  a  customer  is  impossible 

there  is  a  one-piece 


dal  director  masterminding  couio  oe  me  issue  u* 
this  expansion  into  “lifestyle  scared  off  some  A"™™ 
retailinr.  says  Land  Rover  disgruntled  many  « tluscoumiy- . 
customers  buy  an  average  £500  The  danger 
worth  of  extras  and  accessories  with 
their  vehide.  He  thinks  that  will  »a»» uu 
double,  as  fte  familiar  green  and  exp^of  reh^ftt^NmthK  tm^I 
gold  logo  slips  alongside  Camel,  suspect  executives  will  ^ 

Marlboro  or  Nike  onto  fte  outdoor  dling  their  new  baby  until  JhqMm 
wear  stands  in  exdusive  shops.  gauge  response 

“We  are  defying  all  the  usual 
marketing  conventions  because  we 


-  though  there 
seems  little  doubt  that  if  the  factory 
can  ensure  reliability,  buyers  will 
flock  to  fte  green  and  gold  badge. 

Smooth  off-roader.  Page  3 


Don’t  be  seen 
without  your 

jeans 

W  on  jeans  for  Genes  Day 
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0800  980  4800 


Please  give  just  £1  to  wear  your  jeans 
to  work  on  Jeans  for  Genes  Day  -  m 
10.10.97  -  and  help  sick  children 

Tb  repOerfara  Jean  far  CeMi  WW  Wsrnatloii  Pact  r 

tfaecMpM  below  mjvni  far  Gens  National  Appeal,  FREEPOST  (5WB  20118), 
BanraaiioadiBH8n&  or  cd  ow-botfine  nunber  free  an  OHM  980  WO. 
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Agricultural  vehicles  should  be  selectively  banned  from  clogging  roads  at  harvest  time  as  part  of  a  package  of  small  measures  to  cut  congestion 


Zero  tolerance  for 


farmer  Giles 
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Great  beasts  of  the  field 
have  been  plaguing  me 
of  late,  to  the  point 
where  I  begin  to  won¬ 
der  if  I  have  been  too  kind  to  them 
in  the  past  They  are  often  red, 
these  huge  creatures,  though  some 
are  yellow.  Their  colour  is  not  the 
problem:  the  problem  is  one  of 
dimension  and  speed. 

[  think  it  was  last  year,  at 
harvest  time,  when  an  appeal  went 
out  to  Tanners  to  stop  clogging  the 
roads  with  their  harvesters  and 
tractors.  I  wrote  at  the  rime  that 
this  was  an  unreasonable  demand, 
for  there  area  thousand  causes  of 
delay  on  the  roads,  and  farmers 
going  about  their  business  are  as 
legitimate  as  anyone  else. 

Quite  a  few  people  wrote  to 
disagree,  claiming  that  it  was  all 
very  well  for  me.  This  was  not  the 
best  point  they  could  have  made. 


Peter 

Barnard 


for  I  live  surrounded  by  Gelds  that 
every  year  have  to  be  harvested. 

This  year  1  have  had  to  rethink 
my  attitude,  however.  And  in 
doing  so  I  have  had  to  cany  out 
some  more  detailed  research  into 
the  movements  of  farm  machin¬ 
ery.  The  only  possible  conclusion 


is  that  many  farmers  either  do  nor 
care  about  other  road  users  or 
have  never  let  the  problem  cross 
their  minds. 

One  of  the  difficulties  is  that 
farmers  tend  to  move  their  vehicles 
along  roads  during  the  two  rush 
hours.  This  fact  explodes  the  myth 
that  farmers  get  up  so  early  they 
have  to  wake  the  cockerel  so  that 
he  can  start  crowing. 

There  may  be  some  truth  in  this 
as  applied  to  dairy  fanners,  who 
milk  their  cows  at  unearthly  hours 
of  the  morning,  but  arable  farms 
—  the  majority  —  are  run  more  or 
less  to  office  hours,  except  at 
harvest  rime  when  the  work  goes 
on  into  the  late  evening. 

If  I  am  right  in  noticing  an 
increase  in  farm  traffic  on  the 
roads  this  year,  I  can  only  think  it 
has  something  to  do  with  the  way 
modem  farming  is  carried  out 


Many  farmers  bring  in  contrac¬ 
tors  to  reap  the  harvest  and,  as 
said  contractors  are  paid  by  re¬ 
sults,  they  tend  to  move  from  one 
farm  to  the  next  whenever  they  are 
ready,  rather  than  when  said 
movement  suits  the  rest  of  us. 

A  second  factor  appears  to  be 
that  with  so  many  small  farmers  in 
Britain  going  out  of  business,  their 


farm  land  tends  to  be  can  ed  up 
among  other  local  farmers,  with 
the  result  that  harvesters  have  to 
spend  more  rime  on  the  roads 
gening  from  one  bit  of  farm  to 
another. 

These  are  subtle  social  factors 
that  contribute  to  delays  on  the 
roads  with  our  offering  any  imme¬ 
diate  solution.  It  would  be  possible 


to  ban  farm  vehicles  from  A  and  B- 
raads  during  the  rush  hours.  This 
need  not  cause  much  difficulty  to 
farmers,  provided  they  plan  their 
workloads. 

Of  course  any  such  move  would 
cause  a  tremendous  polirical  row, 
but  that  is  not  a  reason  to  abandon 
the  idea.  There  was  a  tremendous 
row  when  France  banned  lorries 


from  its  roads  at  weekends,  bur  rhe 
idea  worked. 

Anyone  who  drives  regularly 
knows  that  a  large  part  of  the- 
solution  to  traffic  problems  lies  in 
small  measures  that  offer  aggre¬ 
gate  gains.  Cumbersome  farm 
vehicles  on  main  roads  are  rally 
part  of  a  big  picture  that  includes 
everything  from  illegal  parking  to 
cvclists  riding  two  abreast. 

'  Zero  rolerance  is  much  in  favour 
as  a  means  of  dealing  with  crime 
so  perhaps  with  a  little  lateral, 
thinking  we  can  impose  zero 
tolerance  on  traffic-flow  problems. 
The  sheer  numbers  of  cars  on  the 
road  may  be  a  problem,  but  how 
big  or  small  the  problem  is  will  not 
be  apparent  until  we  do  something 
about  the  countless  obstructions 
that  slow  traffic. 

And  not  just  physical  obstruc¬ 
tions.  Local  authorities  often  make 
life  hard  for  themselves.  Bath,  one 
of  the  most  visited  dries  in  Europe, 
has  recently  been  gnashing  its 
teeth  over  traffic  congestion,  espe¬ 
cially  at  weekends.  Yet  Bath  insists 
on  closing  one  of  its  park-and-ride 
locations  every  Saturday. 

That  is  a  classic  example  of  the 
penny  taking  a  long  time  to  drop, 
and  there  are  countless  others.  A 
few  small  ideas  usually  achieve 
more  than  one  big  idea. 
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College  Javelin  champion 

*■'-  ™  ADRIAN  SHEHHATT 


At  13-years  of  age  most 
schoolboys  collect 
stamps  and  football 
programmes,  but 
Mark Torak  was  acquiring  his 
first  classic  car.  an  MGB  GT. 
Now.  aged  IS,  he  has  scored  a 
major  coup  by  finding  an 
original  classic  in  a  barn. 

When  Mark  offered  to  help 
a  neighbour  clear  a  derelict 
bam  he  had  no  idea  of  the 
treasure  that  lay  inside,  but  as 
three  decades  of  farm  equip¬ 
ment.  tools,  household  debris 
and  brambles  was  removed, 
he  recognised  the  shape  of  a 
Jowett  Javelin  in  a  comer. 

The  neighbour,  who  had 
driven  the  car  into  the  bam  27 
years  ago  and  promptly  for¬ 
gotten  all  about  ir,  agreed  to 
sell  the  somewhat  shabby 
Javelin  to  Mark,  and  it  has 
now  taken  pride  of  place 
alongside  his  brace  of  Daimler 
Conquest  Centuries,  Austin 
1300  and  his  daily  transport,  a 
venerable  Land  Rover. 

His  find  is  all  the  more 
remarkable  since  the  very  first 
Javelin  was  launched  exactly 
50  years  ago  and  this  year  fans 
of  the  car  have  been  celebrat¬ 
ing  the  anniversary. 

The  Jowetn  Javelin,  de-. 
signed  by  Gerald  Palmer,  was 
one  of  the  first  genuinely  new 
postwar  cars  capable  of  seat¬ 
ing  four  in  comfort  and  raking 
them  to  SOmph,  at  a  time  when 
most  car  owners  dreamed  of 
reaching  60mph. 

Technologically  advanced 
for  its  age.  its  aerodynamic 
tear-shaped  rear  hid  torsion 
bar  springs.  There  was  rack- 
and-pinion  steering  and  its 
fiat-four  I486cc  engine,  if 
somewhat  unreliable,  left 
most  competitors  struggling  to 
keep  up. 

Mark,  who  lives  in  the  Kent 
village  of  Westinarsh  and  is 
studying  business  and  lan¬ 
guages  at  college  in  nearby 
Canterbury,  was  delighted 
that  his  Javelin  turned  our  to 
be  one  of  the  few  pre-1950  cars 
remaining.  Supplied  new  in 
July  1949  by  George  Fitt 
Motors  in  Whitstable,  ir  spent 
most  of  its  life  in  the  Folke¬ 
stone  area  before  being  driven 
into  the  bam  in  1970. 

Mark  says:  “The  car  was 
covered  in  27-years'  worth  of 
dust  and  brambles,  and  the 
headlamps  and  bumpers  were 
missing.  When  1  cleaned  the 
dirt  off  the  windows,  though.  I 
saw  that  the  chromework  was 
sitting  on  the  seats. 

“The  key  was  still  in  the 
ignition  and  the  logbook  and 


Vaughan  Freeman  on  a 

teenage  restorer's  rare 
find  of  a  British  saloon 


Bam  find:  the  Javelin,  minus  chrome 
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MarkTorok  and  his  1949  Javelin,  now 
awaiting  a  sympathetic  restorer  to  step  in 


the  service  guide  were  in  it 
too."  Mark  had  it  towed  home 
by  tractor,  where  he  has 
started  work  cleaning  it  up. 

“The  early  Javelins  were  let 
down  by  mechanical  failures 
including  crankshaft  break¬ 
ages  and  gearbox  problems, 
which  is  why  most  of  the  500 
or  600  surviving  cars  are  post- 
1950  models. 


He  adds:  “At  some 
point  my  car  was 
fitted  with  a  recon¬ 
ditioned  engine 
and  the  oval  crankshaft  from 
the  more  proven,  later  Jave¬ 
lins.  It  also  has  the  metal 
dashboard  of  the  earlier  pre- 
1950  cars'  and  the  chrome  grille 
that  hinges  downwards  to  give 
excellent  access  to  the  engine.” 

Mark's  car  has  covered  just 
over  40.000  miles  and  is 
recorded  as  the  3,874th  out  or 
the  Javelin's  total  production 
run  of  23.600,  around  half  of 
which  were  exported.  For 
Mark  it  is  another  car  that  he 
delights  in  having  saved  from 


the  scrapyard:  “When  I  was  13, 
before  I  was  old  enough  to 
drive.  1  had  an  MGB  GT. 

“I  saved  a  1962  Cadillac 
Coupe  de  VilJe  that  had  been 
sitting  on  somebody's  drive  for 
ten  years  and  which  still  had 
the  original  New  Jersey  tax 
plates  on  it.  and  I  also  found  a 
Rover  SD1.  The  Javelin  is 
special  though.  It  deserves 
belter  than  a  bam." 

Having  got  the  car.  Mark 
now  hopes  to  find  somebody 
with  the  time,  expertise  and 
the  money  tu  do  a  full  restora¬ 
tion:  “!  have  to  get  un  with  my 
studies  and  simply  do  not  have 
the  time  to  do  it." 

Even  so.  restoring  a  car  like 
a  Javelin  is  likely  to  be  more  a 
labour  of  lore,  repaid  by  pride 
of  ownership,  than  providing 
any  owner  with  an  instant 
famine. 

Classic  car  trader  Peter 
Rodgers,  of  Huddersfield, 
specialises  in  the  marque  and 
says  even  in  near-perfect  con¬ 
dition.  a  Javelin  is  unlikely  to 
fetch  more  than  £5.000. 


7* 

LODGE 


SPARK  PLUGS 


Jowett  boasts  metal  dashboard  of  pre-I950s  models 


Original  logbook  and  service  guide  survive,  as  does  interior  of  the  80mph  saloon 

Rover  is  attempting  to  beat  the  speed  set  by  Stirling  Moss  at  Bonneville 


MGF  reaches  217mph 


■  JUST  HOW  fast  can  an  MGF 
go?  A  specially  prepared  version 
of  the  two-seater  sportscar  was 
driven  at  2!7.4mph  during 
Speedweek  on  the  Bonneville  Salt 
Flats  in  Utah  last  month. 

The  run  marked  the  40th 
anniversary  of  Stirling  Moss's 
245.64mph  land-speed  record  for 
Class  F  (U00-1500cc)  cars,  set  on 
the  same  course  in  the  MGA- 


powered  EX  181.  The  MGF  team 
plans  to  return  next  year  to  exceed 
that  record. 

The  car,  using  a  turbocharged 
329bhp  engine,  was  prepared  at 
Rover  Group’s  Gaydon  Design 
and  Engineering  centre  under  the 
leadership  of  Nick  Stephenson, 
Group  Design  and  Engineering 
Director.  It  was  driven  by  Califor¬ 
nian  Terry  Kilboume. 


Modified  MGF  will  be  back  next  year  for  more 


AUTOFAX  by  Les  Evans  and  David  long 
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THRUST  TEAM  SET  FOR  RECORD 


■  THE  RACE  to  the  sound 
barrier  is  on.  Any  day  now, 
Britain's  land-speed  record 
contender.  Thrust  SSC,  will 
stan  its  runs  across  the  Black 
Rock  desert  in  Nevada  in  a 
head-to-head  with  American 
Craig  Breedlove’s  Spirit  of 
America. 

Driven  by  RAF  Tornado 
pilot  Andy  Green,  the  giant 
twin-jet  car  will  be  competing 
with  its  lightweight  American 
rival  to  be  first  to  travel  at 
supersonic  speeds  an  land, 
and  in  the  process  beat  the 
633. 468m ph  land-speed  record 
held  since  1983  by  Thrust 
project  director  Richard 
Noble. 

The  car  and  team  flew  to 
Nevada  in  a  giant  Antonov 
freighter  aircraft  earlier  this 
week,  even  though  Noble  ad¬ 
mits  that  funding  for  a  full 
month  of  high-speed  runs  is 
only  65  per  cent  complete.  He 
is  confident  that  a  good  early 
showing  will  bring  in  extra 
cash. 

Thrust  SSC  is  powered  by 
two  Rolls-Royce  Spey  engines 
frum  the  Phantom  Fighter, 


each  producing  power  equiva¬ 
lent  to  1,000  Ford  Escorts  — 
25,CKXHbs  of  thrust.  It  reaches 
lOOmph  in  4  seconds  and  is 
said  to  be  capable  of  850mph, 
lOOmph  more  than  the-sound 
barrier.  In  tests  in  Jordan 
earlier  this  year  Thrust 
reached  well  over  500mph.  It 
will  have  to  cover  the  14-mile 
track  in  just  46  seconds  to 
break  rhe  record. 


Thrust:  flown  to  America 
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AA  GRIDLOCK  GUIDE 


•  LONDON 

Central  London  and  major 
routes  in:  avoid  if  at  ail 
possible  on  Saturday,  due 
to  the  funeral  of  Diana, 
Princess  of  Wales. 

A306  Hammersmith 
Bridge.  Closed  both  ways  to 
general  traffic. 

A406  Angel  Edmonton. 

Major  works  at  the  A1010  Fore 
Street 

At 209  Bethnal  Green 
Road.  Rbadworks  between 
Vallance  Road  and 
Cambridge  Heath  Road. 

A312  Faggs  Road. 

Feltham.  Carriageway  reduced 
to  one  lane  each  way  due 
to  long-term  bridge 
maintenance  at  Faggs 
Bridge,  north  of  Staines  Road, 
between  Gam  and  5pm. 

A2  Old  Kent  Road,  New 
Cross,  dosed  restrictions  at 
various  times. 

A237  Manor  Road, 

Wallington,  single  alternate 
traffic  at  the  junction  with 
Melbourne  Road. 

•  SOUTH-EAST 

A34  Berkshire.  Contraflow 
and  narrow  lanes  with  40mph 
limit  between  M4  junction 
13  and  Newbury. 

A4  Padworth,  Berkshire. 
Temporary  lights  at  junction 
with  A340. 

M40  Buckinghamshire. 
Long-term  roadworks  with  a 
contraflow  between 
junctions  1  a  (M25)  and  3 
(Wycombe  East). 

A12  Feering.  Roadworks 
on  Ipswich-bound  lanes. 

A414  Hertfordshire. 

Roadworks  on  St  Albans 
Road.  Hemei  Hempstead. 

M2  Rochester,  Kent 
Roadworks  with  various  lane 
closures. 

A20  Ashford.  Temporary 
lights  on  Maidstone  Road. 

A248  Chilworth. 

Roadworks  may  cause  local 
delays. 

M25  Surrey.  Restrictions 
and  lane  closures  both  ways 
between  Reigate  and  A3. 

•  SOUTH-WEST 
A38  Old  Bedminster 
Bridge,  Bedminster.  Major 
roadworks  with  lane 
closures  on  Bedminster 
roundabout. 

M5  Bristol.  Contraflow 
across  Avonmouth  bridge  with 
50mph  limit. 

A390  Cornwall.  Lane 
restrictions  in  centre  of  Truro  at 
the  Trafalgar  roundabout. 

A354  Puddletown. 

Temporary  Lights  on 
Blandford  Road. 

A417  Maisemore  Bridge, 
Gloucestershire.  Temporary 
lights  during  bridge  work. 

A37  Shepton  Mallet 
Roadworks  with  lane  closures 
on  all  approaches  at 
junction  with  A3G1. 

•  MIDLANDS  AND 
EAST  ANGLIA 

B1352  Harwich.  Man  road 
has  temporary  lights  for 
cabling  work.  Expect  local 
delays. 

A1.  between  AJconbury  Hill 


and  Alwalton,  Cambridgo- 
1  work  wit] 


shire.  Construction  work  with 
lane  closures,  contraflow 
and  50mph  limit 
A38  South  Norman  ton. 

Major  long-term  works. 

A134  Stradsett,  Norfolk, 
roadworks  at  A1 22  junction. 
All  between  Besthorps 
and  Wymortdham.  Lane 
closures  in  both  directions. 
A52  Beoston, 
Nottinghamshire.  Major 
roadworks  on  Derby  Road. 
A6  Leicestershire. 

Roadworks  between  Ml 
junction  24  and  Sawley 
island. 

A50  Stoke  on  Trent:  major 
roadworks  in  the  Meir  area  at 
junction  with  A520. 

M6  junction  6  Birmingham. 
Long-term  roadworks. 
Northbound  entry  si  ip  to 
M6  North  closed  at  Salford 
Circus.  Diversions  in  place. 
A41  Wolverhampton.  Major 
works  near  Cooper  Street 
•  NORTH 

A69  Cumbria.  Temporary 
lights  an  Warwick  Road, 
Carlisle  with  long  delays, 
especially  inbound  from  M6. 
A19  Cold  Hesledon,  near 
Murton.  Roadworks  with 
southbound  carriageway 
down  to  one  lane.  - 
M61  Westhoughton.  Lane 
closures  on  both  carriage 
ways  at  Junction  6. 

A19  between  Thomaby  on 
Tees  and  Billingham.  Major  ' 
roadworks,  lane  closures 
and  speed  restrictions. 

A65  between  Skipton  and 
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Settle  at  Conistori  Cold,  North  ^ 
Yorkshire.  Temporary  lights  ■ '  ''v 
following  bridge  damage, 

Ml  South  Yorkshire.  Long¬ 
term  roadworks  with  30mph 
limit  at  junction  47.  Delays 
on  Ml ,  M621  and  A653. 

A1 34  Tyne  and  Wear. 

Contraflow  on  Felling  bypass. 

Ml  West  Yorkshire, 
junctions  43  to  42  Stourton  to 
Lofthouse  junction. 

Contraflow  and  50mph  limit 
A554  between  Wallaby 
and  Birkenhead.  Four  Bridi 
Road  closed. 

M62  West  Yorkshire. 

Contraflow  and  50m  ph  limit 
junctions  28  to  29. 

•  WALES 

A484  Carmarthenshire. 

Major  roadworks  on  Frands 
Well  in  Tenerdy. 

A449  Monmouthsire.  Long 
delays  between  (Jsk  junction 
and  the  M4  junction  24  at 
Newport 

A472  Torfaen.  Contraflow 
at  Pontypool. 

A483  Swansea.  Major 
roadworks  between  Elba 
Crescent  and  the  Vale  of 
Neath  road. 
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•  SCOTLAND 
M8  Edinburgh.  Major 
roadworks  at  junction  2. 
Delays  on  M9,  M8  and  A8 
approaches. 

M90  Perth  and  Kinross. 
Lane  closures  between 

Ections  4  and  7. 

4  Lesmahagow.  Inside 
lane  closed  southbound. 


\ 


b. 


,CA^S 


SATURDAY  SEPTEMBER  6 1997 


CAR  97 


3 


.  '/  ■!?.  , 

■ 

-  .>  .‘■fV?  • 

.  _  “Mu. ; 

"  y  i 

.  >J  ■  •  ■ 

:  -t.'  '•I 


Freekndei-’s  delight  is  in  its  attention  to  design  detail  —  but  it  is  still  a  true  off-roader,  says  Kevin  Eason 

Smoothie  can  take  the  rough 


.¥ 


Cabm’s  front-seat  power-point 
enables  driver  and  passenger 
to  charge  up  their  lifestyles 

You  barely  notice  at  first 
glance,  a  simple  elastic¬ 
ated  plastic  bar  low  down 
on  the  door.  Everybody 
puts  a  cup-holder  in  their  new 
models  ihese  days,  seemingly  as 
vital  a  piece  of  equipment  as  the 
engine  when  the  emphasis  is  on 
lifestyle  and  leisure. 

In  the  Freelander.  it  is  not  just  a 
cup  holder  the  designers  realised 
that  cups  come  in  all  shapes  and 
sizes,  soft-drink  cans  and  bottles  of 
water  are  as  varied  in  their  styling 
as  cars.  So  Freelander  got  some¬ 
thing  more  versatile. 

Detail,  you  see.  Freelander  is 
covered  in  detail,  the  son  of  tiny 
things  which  separate- satisfaction 
from  irritation,  which  mean  that 
drivers  of  the  latest  Land  Rover  will 
feel  at  home  in  their  vehicles. 

Designers  and  engineers  sat 
down  together  from  day  one  know¬ 
ing  that  the  Freelander  had  to  be 
different.  Inevitably,  the  Japanese 
had  already  swamped  the  niche 
market  for  small  off-roaders  and 
you  can  barely  cross  a  city  street 
without  sight  of  a  trendy  Toyota 
RAV4  or  a  garish  Suzuki  Vltara. 

While  land  Rover'S  stylists 
looked  for  the  shape,  the  engineers 
looked  deep  into  the  detail  that 


Gearstick  features  trigger  for 
switching  to  the  patented  Hill 
:  Control  « 


Descent  i 


gear  system 
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No  mere  cup-holder  for  the 
i  Freelander.  elastic  bar  takes 
aO  sizes  of  drinks  containers 

would  separate  Freelander  from 
the  rest. 

"  Clamber  around  the  cockpit  and 
their  work  is  evident  the  dash¬ 
board  clear  and  ergonomic  with 
twin  gloveboxes  among  lots  of 
storage  space.  There  is  plenty  of 
headroom  and  a  full  three  seats  in 
the  rear — all  with  three-point  belts. 
There  is  an  electrical  power  point 
between  the  front  seats  so  driver  or 
passenger  can  get  at  it  freely  (and 
the  option  of  one  in  the  boot  too). 

The  boot  is  adequate  rather  than 
gigantic  but  again.  Rover's  design¬ 
ers  have  shown  their  ingenuity. 
The  rear  window  drops  down 
electronically,  operated  by  the  re¬ 
mote  “plip"  key.  so  that  drivers 
laden  with  groceries  can  load  up 
without  opening  the  side-hinged 
back  door,  simply  -  reaching 
through  the  window  opening. 

Geoff  Upex.  Rover’s  design  and 
concept  director,  walked  me 
around  the  Freelander  to  describe 
the  styling  cues  aimed  to  make  the 
vehicle  uniquely  Land  Rover  yet 
give  the  company  a  new  face. 

The  bonnet,  for  example,  is  a 
“clam  shell"  shape,  familiar  from 
the  Range  Rover,  which  allows  the 
Freelander  to  revel  in  its  heritage. 
The  “kick"  in  the  roof  of  the  twe- 
door  is  clearly  a  cue  from  foe 
Discovery  while  the  round  tail 
lamps  are  reminiscent  of  the  vener¬ 
able  Defender’s  single-file .  vertical 
cluster  of  lights.  • 

But  Freelander  establishes  its 
identity  with  a  new  face,  a  wide 
grille  and  set-apart  eyes  of  large. 


rectangular  wraparound  head¬ 
lamps  —  and  those  big.  grey 
bumpers  that  many  buyers  will 
either  love  or  hate. 

“When  you  have  a  history  as  long 
as  Land  Rover’s,  you  are  faced  with 
a  series  of  challenges  you  must 
overcome  with  a  new  vehicle,"  says 
Upex.  “You  don’t  want  to  break  the 
mould  bur  you  can't  keep  repeating 
history  because  it  will  not  work. 

“That’s  why  we  gave  the 
Freelander  strong  shoulders  and  a 
straight  bodyline.  We  wanted  the 
bumpers  in  that  solid  colour  block 
to  make  the  vehicle  look  tough.  We 
didn't  want  h  to  look  like  a  car. 
Most  of  the  competition  are  car- 
derived  products  and  look  it,  so  we 
wanted  Freelander  to  show  its 
distinctive  design  heritage." 

Freelander  is  launched  with 
three  body  styles,  a  full  five-door 
station  wagon  and  two  three-door 
versions,  one  a  softback  and  the 
other  with  a  hardback,  which 
undips  and  lifts  off  in  a  few  seconds 
turning  the  Freelander  from  a 
station  wagon  to  a  pick-up. 

In  the  softback,  the  hood  furis 
forward  to  a  roll  bar  while  there  are 
twin,  targa-styfe  removable  sun¬ 
roofs  above  the  front  seats.  All  this 
converts  a  4x4  into  a  rugged 
convertible.  Somehow  the  trio  all 
look  very  different,  although  Land 
Rover's  .engineering  team  says  that 
structure  and  panels  are  lar^iy  the 
same  right  up  to  the  B-pfllaj. 

But  how  will  it  go  off-roed?  Steve 
Haywood,  chief  engineer  on  the 
Freelander  project,  just  grins  if  you 
askhim. 

“When  we  showed  Freelander  to 
the  BMW  board,  they  were  amazed 
how  well  it  coped  off  road,"  he  says. 
“We  know  that  the  people  who  buy 
vehicles  like  this  will  probably 
never  drive  in  a  field  or  desert  sand 
or  anything  worse  than  heavy  rain. 
But  this  is  a  Land  Rover  and  people 
expect  Land  Rovers  to  be  able  to  go 
anywhere  and  to  do  it  better  than 
everybody  else." 

Power  comes  from  Rover’s 
familiar  K-series  liHitre 
petrol  engine  —  worth  118 
brake  horse  power  —  as 
well  as  the  company’s  2-litre  direct- 
injection  diesel,  which  gives  a 
torquey  96bhp,  both  powerful 
enough  to  push  a  vehicle  much 
smaller  than  a  Discovery  through 
tiie  mud. 

But  drivers  unfamiliar  with  off- 
might  be  daunted  by  those 
_>pull-you  low-ratio .  gear- 

_ j  which  burden  the  serious  4x4 

machines.  On  Freelander.  you  get  a 
yellow.  Nintendo-style  trigger  cm 
the  gearstick  which  operates  Land 
Rover’s  patented  Hill  Descent  Con¬ 
trol  system,  a  clever  piece  of  lateral 
thinking. 

Put  Freelander  on  a  sticky,  steep 
descent  and  engage  HDC  with  the 
throttle  dosed  and  the  system 
selects  first  gear  and  uses  the  anti¬ 
lock  brakes  to  maintain  a  descent 
speed  of  5.6mph;  if  the  track  gets 
slippier  or  undulates,  it  reduces 
descent  to  4.4mph. 

Get  it  all  wrong  and  ding  a  side 
panel  and  there  is  no  need  to  worry, 
for  Freelander  also  uses  a  material 
new  to  cars,  called  Noryl  GTX, 
designed  to  pop  back  instead  of 
denting.  Haywood  was  confident  it 
worked  anyway,  bouncing  on  a 
panel  to  show  haw  robust  it  was. 
The  Nory!  panels  can  be  painted  or 
filled  just  tike  aluminium  and 
simply  bolt  an  for  ease  of  repair. 

Which,  along  with  fuel  consump¬ 
tion  at  27.6  miles  to  the  gallon 
combined  for  petrol  versions  and 
36.6  for  the  diesel,  will  he Ip  make 
Freelander  the  cheapest  4x4  to  run. 
We  shall  see. 


Freelander  comes  in  three  bodystyles,  including  five-door  station  wagon  and  three-door  softback, 
both  shown  above.  On  the  softback,  the  hood  furls  forward  to  a  roll  bar  while  there  are  twin  targa 
style  removable  sunroofs  above  the  front  seats.  All  this  converts  a  4x4  into  a  rugged  convertible 


Clear,  ergonomic  dashboard 
features  twin  gloveboxes  and 
a  good  deal  of  storage  space 


Tail  lamps  are  reminiscent  of 
the  venerable  old  Defender’s 
single  vertical  duster  of  lights 


The  Rover  makeover 


Familiar  design  tradition 
mixes  with  lasting  new  looks 

WHEN  YOU  design  a  Land  Rover,  you  are  handed 
the  baggage  of  almost  50  years  of  history  and  a 
familiarity  of  shape  and  style  that  car  buyers  ding  on 
to  like  a  family  heirloom. 

Gerry  McGovern.  Rover’s  chief  designer,  had 
already  tackled  —  and  beaten  —  that  problem  when 
he  produced  the  MGF.  Now  the  Freelander  is  the 
latest  vehicle  to  escape  the  dutches  of  history  and 
move  on  a  generation  with  some  radical  styling  allied 
to  cues  taken  from  Land  Rower's  heritage.  McGovern 
insists  that  Freelander  could  not  follow  the  Japanese 
competition  and  eariy  sketches  show  the  way  the 
vehicle  evolved  as  the  design  team  moved  from  ultra¬ 
radical  to  chic 

"You  see  a  Japanese  4x4  and  it  is  very  trendy  but  the 
styling  dates  veiy  quickly."  he  says.  “We  cannot  afford 
to  be  like  that  so  we  have  taken  enormous  trouble  to 
find  a  shape  and  style  that  will  last  and  be 
distinctive." 

Being  distinctive  enough  to  be  instantly 
recognisable  is  a  hallmark  of  all  Land  Rovers.  And 
Freelander  is:  as  McGovern  and  I  squinted  into  the 
sunshine  at  two  Fredanders  being  photographed, 
there  was  no  mistaking  Land  Rover’s  new  baby. 


Rover  designer  Gerry  McGovern  with  the  company’s  new  baby.  “We  have  taken  enormous  trouble  to  find  a  shape  and  style  that  will  last  and  be  distinctive 


From  cheap  Jeep  to  top  trend 


^^^^Rover.left  spawned  myriad  variants  such  as.  top  right,  this  “Rail  Rover,  and  the  inspired  Range  Rover  model 


THE  IDEA  was  bom  down  on  the 
farm  as  Maurice  Wilks  bounced 
over  his  fields  in  an  ex-US  Army 
WillysJeep. 

Maurice  was  chairman  of  a 
postwar  Rover  company  under 
pressure  to  bund  cars  for  export  to 
revive  Britain’s  struggling  econo¬ 
my.  But  there  was  a  desperate  steel 
shortage  for  making  conventional¬ 
ly  designed  cars  on  traditional 
assembly  tines. 

With  his  brother  Spencer, 
Rover’s  chief  engineer.  Maurice 
decided  to  make  a  British  jeep  — 
only  better  —  with  a  unique  ladder- 
frame  chassis  with  the  body  bolted 
on  for  simple  construction. 
Aluminium  replaced  steel  but  of¬ 
fered  lightness  and  durability. 

Mindful  of  the  need  to  sell 
overseas  but  keep  costs  down,  the 
first  prototypes  had  the  steering 


Life  has  been  no 
smooth  road  for 
this  famous  name 

wheel  positioned  in  the  middle  of 
the  cabin  while  there  were  no 
doors:  this  was  basic  motoring  in 
the  extreme  but  the  Wilks  brothers 
had  in  mind  a  vehicle  that  could 
tough  it  out  on  any  terrain  any¬ 
where  in  the  world. 

They  were  proved  right,  for  it 
was  an  immediate  success  when  it 
was  launched  in  1948.  At  one  time. 
Land  Ravers  were  built  in  30 
countries  from  kits  supplied  by  the 
factory  at  Solihull  in  the  West 
Midlands,  and  in  40  years  more 
than  1.6  million  Land  Rovers  had 
been  made. 


There  was  a  stroke  of  design 
genius  to  come,  in  the  shape  of  foe 
Range  Rover  inl970  which  took  the 
4x4  off  the  farm  and  put  it  into 
cities  as  foe  most  fashionable 
verhicle  to  be  seen  in.  It  still  is. 

But  the  rot  was  setting  in  by  the 
mid-1980s.  Hugely  inefficient  fac¬ 
tories  turning  out  just  two  rapidly 
dating  models  under  attack  from 
cheaper,  more  reliable  Japanese 
rivals  had  put  the  company  in 
severe  trouble. 

There  was  one  piece  of  genius 
locked  in  Solihull’s  vaults  though: 
the  Discovery.  When  it  was 
launched  in  1989,  production  was 
below  50.000  vehicles  a  yean  ten 
years  on.  output  from  Solihull  is 
almost  130.000  a  year  and  Land 
Rover  is  the  most  profitable  jewel 
in  the  Rover  crown,  envied  by 
carmakers  the  world  over. 
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IF  YOU  CANNOT  FIND  THE  VEHICLE  YOU  DESIRE  CONTACT  YOUR  AUTHORISED 


the^^hmesl 

DEALERSHIPS  AT  A  GLANCE 

FOR  FURTHER  INFORMATION  ON  HOW  TO 
ENTER  YOUR  DEALERSHIP  IN  THIS  SECTION 
PLEASE  CALL  OR  FAX: 

TEL  0171 481 4422  FAX  0171  782  7827 


VOLKSWAGEN 


OVER  1  THIRD  OF  TIMES  READERS  BOUGHT  A  USED  CAR  IN  THE  LAST  YEAR. 
THE  TIMES  IS  THE  FASTEST  GROWING  DAILY  NEWSPAPER 


THE^S^TIMES= 

DEALERSHIPS  AT  A  GLANCE 

WILL  BE  APPEARING  EVERY 
WEEK  IN  CAR  97 

TEL  0171 481  4422  FAX  0171  782  7827 


(Somree;  A IRS  Aug  -  Jan  *97} 


AUDI  APPROVED 


VIRAGE 

Votae.  VT  P.  Mcvllk 
Bloc.  Rbck  leather.  Grcy  pijrap 
andettpeu.  UnmacoLie 
copdilBjn.  onrmVri  wxnrmty. 
special  plate  P10  AMV  Prime 
«ak  soibow  20*  swing  on  Cct. 

fuMoa 

Bentey:  0I491 575  323 


ASTON  MARTIN 
VANTAGE  VOLANTE 

Amo.  RSA  by  AM.  Ibniufkeia. 
Red  oxen*.  mggafis  lama  wi* 

rod  nmhre  bucnor. 

Bread  nc*  badimciWrbofid.  brand 
new  lyre*.  bond  new  spoil  exhmsi. 
brand  new  £5.000 poundarnem. 

1  pnrvkm*  owner.  85.000  mb. 
Car  tejua  bad  a  rajor  service. 
M.O.T.  A  TAX 
hlraenle. 

•  £55.000 
Cal  ADAM  on 
0467684802 


Paying  overj 

£300 

to  insure 
your  Audi? 

It’s  time 
(you  had  the| 
Privilege. 


privilege 

INSURANCE 

Rtunln.  T>~  tot*  Bait  el  Morton  ot 


IVER  VILLAGE  CARS 


■  (Ml  S3  Coupe  While,  kalba.  air  con.  nl  . rn  iwc 

1  (Ml  86  W"««  Emmld  |!miv  rtnptwd .  lanber.  clhaki _ £22.993 

>  iMl  SM  EBtatc  Min*  blue,  total  .par . JH.I9S 

I  U-l  SZ  falib  mtOM  |m,  e»Tcaa.  mu  cm . xnjns 

1  IN|  Cope  ItF  QojjIi  gny.  cm.  hair  leather . -1 15,995 

I  «Mt  Ceopr  UE  lndi*o  blue.  «/w.  abm  alloy. . XIS.09S 

I  iM  I  Coup*  2-6K  Aijua  bloc,  wi  . -£15,996 

111  82  Coupe  Giterald  pccu,  jb  um,  in.  ed  .........  .  *15595 

llMI  A«  2X  SB  ItaUNrAato  Emerald  proj.cw.r* . £14,9*5 

I  111  Coup*  Z*e  Black,  aw.  aba.  alloy. . IL\n5 

I  IMl  UI0IM8K  KoMo  TlLui  prey.  «.  cfw.  "A.  alloys  £t_V*95 

1  IMl  Coupe  20  l<W  tmApo.  ew.  allays . ru^VS 

P  IMl  SO  TDI  Emmie  Owcty  ml.  cm.  alley.  .  111595 

I  ILI  rod  2.6  S£  Hjncratd.  Icalter  i|mi  wab . *11*95 

i  lU  nlMGiMi  EncnM  Green.  rA,  a/m,  alloys . 111*95 

>  481  UK  qaattro  IMg  White,  nmn  <Ii(f  model  . 1M.995  1 

1  in  100  2JE  Estate  Aula  Punter  Muck.  aw.  era.  i/r,  allay.  £  1.995 

I  tf-J  SO  2M  Silver,  nr.  alora . X  *995 

(1-1  ao  L*  Amahy*  pail,  «,  abs.  . X  a**E 

•  OO  MZAE  ImUgD  bine,  car.  cw,  alloy*  . .  X  1*95 

OTl  M  t*  Laser  ltd.  a/w.  pas  .  . . .  X  4.995 


IVER,  BUCKS. 

TEL.0 1753  650909/FAX.0 1753  651019 


Scotts  Audi 


97P  Audi  S6  Pdate-  Nogaro  Blue,  leadherfateamora  f/teaa. 
climate  control-  twin  electric  seats.  pMooT.  base,  airings-  traction, 
rilocts.  h/I/wash.  fieri.  XT'  aha.  5,700ml*  £38,995 

97P  And!  S6  Auto  Estate.  Volcano  Blade,  leathedalcanumi 
s/scats.  dimale  control,  endse.  ph/maL  twin  electric  seats, 
(racoon,  tarings,  hfacxts.  walnut.  t/lctad.  h/l/w.  rilocfca.  IT*  a/w. 
llJOOndi'  £32,995 

9SN  Audi  A8  4J  qnattro  Sport  96  Mod.  Alununimn 
Silver.  Mack  leather  VseaK.  distale.  c/seal  pack,  anise.  pfc/roaL 
r/locks.  h/l/w.  ribfiad.  walntn.  lOcd.  IS**  a/w.  19.680ml*. 
£38,495 

97P  Audi  A4  TDI  llObhp  quaftro  Avant.  Blue  Peart 
bine  i/seats.  abs.  climate,  pas.  traction.  DantbcsL  h/l/w.  info  pack, 
r/raik.  alarm,  comp  a/w.  fiJWOmls  £28,995 

96N  Audi  A4  2-6  SE  Auto-  BriUiant  Black,  leather  s/seds. 
dimate.  muse,  p/s/roof,  iractkm.  S  *pd  amo.  b/seau.  s/enbaast 
rifocks.  ewx4.  abc.  h/l/w.  Clogs.  ffarmresL  fieri.  17”  a/w. 
14  600ml  i  S22&95 

97P  Audi  A3  13  SE.  ARnninium  Silver,  onyx  leather, 
dhnate  control,  abs.  traction,  p/s/roof,  air  bags.  asc.  ew,  r/Iocks. 
Ofagf.  comp  a/w.  l2J80mls  £21,995 

97P  Audi  A4  12  SE  Avant-  Cactus  Green,  anthracite 
upholstery,  efinuue.  abs.  ax.  nirtMg.  c/ windows.  walnut  i/rails. 
inuDotriBier.  delta  audio,  a/wbeds.  4v980mk  £211995 

97R  Mercedes  Benz  SL.K  230  Koraprasor.  BriDiuu 
Block.  Mack  Icaiher  s/*eats.  air-corefilioaing-  cruise.  4  x  airings, 
a/s/cohtmn  h/seau.  b/l/w,  cdsl.  t/alarm.  a/w.  IT*  amg  aw.  12mls 
£43/495 

97P  BMW  Z3  22  Roadster.  Arctic  Silver.  Mack  leather 
^wit*  seats,  power  hood.  abs.  traction.  eAeau.  l/aUtfiL  obc. 
chromellne.  cal  1  alarm.  *  stars.  166mb.  £30,995 

The  directors  and  staff  after  their  thoughu  &  condolences  to  all 
raembera  of  die  Princess  of  Wales  and  ihe  Allbyed  families  and  as 
sack  our  oflaxs  will  be  closed  until  Monday  8lh  September.  , 


0171  730  2131 

\y/  \yy 

Audi 


Why  tear  out? 

RdwlWtiy  noted llte  Nation1!*  No-i  used  car  specialist?  Let  us  descstw  some  of 
the  finest  lop  spoeBcaBrai  BMWs.  Ask  us  to  shuchne  a  part  exchange  deal  over  the 
phone-,  to  arrange  a  tdornnmJe  fining  plan-  to  defiver  to  your  home  or  office^ 

Why  tear  out  Meed? 

93L  830a  A /Upna  Alloys  49T  £35000  04M  M5  Starring  507  £29650 

SHSjASupert)  _  38T  £30500  07P  540i  A  The  IRtimate  Spec  10T  K8000 

ST;  gWB._CQ Stack  ST  CSIOOO  96P  S40i  ABec Seas.  ESR  OT  £39600 

ML  540!  A  Leather,  Ax  Con  3HT  £23850 

S  SISS  03L  5401 A  Leather.  A»  Con.  ESR  3BT  E22JS00 

SSSJS.UM 

ssssssss,  ’s®ss*;saiK»*»rSK 

96N  7401  ATVt 24T  £38000  931  523 AffiArCon.ESR. CD  SOT  £24000 
9SM  740IAMon8twSpec  22T  £38000  ^  S2S  A  SE  Leatbec  t  Owner  18T  E2O7S0 

S5N  74a  A  TV(  GSM  Phone,  Hi-Fi  39T  £33850  MS  Choice  of  77  From  £26850 

97p  7^5  A  Very  High  Spec  5T  £43250  CkmvwtWee  Choice  of  14  From  £14850 

B5M  790  A  Good  Spacfflcaticn  27T  £28500  Coupes  Choice  of  32  From  £12850 

KM  730  A  New  Shape  SOT  £24850  Sdoons  Chtace  of  45  Fran  £12750 

BOP  729  A  Cftotos  af  4  From  £30850  Compacts  Choice  of  16  Fran  £13000 

Sytnendirect  JSSS6!  ^  i'j 

01159241144  Approved  Used  Cars 


Sytnerdirect 

01159241144 


From  £26850 
Rem  £14850 
From  £12850 
Frcrn  £12750 
From  £13000 


93L  31 6i  4Dr  Alpine  V.':l la/AntM  Cloth,  ESR.  14K . C12.4S5  , 

33L  31 6i  "Or  Auto  Cork  Eluc/Silvc-r  ClcHt.  ESE.  <:iK  ....£t2.S=5  j 
96N  316i  Compact  Lux  Auto  Montreal.  Fu"  Spec.  1lK.-El6.59S  ! 
S7P  31 6i  Comp  Auto  Alaska: Anlh  Cloth,  3=  Spc;.  10KE1 6.325  I 
'94V.  31 5;  Compact  Man  McnSresl-'Sand  Grey.  ESS.  13K313.5SS 
95N  31  Oi  Coupe  Auto  Madeira.  Grey  Cloth.  A;C.  2.3.K  ... .217,455  , 
94M  3161  Mon  Coupe  Cosmos.' A  nth  Cloth.  ESR.  27K  ....£15955  ! 

S5N  3161  SE  Aulo  Ccsmos/Grey  C!o:h.  A’srm.  15K  . 217.5SS  j 

3161  SE  Auto  BcsiPr.'Grey  Cloth,  A.'C,  Alarm.  1$K  CIS.9'35  ! 
96P  31 5i  SE  Auto  Sc  Star./ A  nth  Cloth.  Fuli  Spec,  1GK  ..£13,355 

57P  3161  SS  Man  3isck.fAnih  Cloth,  X  Spokes.  13K . ClS.925  , 

94 M  31  Si  Man  Granite  Silver,  ESR,  Alloys.  41K . £10.335 

9SM  313  Ti  Ccmp  Spt  Ccsir.es/Cloth.  C/Spec.  3:?K . ..£15.555  i 

25N  S'.S't  S  Man  Bc&loniGiey  CSC.h,  ?iCo\,  ESR.  33K  ....E13.AE5 
36P  31  Si  S  Man  Jet  5Iacs.;Anth  Cloth.  r;Cot.  ESR.  SK  ..£20,S9s 

94 M  320i  SE  Aulo  Cslypso/Beige  Lthr.  A  C.  25K . £13.435 

94 M  3201  SE  Auto  Caiypsc.'Grey  Cloth.  RCA.  REV/.  14K£*3.49S 

94L  32Ci  SE  Man  Mauri;, us'Grey  Cloth.  RSHR,  35K . £  15,395  . 

95N  3231  Couoo  Auto  ArcticlAnth  Cloth.  A.C.  1SK . £23,495 

9SN  3251  TDS  ASE  Cosmc&'Groy  Lthr.  V7.iir.ut,  14K . £21.495 

55N  32Si  SE  Sal  Cordoba  Red. Grey  Cloth.  Cruise.  6K  ..£22,995 

95N  3231  Cpe  Man  Moro-D,  G7S.  Alloys,  ESR.  12K . £22.59.5  : 

S5N  3231  Cpe  Man  Madeira-Grey  Lthr.  A.'C,  ESR.  3SK.  ..£23.955  ' 
S6P  320i  Auto  Cor.v  Sostcn.'Grey  Cloth,  c.'Hocc,  10K  ..£23,955 
5x3  Series  Compacts  from  £13,555 
4x3  Series  Coupes  from  £1 5,455 
7x3  Scries  Convertibles  from  £25.995 
7x5  Series  from  £14,425 
3x7  Series  Ircm  £25,995 


87P  812  5.7  SwtktflMlc 

The  mnst  exekrave.  bmiqHKmbely 
eqtnpcd  and  anp-mspma  f  senes  on  Bte 
irartarei  the  IA  Bespotefethp  irfeitx 
aeflie  rtm^lon  TV,  GSM  plwra  ptac 
Fl-SfybgeaidtnjBi^  ST  £FQA. 

97P  B18  V8  SvHriitimk 
■The  tieiziwtang  atom  on  sale- 
Autocar  -1  Btfi  June  8T  EPOA 
97P  B3  3J2  Ctnae  SwBd*odc 
Speuai  ADnaMnwi  IT  £49.500 
BGP  BS  3  J>  Orapei  aafleMraok: 

Highly  OiSteWhe  TOT  £45.500 

97P  B3 12  Coape  Swtetenfc 
FullSpaAaint  1VT  F44JOOO 

96N  Bkfi  Cant  Hanal 
CRriSpecftatnn  Ml  £32250 

S4L  BIB  Bf-TMs  3CBBHP 
IBOtMPH.  rare  and  last  24T  E3DJ3D0 


BMW 


Paying  over 

£300 

to  insure 
your  BMW? 

It’s  time 
you  had  the 
Privilege. 


ALFA  ROMEO 


Wa  lEtne  ihe  wry  besj 
hjjh  spoaScahon  Aucfe. 
Ftea®  ldephone  Simon  Fmnei 
fa  ai  orsnuEbstkc  rasparos. 

01483  272  451 
or  0836  52  55  52 

A  Sytnor  Company 


Unw r— glrtwwl 
Atlanta  (007  blue), 
dsctric  hood,  dwJca  of 
laattwr  or  doth  snta, 
(UwyOcLOHira. 

T*fc017S3  799901. 


32ft*  CABRIOLET 

97*  P  reg.  Doable  spoke 
alloy  wheels,  Boston  Green, 
Beige  leather  interior,  CD 
player,  average  milage,  fully 
alarmed.  £32.000  ooo. 
TelriHSl  50796S7 
(Alter  6pm) 


APPLE  YARD.  HARROGATE  •  014/5  £73337 


T 


COUNTY  MOTORS.  CARLISLE  '  C1223  24337 


97P  AHo  164  SUpar  Luaao.  pond  Bluo _ £15,995  96P  Alta  145 ZOChnwIaaC.  Back.  Rear  9txSm ™£13J»5  97P  Alta SpWar  Lusso,  /Ufa  Rad _ t23£S9 

96N  Alta  146 1.7 18«  WIWtB  GoM.  FSH - £10/05  96P  Alfi  146 1.6  IBv  Twfci  Soad.  Trap  Grtan,  Aloys  — E13^5C  97P  MCa  Spktar,  Mta  Bod _ £21*99 

96N  AM  148  5  Door.  ProiBO  Rad.  Aloys - £8*95  98P  Alfa  145 1.7  IBv,  BtecK - £11,985  97P  Atta  GTV  Lum,  TroplcaJ  Grenn _ £21*99 

95B  /Ufa  14B  1*SL,  MatsBc  Gray.  ABS - £M3E  96P  Alfa  MSI  A,  Rad - £10*50  97P  JUh  164  M  Auto  SmnrLnmo,  Black.  1W  Con _ 120*99 

94U  Alfa  155 1*  TWfc)  Spmfc,  Atta  Rad - £7*95  SMI  Atfa  146 1*U  Rad - £10*50  97P  Alta  145  OowtaaL  RcrL  Air  Goncraortog _ 04*90 


A  J  TO  WORLD,  CHESTERFIELD  •  01246  450450 


H.W.S..  SCUTHES0  •  01702  4700C0 


SID  LOW  GARAGES.  HOPLEY  •  01233  £20222 


97P  Alfa  164  Super  Luaao,  Air  Con,  Aloys, 

S7P  Alfa  145  Cfanrariaaf,  ABa  FWd - 

96P  Alfa  148  1*,  Mia  Rod - 

96N  AHa  1S5 1*  Brin  Sparic,  Btaek. - 

9SN  ABa  146 1*,  Black,  FSH.  Alloys,  Alarm. 


- £16*85  87P  Alfa  GTV  2*lMn  Spark,  Rad.  Sunroof £21*00  S7R  Alta  155  2JI T8.  U«  Blua,  Mb  Con.  ABS,  Afcys — ROJL 

- Cl 3*65  96P  Alta  164  2*  Swoar  Luaao,  Rad.  CD  Changw>£18*66  96P  ABa  GTV  2*  us,  AHa  Rad,  ABS,  Aloys _ .'.-£16*95 

- £6*96  97P  Ala  155  l*TISpatk,  Rod,  Sunraof.  SportsUl— £I6*CD  67P  Alfa  14S 1*  TfS,  Praiao  Rad,  ABS.  Aloys _ £13*95 

- £8*65  97P  AHa  IM  1*,  UetaBe  Bkn,  ABS,  Aloya £14*00  MP  AHa  146  2*  IS,  Ate  Rad.  Nnn.  ABS.  Aloys _ £13*95 

- £8*85  92K  A6a  33  SpOrtMagan  1J7  Hhr  Bmer,  SBvar _ £3*50  66P  Alfa  186 1*  TflS,  PfOHO  Rad.  Sunroof.  Aloys _ £11*96 


CALEDONIA,  5LACKBURN  •  01294  bS9SC-( 


OLDS.  DORCHESTER  •  01205  2S0S5C 


SPEEDS.  NOTTINGHAM  •  0115  942  3511 


B7P  Alta  GTYLumw,  Mat  Blue,  SB.  GOPteyw — £21*95  96P  Mta  QTV,Pn*nFteL  ASS,  Alara,  Rad  CasiAlojS  .£19*95  9GN  /Ufa  IM  3*  Super  (Un).  Rad.  Wf./BS.  Mam  -£14*96 

S7P  ABa  164  2*  Supar  Luaao,  Motaffic  Bhm - £16*95  9BP  AM  IK  I* IK  NMumBt*.  ABS.  Rad CteMeyt  ^11*95  HP  Ag»  148  ClataritaL Back.  SR.AW; 03,  Ateim.  ABS -02*65 

87P  AHa  145  CtomriaaC  Prateo  Rad - £14*95  99H  Alta  155  2*16w  M«  Pian.  ABS.  Rad  Cam.  Afloys_£10*S5  96P  A6a1S51*,nS.Blcj(.MKABS.SpeHsPKK.MsBa.£n*95 

97P  Mta  1451*  Twin  Spare. — - - £13*85  95H  «lta14t13 19el«afled.SR,«S.RaOC».Mop  J£10*95  96P  Mta  1561 A  Hiv,  Ma  fieri.  SR.  Sport!  Pack,  ABS  . ---Ell  ,495 

B6P  Alfa  1551*  IMn  Spam.  MotakcPIum - £10*95  SEN  Alta  145  U  IB*  SBnrWNb.  Sa  Rul  Cass,  Aloya . £9*95  95M  Alto  146 1*,  Bluo,  SR.  AW.  Alwm,  CO.  EW— -X8*95 


CALEDONIA.  TUNBRIDGE  WELLS  •  01392  54S76S  ■  REG  VARDY  DARLINGTON  •  Cl32S  431SS3 


SUNWiN,  E RAC'FO.RD  •  01274  33111 


B7P  AHa  164  2*  IMn  spare.  Mack,  SR.  ABS - £10*95  SOP  /Uta  Spider  2*  TJSpaik  18*1  Add  Oram  Traekor_£22*95  SRP  Alta  QfTV2*1)8  LuMO  16vi  IM  Trapeal  Green _ £21*95 

97P  AMa  155  2*  TOpart  IBv,  Htact  S«*Troot  Spoil . £16*95  97P  Mta  1 S  2J)  IBv  ITSpwli  Sport,  OadLfUy  Equip  „£1 4*05  87P  AHa  164  2L0  ttofn  Spare  Separ,  ABa  Rad. _ £16*95 

97P  Alta  146 1*  TWn  Spare  16K  TreplcaJ  Grean— £14*95  96P  AHa  155 1*  IBv  7)5,  Red,  Sunroof.  Aloys _ £11*95  87P  AHa  165  2*  TIG  Supar  18n  Mat  Tima  Green _ £15*85 

96P  Alfa  165 2* T/Sparfc iBn, CO  Rayar.  Aloys — £T1*86  96N  AHa  IK  1* T/Spark. SUvnr. Atloya _ £10*95  97P  Alta  1461* TCpatfcie*  Hat  Treplcal  Qreon_£13*9S 

B3L  AHa  1SB  2*  TWrtn  Spark,  Alta  Rod - £7*96  BOP  Alta  146  1*U  Chtaea  d  CakaaB _ £10*95  B7P  AHa  M*  tx  TWfci  Bptat  A*«  Rad,  Mr  Con _ £12*66 


CLEVELAND  CARS,  ALDERSHOT  »  01252  334055  ■  ROBERT  McCALL.  AYR  •  01292  260416 


VICTORIA  PARK..  CARDIFF  •  01222  : 


96N  AHa  164  Oomrioaf,  Rad.  CO  Player. - £22*00  B6P  Alta  Spktar  2*  TIS  IBv  Luaau,  Mat  Bteffc  ,m995  96P  AHa  Spider  2*  775,  Mat  S*wr.  LaaSur.  Altyn  — E23*9S 

S6P  Alta  104  3*  V6  Supar  UnoftMelGrasfl - J31*95  96P  AHa  C7V2*  TO  16V  LuWO,  Met  PlOtaO  Rad-£21*95  97P  AHa  GTV  2*  OS,  MH  Blaek.  Lsaflaa:  Mr  Con.  CD  — £22*05 

SON  Alta  GTV  lum  MefTrarium  Grey,  Learner,  WC -.£21*85  B6P  AHa  IM  2*  TJS  Supar  Luaao,  VMPWHO  Rad _ £18*69  S6N  Ata  Spktar  UTS,  Mel  Bed.  Lsdre.  Mr  Con.  Mbya— £22*95 

97P  AHa146 1*  Tbrin  Spoilt  16v,  Red.  ABoyS - £13*00  07P  Alfa  146 1-BflSpm*  left  Mot  French  Bba _ £18*85  ML  AMp  IM  Super  3*  2fr  Ado.  Hat  Bte.  Air  Con.  .-£13,495 

9SH  AHa  146 1*L0V,Metaflc Blue. ASS - £7*96  S7P  Alfa  1467* T/S  16v,  Mat  Ttoptad Green _ £tZ*95  97P  Ab  T451JHB,  AM  Red,  WSwortlft  Altoy#-£12*65 
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Nissan’s  flagship  musclecar  is  bound  to  go  fast,  says  Ian  Morton,  as  only  100  of  them  are  being  imported  into  Britain 


CAR  37 


Hit  S,QOOrpm  in  first  gear  and  the  Skyline  rockets  to  30mph  in  two  seconds.  Click  second  gear  and  break  our  speed  limit,  logging  O-frOmph  in  under  5.5  seconds  on  the  way 

Skyline  —  it’s  the  limit 


At  2  o’clock  one  January  morning 
this  year,  a  new  record  was  set 
on  die  streets  of  Tokyo  when 
police  docked  a  car  at  195mph. 
The  speed  merchant,  with  his  wife  at  his 
side,  was  driving  a  Nissan  Skyline  GT-R. 
The  policemen  who  caught  them  were 
driving  another. 

Just  100  examples  of  die  Skyline  GT-R 
are  now  to  be  made  avaUable  to  British 
enthusiasts  at  exactly  £50.000  apiece.  The 
nation's  police  wii  he  relieved  to  know  that 
the  imported  version  will  not  be  tuned  to 
the  400bhp  that  allowed  the  Tokyo 
tearaway  to  approach  the  double-ton.  The 
UK  car  will  brew  a  mere  280bhp  and 
155mph. 

Bui  the  January  incident  tells  us  a  lot 
about  the  structure,  chassis  and  engine  of 
the  GT-R.  They  add  up  to  a  dynamically 
superb  package.  The  road  car  is  based  on  ■ 
the  country's  most  successful  production 
racer  —  200  wins  since  the  model  was 
originally  launched,  including  five  nat¬ 
ional  championships  and  a  Spa  24  Hours. 

It  does  not  look  exceptional.  Its  plain 
lines,  aero  skirts  and  fins-and  wing  rear 
give  it  the  decidedly  dated  appearance  of 
an  Eighties  musdecar.  The  interior, 
though  roomy  for  two  and  adequate  for 
four,  is  even  less  impressive,  with  a  handy 
but  mundane  control  area  and  materials 
of  minimal  quality.  But  despite  the  lade  of 
show,  the  GT-R  is  Nissan’S  new  flagship. 

It  will  be  exclusive,  with  no  adverts,  but 
promotion  through  asodation  with  fash¬ 
ionable  men’s  clothes  designer  OzwaJd 
Boateng,  and  will  be  available  only 
through  one  dealer,  Middlehurst  of  St 
Helen’s.  Lancs. 


The  faster  the  GT-R  goes,  the  more 

1 

secure  it  feels.  The  weighty  steering  sets 
itself  into  the  dead-ahead  position  and  the 

1  NISSAN  SKYLINE  GT-R  1 

car  will  run  hands-off  down  the  straight, 
yet  the  high-ratio  rack  makes  it  elastically 
responsive  and  accurate  in  the  turns. 

In  the  wet  I  did  detect  a  front-end  twitch 
or  two  under  severe  use  of  the  mighty  all- 
A BS  brakes  and  some  rear-end  jinks 
when  accelerating  hard,  but  deviation 
was  momentary.  The  GT-R  boasts  a  drive 

Engine:  ZMitre,  24-vaJve  in-line  six-cylinder  giving 

280bhp  through  five-speed  manual  gearbox. 

Performance:  0  to  60mph  in  53  seconds,  0  to  IQOmph 
in  13.8  seconds,  top  speed  ISSmph. 

Equipment:  four-wheel  ABS,  power  steering  with  till 
adjustment,  air-conditioning,  electric  front  windows,  twin 
airbags,  centra]  locking,  four-speaker  stereo. 

train  which  feeds  the  rear  wheels  in 
normal  service  but  can  transfer  up  to  50 

Price:  £50,000 

per  cent  of  traction  to  the  front  within  one- 

Import  experts’ 
exotic  offers 


TO  SCORE  big  points  in 
the  car-snob  stakes,  your 
shiny  set  of  new  wheels 
must  not  only  be  exotic,  but 
rare,  and  preferably  only  on 
sale  abroad  —  the  further 
abroad  the  better,  writes 
Vaughan  Freeman. 

Specialist  importers  have 
long  known  the  value  of 
offering  for  sale  cars  nor 
sold  through  official  chan¬ 
nels.  The  allure  of  such  cars 
to  the  motoring  purist  is 
akin  to  offering  a  rare 
vintage  to  wine  lovers. 

Until  now  the  Honda 
Integra-R  and  the  Nissan 
Skyline  have  been  just  such 

cars,  officially  _ 

unavailable  in 
the  UK  except  to 
those  with  the 
desire  and  the 
contacts  to  find 
one  abroad  and 
bring  it  home. 

There  are  also 
more  mundane 
but  equally  com¬ 
pelling  reasons 
to  buy  less  exot¬ 
ic  specialist  im¬ 
ports— bringing 
them  in  through 
a  specialist  deal¬ 
er  can  save 
money  and  time. 

Paul  Lenas  of 
Eurolink  has  long  import¬ 
ed  Hondas,  Subarus, 
BMWs  and  Porsches,  as 
well  as  Jaguar  and  Land 
Rover  exports  which  then 
make  their  way  “home'’  via 
Eu  relink. 

Typical  of  the  more  outra¬ 
geous  machines  that  Euro- 
link  brings  in  is  the  155mph 
Subaru  WRX  STi.  a  300bhp 
brute  that  will  go  from  0- 
fiOmph  in  four  seconds. 

The  beauty  of  importing 
cars  from  Japan  is  that  like 
us,  the  Japanese  drive  on 
the  left  with  the  steering 
wheel  on  the  right  Another 
Eurolink  import  is  the  rare 
Lexus  Coupe  as  well  as 
automatic  versions  of  the 
Maxda  MX-5  twodoor 
sports  car.  sold  here  only  as 
a  manual,  available  from 
£9,000  upwards. 

For  those  not  prepared  to 
wait  18  months  to  get  their 
£35,000  Porsche  Boxster 


The  price 
of  the  car 
includes  a 
trip  to 
Cyprus  to 
finalise 
the  legal 
papers’ 


from  an  authorised  dealer¬ 
ship,  Lenas  says  he  can 
supply  one  in  around  four 
months  for  roughly  the 
same  money. 

British  cars  like  the  Jagr 
uar  XK8,  which  also  have  a 
long  waiting  list,  are  avail¬ 
able.  as  loo  are  cars  like  the 
Land  Rover  Discovery  off- 
rnader.  though  for  around 
£5,000  under  the  UK  price. 

Even  modest  family  run¬ 
abouts  like  the  four-door 
Honda  Civic  are  available, 
and  Eurolink  supplies  them 
far  £9,000.  That  is  a 
significant  saving  over  the 
UK  price  although,  says 

_ _  Lenas.  part  of 

chat  saving  is  re¬ 
flected  in  the  fact 
that  the  cars  dir¬ 
ect  from  Japan 
do  not  carry  as 
much  equip¬ 
ment  as  the  Brit¬ 
ish  versions. 

The  catch  for 
such  customers 
is  that  they  must 
take  delivery  or 
sign  the  paper¬ 
work  for  the  ve¬ 
hicle  outside  the 
UK,  and  wade 
through  VAT 
_____  and  Customs 
and  Excise 
forms:  “We  arrange  all  the 
paperwork,"  says  Lenas. 

Many  of  the  cars  that 
Eurolink  arranges  to  im¬ 
port  arrive  via  Cyprus,  and 
the  car’s  price  includes  a 
three  or  four-day  trip  to  the 
island  to  finalise  the  paper¬ 
work.  Many  customers  who 
take  delivery  elsewhere, 
such  as  Antwerp  or  Rotter¬ 
dam,  drive  the  car  home. 

WHILE  HONDA  and 
Nissan  have  spotted  the 
potential  market  for  limit¬ 
ed-edition  cars.  Lenas  be¬ 
lieves  his  Integra-R  contacts 
will  enable  him  to  cut 
waiting  fists  for  impatient 
customers,  and  that  he  will 
always  be  able  to  help 
supply  care  for  the  motorist 
who  simply  has  to  drive 
something  that  little  bit 
different 

•  Eurolink:  01923227122 


Funs  and  wings  on  rear  look  dated 


When  Nissan  made  noises  about  im¬ 
porting  the  car  earlier  this  year  they  had 
550  enquiries  of  which  350  are  judged  "hot 
prospects",  and  ten  deposits  have  been 
taken  with  the  car  unseen.  It  goes  on  sale 
in  November  and  Nissan  expects  the  Jot  to 
have  gone  by  June.  So  why  only  100?  That 
is  the  most  allowed  without  expensive 
modifications  to  meet  UK  type-approval 
regulations. 


N 


ot  that  the  GT-R’s  spec  is 
laddng  in  real  terms.  The  Z6- 
litre  24-valve  straight-six  en¬ 
gine  with  twin  turbochargers 
is  sweet,  and  eager  to  hit  its  full  8.000rpm. 
Do  so  in  first  gear  and  see  Q-30mph  in 
around  two  seconds.  Click  second  and 
break  our  legal  speed  limit,  logging  0- 
60mph  in  under  5.5  seconds  on  tne  way. 

The  whole  pell-mell  process  is  near- 
seamless  and  accompanied  by  a  purpose¬ 
ful  baritone  blare  that  booms  through  the 
roar  of  broad  treads  on  Tarmac. 


hundredth  of  a  second  when  its  computer 
detects  wheetspin.  In  addition  a  limited- 
slip  differential  balances  the  rear  wheels. 

Take  sharp  avoiding  action  or  jerk  the 
car  into  another  traffic  lane,  and  while 
loose  items  fly  across  the  interior  and 
occupants  get  a  jolt,  the  car  simply  steps 
sideways.  This  ability  comes  courtesy  of  a 
third-generation  Nissan  version  of  the 
brilliant  Porsch  Weissach  axle  in  which 
rubber  mountings  allow  the  rear  wheels 
to  turn  by  up  to  half  a  degree  in  sympathy 
with  the  front,  giving  a  four-wheel 
steering  effect. 

Tfrere  are  far  too  many  shocks  and 
shivers  in  town,  however,  and  plenty  of 
reminders  on  the  open  road  as  well. 

There  again,  as  the  pace  quickens  and 
the  aerodynamics  flatten  the  car  against 
the  road,  the  road  itself  sems  to  smooth 
out  No  car  at  this  price  reaches  a  better 
high-speed  understanding  with  the  high¬ 
way.  Probably  that  was  why  that  chap  in 
Tokyo  was  blasting  his  GT-R  through  the 
streets  at  195  mph.  He  was  concerned  for 
his  wife’s  comfort. 


A  TIMES  NEWSPAPERS  COMPETITION 


Play  Fantasy  Formula  One 


Prizes  worth  £40,000 


KASSOOMIOIUWTH 


Motorbike  fun  in  a  car 


"T^p^RisTstreetTegal  race  machine,  but  it's  also  a  pet  to  drive  in  town 


INTEGRA  TYPE-R 


Engine:  1.8-litre  V10,  producing 
190bhp  through  five-speed  manual 
gearbox  with  uprated  racing 
dutch. 

Performance:  Top  speed 
I45mph.  0-62mph  in  6.7  seconds. 
Special  equipment:  ABS. 
super-large  disc  brakes,  aluminium 
race  wheels  and  exhaust  hand- 
polished  engine  inlet  ports. 

Price:  Around  £25.000. 


Tomorrow’s  Italian  Grand  Prix  is  the  13th  race  in  our 
E40.000  Fantasy  Formula  One  competition.  Heading 
our  leaderboard  after  the  Belgian  GP  is  R  Davis  from 
Barnes.  London.  His  team.  Dragon  Racing,  has  8JS51  points 
after  scoring  950  points,  including  300  bonus  points,  at  the 
Belgian  Grand  Prix. 

TO  ENTER  If  you  have  not  yef  entered  a  Team  into  our 
£40,000  competition  use  the  panel,  below  right,  to  make 
three  selections  from  each  of  the  four  groups  and  call 
0891 405  001  {+44  990  100  311  outside  the  UK). 

THE  PRIZES  The  manager  with  the  best  team 
score  after  the  European 
Grand  Prix  on  October 
26,  will  win  the  first 
prize  of  £25,000 
courtesy  of  our  sponsor 
Marlboro  World 
Championship  team. 

Prizes  of  £10,000  and 
£5,000  will  go  to  two 


runners-up.  The  manager  with  the  most  points  in  the  Italian 
Grand  Prix  will  win  a  trip  for  two  to  next  year's  British 
Grand  Prix.  The  runner-up  gets  a  Sony  pJayStatioruuid  CD- 
Rom  game. 

TRANSFERS  You  can  change  up  to  four  selections  before 
the  Austrian  Grand  Prix  by  calling  0891 555  994  {*44  990 100 
394  ex  UK)  before  noon  Thursday,  September  18.  Your  new 
team  must  have  three  selections  from  each  of  groups  A,  B,  C 
and  D.  The  first  three  drivers  you  select  will  be  your 
r  prediction  for  the  Luxembourg 

'Tli’JoorfL:  Grand  Prix  bonus  points. 

-  CHECK YOUR  SCORE 

Check  your  score  and 
position  on  our  leader- 
board  after  the  Italian 
Grand  Prix  on  0891 884 
648  (+44  990 100  348  ex 
UK)  with  your  10-digit 
PIN  number.  lines  will 
open  on  Wednesday. 


If 


Paying  £25.000  for  a  car 
that  does  not  even  have 
a  radio  might  sound  a 
duff  investment,  but  for  those 
who  care  more  for  motoryi g 
fun  than  news  bulletins. 
Honda’S  race-bred  Integra 
Tvoe-R  is  set  to  become  an 
instant  sporting  classic. 
Vaushan  Freeman  writes. 

The  lack  of  radio  saves 
around  half  a  kilo,  and  fven 
the  windscreen  uses  thinner 
glass  to  save  weight  m  a  or 
Ltisvidouswhenunl^h^ 

but  a  pet  m  traffic.  The  Type-K 

Is  a  street-leg^  race  madmie. 

a  fitting  product  of  Honda's 
motorsport  heritage. 

In  a  motoring  worid  wh^e 
ii»«  equals  more,  Honda  has 

l^intheTyp^Rthesort 
of  engineering  and  technology 
cal  know-how  more  usually 
found  in  Formula  One. 

The  TVpe-R  w*11  only  in 
small  numbers  but  Honda 
hopes  its  mere  presence  wifi 
help  revolutionise  the  cami3k- 
er-s  image.  Thecar  comes  only 


in  white,  harking  back  to 
Honda’s  original  Formula 
One  livery,  and  on  hand  to 
launch  its  first  outing  at  the 
Silversmne  grand  prix  circuit 
was  Honda’s  British  Touring 
Car  pilot  Gabriele  Tarquini. 

Tb rqu ini’s  Type-R  was  iden¬ 
tical  to  the  car  that  will  go  on 
sale  in  January,  except  for 
slick  race  tyres,  a  fire  extin¬ 
guisher  and  a  roll  cage.  His 
mission  was  to  beat  the 
Silversrone  trade  record  for 
Group  N  production  saloons. 
Tarquini  roared  out  of  the  pit 
lane  and  was  back  one  minute 
and  36  seconds  later,  having 
knocked  an  impressive  five 
seconds  off  the  record. 

At  the  hands  of  somebody 
less  accomplished,  the  engine 
bdow  4,000rpin  is  flexible, 
and  the  car  is  easy  to  use.  Even 
ihe  ride  is  less  harsh  than  you 
might  expect  given  the  low¬ 
ered  and  stiffened  suspension. 
It  is  noisy  though,  since  so 
much  insulation  has  been 
stripped  out  to  save  weight. 


The  car  truly  comes  alive 
when  the  gearlever  is  worked 
hard  and  the  revs  soar  above 
7,000rpm,  which  is  where  the 
Type-R  repays  the  driver  ten¬ 
fold,  leaping  into  action  as  die 
power  surges  in.  Acceleration 
is  outstanding,  handling  and 
roadholding  commendable. 

Key  engine  parts  have  been 
polished  by  hand,  the  exhaust 
widened  to  cope  with  in¬ 
creased  gas  flow,  lightweight 
valves  are  used  as  are  low- 
friction  pistons. 

One  question  remains. 
Why?  Honda  spokes¬ 
man  Paul  Ormond 
says:  “Honda  is  trying  10  come 
of  age  in  Europe.  We  have  a 
factory  here  in  Britain  turning 
our  100.000  cars  a  year  and  it 
is  not  enough  just  to  push 
those  cars  through  the  market 
in  a  conventional  way.  The 
Integra  Type*R  is  part  of  our 
programme  to  create  desire 
and  to  reach  new  audiences. 
“It  is  hard  to  change  the 


Honda  driver  image  here  of 
elderly  motorists  in  Bourne¬ 
mouth.  much  as  we  value 
those  customers  and  intend  to 
keep  them. 

"We  want  to  surprise  people 
with  a  car  they  would  not 
expect  to  see  with  a  Honda 
badge  on  if* 

Stephen  Hollings,  Honda 
manager  for  product  planning 
says:  "We  are  looking  at 
customers  who  want  a  motor¬ 
bike  with  four  wheels.  We 
asked  ourselves  what  Honda 
Fi reblade  motorbike  owners 
do  in  the  winter  when  they 
don’t  want  to  ride. 

“The  answer  is  the  Type-R.  a 
car  for  the  enthusiast,  some¬ 
body  who  can  appreciate  its 
excel  lent  roadholding  and  the 
capabilities," 

One  possibility  being  con¬ 
sidered  by  Honda  is  to  offer 
the  Type-R  and  the  170mph 
Fireblade  as  part  of  the  same 
veiy  rapid  roadcoing  package; 
then  the  driver-biker  can  steer 
clear  of  radios  all  the  time. 


i  _  . 

r 

OUR  LEADERBOARD  AFTER 

1 

1 

THE  BELGIAN  GRAND  PRIX 

1 

POS 

TEAM  NAME 

MANAGER  NAME 

POINTS 

1 

Dragon  Racing 

R  Davis 

8851 

2 

Aston  O 

LAckland 

8689 

3 

Gwilt  FI 

D  Gwilt 

8583 

4 

Coolsport 

D  Coolican 

8579 

S 

The  Tigglers 

— 

8526 

5 

Cathy’s  Clowns 

Mrs  C  RoWnson 

8526 

5 

Bezzottl  Racing 

A  Scott 

8526 

5 

Smitb-Astra 

D  Smith 

8528 

5 

FlErb 

S  Erhom 

8526 

10 

Parkhurst  Racing 

LDanson 

8517 

11 

Slickhead  3 

A  Bradley 

8512 

12 

Scuderfa  Vrtulli 

MrVftuHi 

6472 

13 

Cartel!  Racing 

SDJmetto 

8461 

14 

Scudeda  VJnertore 

SLorenti 

8450 

15 

Dow  Jones  2 

IDowty 

8438 

16 

Will  And  Nerve 

AMewes 

8436 

17 

Sour  Mash 

ROwers 

8426 

18 

Formula  lino 

PTabone 

8423 

19 

What  Alesi  Bunch! 

N  Rowe 

8422 

20 

Beck's  Racing  Team 

MKingdon 

8421 

21 

Tom's  Tankers 

T  Reynolds 

8420 

22 

The  Mixes 

1  Reran 

8410 

23 

Rude  F 1  Engineering  RDodoo 

8408 

23 

Midnight  Ravers 

C  Newman 

8406 

MAKE  3  SELECTIONS  FROM  EACH  OF  THESE  FOUR  GROUPS 


The  first  column  of  figures,  in  light  type  after  the  names 
below,  shows  foe  Fantasy  Formula  One  race  scores  for 
the  Belgian  GP.  The  second  column  shows  the  total 
points  in  the  competition  so  far. 


OR] 

VRRS.H 

jftOWPA 

B 

Ol  DHIH 

70 

822 

07  MHakfonen 

112 

982 

02  M  Schumacher  134 

1468 

08  DCoulthard 

26 

898 

03  J  Vi  Deneuve 

112 

1206 

09  R  Barrichello 

13 

534 

04  E  Irvine 

64 

1063 

10  H-HFrentzsn 

103 

1001 

05  J  Alesi 

94 

1302 

11  J  Herbert 

107 

1013 

06  G  Berger 

107 

1028 

12  MSalo 

94 

983 

}  ■■ 

;.r.DR'l 

VERS£i 

3ROUP B  ' 

B 

13  JTrutU* 

63 

1307 

19  G  Ftsichella 

123 

1116 

14  J  Verstappen 

15 

788 

20  SNakano 

6 

841 

IS  if  Katayama 

73 

737 

21  GMorMdeUT* 

91 

1031 

16  PDiniz 

89 

619 

22  T  Marques* 

8 

734 

1?  RRossat 

0 

0 

23  JMagnussen 

86 

603 

IB  R  Schumacher 

22 

831 

24  VSoepfri 

0 

0 

.CONSTRUCTORS  GROUP  D 


25  Williams 

26  Ferrari 

27  McLaren 

28  Benetton 

29  Jordan 

30  Prost 


23  150 
20  208 
14  108 
20  224 
5  111 
-9  125 


31  Arrows 

32  Seuber 

33  Tyrrell 

34  Minardi 
36  Stewart 
36  Lola 


9  -25 
22  134 
5  5 

-a  28 
4  -115 
0  0 


Mamo  Tn#  of  Mnarcii  replaces  OWer  Paris  In  the  Prost  team 
Tarea  Marques  replaces  TruS  at  Mnardiand  at  Sauber  Oanrf  MoitAleffi, 


0891  calls  cost  50p  per  minute  {standard  tariffs  apply  to  +44  990  calls). 


CHANGING  TIMES 


6 


M 


CAR  97 


SATURDAY  SEPTEMBER  6  1997 


JEEP  AUTHORISED 


Check  out  an  approved  used  Jeep 
We  have. 


Every  opi'roveii  j«cc!  Jeep  como  with  o  12  rtor.th  warren  tv  ami  :|-.v  kri  ;i:j: 


rt'.iii  ■■  it’.iaci:'n> :  ii 


l^ep  dealer  50  point  i  he.  k 


FOUR  WHEEL  DRIVE 


LAND  ROVER 


Paying  over| 

£300 

to  insure 
your  4x4? 

It’s  time 
you  had  thej 
Privilege. 


01424  882859 
Of  0171  5331240 


JEEP  AUTHORISED 


SHOGUN 

LWB  TnrtM  DmcLLKcg. 
49.000  Miles.  Grey  over  Biegc.  I 
Lady  Owner  hn  new.  Domood 
RkL  Inrfiirtiiig  aj/'cgndhiafltng. 
Leather,  etc.  new  AUoyi  A  Tyres. 
FSH.  Very  Good  Condmon. 
£17.750  mo 

Tel:012Q2  490  559  / 
01600  890  798  Eves 


privilege 

INSURANCE 

QjClny]  m  \Tw  Pc.  Jl  -T*  ^  i.1***’  t* 


S’ 0113 
292  5555 


DISCOVERY  V8i 

MgoBk  Bronze 
5  door,  7  win  with  cows. 
Central  taddng.  side  steps 
Dog  guard.  cMOpUDiscd  nfawm 
nwbar.Krcf 
34X00  nihs.  HJtSH 
MOT  Mach  98 

F.icrlkot  oockfltiofL 

Prime  sale  £10^80. 


THE  UK'S 
LARGEST 
SELECTION 
OF  PRE-OWNED 

jeeps; 

(Ti.MBOU  •X&KKtnVTT  VtMUp 


Marlborough 

a  dealer  for  London 

WEST  LONDON  0161  StvJ  S3CG 
MIDDX.  CI18SS  ISC  ££C 


WRANGLER 

44>$portfP).  New  modd 
April  97.  Red  with  Black  soft 
top.  fawnob.  PAS,  twin  air 
bags.  Soft  Stereo.  Mann’s 
Wnty.  3k  mb.  Very  Rare. 
£14,650  ooo. 

0181 65769440181 40U6M 


DISCOVERY 

canonfcdonJnr,  leyent  safe 
required,  POA.  R  rag.  No 
mHMgft,5doorTn,adDid 
Hue.  7  asott.  fematyta.  afan. 
tfr  con.  Stave  bread. 
Tmtare  of  Edanbridgs. 

01732863303. 


LAND  ROVER 


LANDROVER 

DISCOVERY 

Fantastic  Savings  on  now  TDfS 
8.  ES  mortals.  Manual  or 
Autemattc.  Ail  wflh  Ddfaay 
rrdeage  TD*S  kxsdad  with 
atm. 

Range  Row  aba  suppflad. 

01703470208/ 
Fax  47 17  07 

Mmi  LaaMng  Available 
Part  Exchanoa  Wefcomo 


LANDROVER 

AUTHORISED 

DEALERS 


RANGE  ROVER 


4.6  HSE 


m 


Aon.  im  N.  1 1  J»0  nda,  F5H 
r>Hii  i  priTTirii  |rrf  Inrhrr 
nodje  bar/spettmpr.  stdesteps. 
kd’tSianh,  aadoana.  nanrased 
offroad. 

lmnanfaw  roadman  Ex  demo. 
£38400  ONO. 

T*fc  0410  000002  or 
0171 9112992(0) 


Don't  deal  before  you  dial! 

A  bettor  sped?  Wore  for  your  px? 

Delivery  tp  ydnr  door?  More. flexible  finance?- 


/  IMtP'  \ 

K  -iCVOt  ) 


Hallamshire 


0114  276  5655 

A  Sytr.cr  Covnp.tav 


PRIVATE  ADVERTISERS 

To  advertise  your  car  for  sale  please  call 
0171  481  4000 
or  fax  0171  782  7799 


Lancaster 


Lunch 


Monday-Salurday  . — 

0181  522  0023  kVwis) 
Sundays 

0433  S 22756  ASSURED 
vtmnan:a&ieis.sirs:siii--ii.:if}.x-r 


TAX  ms  end  upon.  Cadi  100 
mdaak  for  Cron  phooi^ntH* 


H.R.OWTN 

67 


WlittCMfiBSHLErtWOUB  s 

WBsaaaojLasarii-a*  i 

suK&aSiiMi  s — hub  * 
*uEMii=3MSDE  a.nus  t 

VUSHa«El4taeiS-SU9  t 
vzusan.E39riMLHit(auE  I 
BUKba&Bda^a-nS  I 
Bt|K.5sc»etoelKrLM  1 
HUtt«Stotosa_. DUB  I 
■UMRIEom.taiilGnUJaK  i 
BUBAba&akEZiffiSffi 
BUEM.aa'teSBftlMUB  1 
- CUSCUBHia — 


te*HQUB 


BfHUauWBSSratMBUB  EV 
BBincagCshnss^aiac  m* 

•Bumen  IhnOdr  SOanSma. 

WiamDBW»onRo»*d 

eaft  tolwawcmnirwndci* 


Clio  032  777 


kb mStSsm 


RANGE  rover 


ssfifc« 


4.6  HSE 

MMara/grenitB.  M  rex.  30J00 
mSU.  1  owner.  FSH  by  HR 
Owen.  Extras:  natdms  kosher 
foid-ar  chfldrcaj  sad*  feted  by 
OvaOnch.  Inc.  Lista  punk  and 
running  bands  (not  fined) 

£29,500- 
Tel:0956  834011 


4.6  HSE 

Auto.  1994  (M).  I  owner. 
39k-  FSH.  Irnmarnkne  white 
coacbwock.  Unmarked  grey 
leather  im.  Every 
conceivable  extra.  AD 
electric.  Never  used  offroad. 
£28.995  ora). 

0171  351 1550. 


CLASSIC  CARS 


FERRARI 

AUTHORISED 


FERRARI  WANTED  }  HONDA 


FERRARI 

AUTHORISED 


Lancaster 


COLCHESTER 


hl-WAU 

■J*r 


WANIQ)  348,  3S6  any  modal, 
any  eaknu  I  gusnaws  u  be 


CONTRACT  HIRE 


CONTRACT  HIRE 

GREAT  CARS’ LOW  RENTALS 


306  406 


HONDA  HONDA  HONDA 
New  97/ 98  RHD  SpectBcaUwL 
Fantastic  Savings  on  al  canard 
models.  Augjd  dainty  anEAfe 


JAGUAR  &  DAIMLER 

AUTHORISED 

DEALERS 


HONDA  NSX 


NSX-T 

(N)  1 8k.  S'ffver/black 
FHFH-  Tracker,  That  1. 
CD  Stack,  ait/con, 
exi/wnty.  tmmac. 
£52,995. 

0973711222 


JAGUAR  &  DAIMLER 


Lf2v 


FERRARI 


errari 


Conic:!  Sieve  Ham  :r  S:5V0  Ccckstl 

Ol  206  855500 


355  GTS 

Not  96  P  reg.  Colour  coded 
root  Red  with  cream  red 
stitching.  Tan  Ad)  Ferrari 
taggage.  2JK6  nrihs.  Best 
offers  ow  195k.  No  time 
wasters  please. 

01299  827755  office  boon  or 
9421 761515. 


FOUR  WHEEL 
DRIVE  WANTED 


Nkw  Flats  for  Prima  Buyers. 
Tab  0171  603  6M9  T. 


CONTRACT  HIRE 


HOPT  AND  LONG  TERM  CONTRACT  SPECIALISTS 


ISSEFZ 


OXkR  PU^CHA^L'D  FOP  C/»5H 


UNBEATABLE  DEALS  ON 


UIHJ.|».VHIHH 


av<A-.iL<i!h;i^.xn  i^rerrg^tw!mai-.s..-f » < »« I1!.:1-  "mHh 


3 


tut 


!  CJUKOLB)  FLEET  ORDER ! 
R  REG  VECTRA  2.0  GLSi 


*-uN  t£rA^A®’  L~ 

fro.'tJd  Zoc*. 


Tel:  01902  353393  Fax:  01902  353150 

V-moili  lUK1'  1=1 1 1  -vuhnl<!!l.rn.iifc 


XJ6  32  SPORT 

‘96P,  OBtuval/Ostmca]  fall 
leather,  13,000  miles,  electric 
son  roof,  1  owner.  12  month 
Tax.  As  new. 


TeL0l204  8857200i) 
nr  0161  834  891-Hwl 


Convertible.  1997. 2K 
mis,  met  blue  with 
cream  Ithr  classic 
interior,  rmmaculate. 
£59^00  ono. 
0161 746  9600 


L 


a 


LONDON 


Tel:  0181  302  3333 

A; hours  04C7  6641 SD 

Open  Sunday  1Gam-2pm 

.vww.lirca.'.iC’jIc.jsT-iidcvp.^S'jar 


Tel:  01732  456300 
Out  of  hours:  0539  990722 

■*  .<w j  r;  .1,15  r, ! : : «  tsv  inc jx  s. j  n :  vj  r 


BERKSHIRE 


MSnU 
96P  2J6U 

dp  uaia 

HP  MU 
flPUU 
auu 

HP  ML2 
»5UXKU 
HUU 

M.  So*  41 
WShU 

tre  Ewu 

13L  Sot  12 

wuu 

N.  LEU 
WUU 
ML  UU 
m  uu 

S3XXXU 


Tel:  01734  845555 

Open  Sunday  10am  ■  Opm 
Alter  hours  04GB  232237 

niiSlC'C'c.ccm.'rL'Ijir-n  j.ijMr  I 


H.R.OWEN 


TRADITION  OF  EXCELLENCE 


Stratstone 

M  A  S  A  1  R 


The  tMJUn  plan  la  boy  Jagan 


RPUEacanHUABla, 

antbMQmmi,ar_ — mm 

■ntXiEmMhaU 
SiraaCMa,  HI  Sp«v  9T _ TXL2SI 

■my  worn  maffdde  -  phoae  kdqr 


EEa; 


017  1  620  4401 
...  04(,fl  505.672, 


HE3 


9H  i&ummvuxfa 
m  W4DaMfJW02ZTJ2y5B  0«p U* 
—  mown  MUCH 
w  xnzoiErii^BC-Jwn  mpt 
maxniois — ayaemp* 

» sofuuBiff _ acpinGfcrf 

m  sswuu _ fsisesNSK 

Mxssicnoxr — aynaB^ 
OTP  flBEHHElil _ £3ya£39Bptf 


sep  DEEsacm _ aifnaam 

SEP  JBUmStf. _ £2^999  QOpB' 

sat  nrarum _ £25^so  rap* 

ssH  aumj2orw_J^SB  mi* 

M  asmurn - D73SB  £3SfpB* 

sh  xisnaruxr _ owonp* 

9WSW4OMD0T _ OSSSOaOpR* 

Bmamiroar.  jhwi  osok 

‘MKOwRanNtaMfewnpft 


0181-9381300 


PORSCHE 


JAGUAR  &  DAIMLER  J  LEXUS 
WANTED 


3L  SPORT  vr.  WIT,  8W  mlm,  t 


Paying  over 

£300 

to  insure 
|  your  Porsche? 

It’s  time 
you  had  the 
Privilege. 


rr*rif 


m 


ms 


Jm*#* 


CLASSIC  CAR  FINANCE  j; 

:«CM;H:osrEK8?t!C!;:  c 


018)  421  8686 


.-  : 


928  S4 

auto  1991,  met  blue, 
cream  hide,  78k  mix, 
air,  LSD,  FSH. 
£21,995. 

0468671233. 


911  CARRERA 
SPORT 

’89,  FPSR  54K  miles, 
GP  white,  Vi  leather. 

£23^50. 

Tel:01 865  881222(d) 
ox  01 865  390437(wk/e). 


911  SUPER 
SPORT 

Black  mrto  bodied. 
Black  Leather  trim,  75.000 
miles,  FPSH. 
Immacniate  conditioo 
Forced  sak.  £22,995. 
Tel:  01704  544976 
or 01704  501 L10l  office) 


CARRERA  2S 

Grades  Red 
With  fall  nntx)  body  kit 
A  host  of  extras 
1500  mika  from  new 
3  month  old.  Coat  £77.000 
Genuine  reason  fc^sak 
Find  offer  of 
£69,000 secures 
Tel:  Mire  0976  726242 


PORSCHE  CARRERA 
CABRK)C0NVERTABL£ 

IMkotovamgi 
LobotBr  lootw  Heitor 
ONLY  OIC  OF  ITS  KBO 
aSLT.OSM,  one  owner,  7000n* 
FPSHir  IghtBloycupwheete 
Poradw  txWund  boeds. 
System  t  atann,  muH  ndt  CO 
JlwMwspetar 
wMtMsctor 


I 

I 


tsrjm 

TEL’ 01159  77D3S9  IbMm} 
MobihR  0973 172010 


PORSCHE 

95N  911  C4  CAB 

A-'  Con.  Lowcic;!  Ch.lpsis. 

17"  Alleys  20T  £63000 

96P  911  C2  COUPE 

A;r  Con.  E5R.  CD  3T  £G2S00 
94M  911  C2  COUPE 
TintMnic  S  Cenv  35T  £52000 
95M  968  SPORT 
Stunning  41T  £28850 

Sytnerdirect 


uptraric  «ride  body  Aprff  *97. 
Bne  toon^jle.  Nqh  spvjiadan, 
3500  mfaia^r  Under  Pondw 
wmtnf.  SSwr  reeaSc.  turbo 
wbeek,  fal  diestnu  bide 
interior,  dwr  dab.  dearie  seats 
with  lunbtr  wpport  cnare 
oonirol,  towered  suspension,  dr 
ton.  computer.  Porsche  dghal 
radre  6  CD  system. 

Unmarked.  £75,950. 

Tek  any  tarn  8169S  424696 
or  04105&595L 


PORSCHE  WANTED 


IS  400  Aoto,  96P,  Ton 


LAMBORGHINI 


3.2  SPORT 

Now  95,  ice  blue,  hGmbus 
grey  Ithr.  Ml  Ithr,  efimaoe 
control,  CD.  euto,  9k  mfct 


01527451614. 


LEFT  HAND  DRIVE 


OFFICIAL  PORSCHE  CENTRES 


DAIMLER  6 

LWB,  WIN) 
‘Renlum/Nnftui.  PUSH, 
2tfl00  trie,  auporb. 


Tefc  0101  202  0687(H) 
Or  0171  561  6420  (O). 


XJ6  3J2  S 

Flamenco/ cream 
leather. 

94  model.  CD. 
47.000  mOes. 
newP6000*s. 
iiuii,<,M^-  FSH. 
£i4^oa 

Tel:  01788  787907. 


MIDLAND  LEFT 
HAND  DRIVE 

S-pp::crs  ofm-.v  &z  used 
!e:i  hand  drive  ••  oh  ides 
vjnet  *  :n  .deck 

waVtedC 

TEL;01543  414307 


Lancaster 


01992  514444 

A';HOURS:  0360  519529 

h i.!.. !.in : «:(rc : :.:sr  rcr*i: 


LEXUS 


GTL4UV8 

94.  black  13K  mis.  TV.  CO. 
drcon.aa-bag.ABS,  Ur. 
aHaJs.  raa  cameta  cun 
roof,  taxed.  £29^960. 
Tel:  01322  615686 
/  0836 763709 


MAZDA 


“S'  0113 
292  5555 


BOXSTER, 

1997  R,  dethfeiy  girtmgr,  Bbr 
Ocean  Metallic.  Lox  Pack,  afc. 
Hard  Top.  17"  alloy*,  leather 
teats  ac.  £44.500 

Tel:  01716245480 
or  0171 935  4915 


PORSCHE 

BOXSTER 

P80XT 

1997  Arena  Red/Blacfc  Interior. 
Spam  prek.  mod  pack,  hud  Kip. 
fan  cow  end  ail  arrregorlea. 
iJXX}mHei  only.  Iff  hn  i  om  ate 
oswring  abroad.  «7  JOO. 
TdH)1753  888637. 


=  Merlin  =  jjgttj 


01222  614622 


01159  420944 


Week;  SXC  -  7.00  PM 
Sen;  10,00  -  Z.OOFU 


8,00  -  7.00PM 
sutk  taeo  -  3.0OPM 


For  more 
Registration 
Numbers 
see  page  10. 


MAZDA  CHOKE  b«M 


REGISTRATION  NUMBERS 


PORSCHE 


- 


EXECUTIVE  CARS 


■  j/x  sAi/itc/c  ■/r/er/(<m 


Tel:  0121  7002301  Sundoy:  0'37: 


911  Carrera  4S 

Rk® 

Polar  Silvecf 
Black  leather 
Spoils  seals 
£79^95 

Tel:  0468  385240 


MARKET  RESEARCH 

33  DAISY  HILL  DRIVE.  CHORLEY  PRO  9NE 


ESB74  1,600  LAZ77  L500 
FAZ22  LSOO  LAZ  777  L000 
FEC  871  1.000  UK  288  1,000 
RL  32  1,700  IBP  227  1^00 

GIL 56  2,500  LS7772  2^00 
600GJH  POA  12  MA  6,000 
M13NSA  600 
MH  270  4,400 
MS  59  7,000 
MUN  8021200 
MW  84282,000 
NCI  22JOO 
NISCHT  4.000 
OTF7I7  500 
0777  PAT  600 
PCS  68  2£00 
5363  PP  1,500 
RAP40X  600 
RBB938  U45 
RIB  750  IAOO 
RDM  79  2  J00 


884  RH  3400 
852  HOD  2^)00 
ROG  63R  1,000 
RR  3798  2^00 
3133  SM  POA 
3333  SM  POA 
6668  SM  5.000 
ST  9231  POA 
BTES  2J00 
252  TMA  1.000 
600UCK  700 


uf  USA  2fiQ0 
(HARLEY  CrSON) 
VER558  IJS0 
(VBWJN/VERAJ 
WUN  911  1,450 
2527WWU00 


IESMCTmT] 


PHONE  0I2ST  Je2305  PHONE  MOST  ant  PLUS  VAT 
rax  01257  47J741  fAX  ALL  ARE  PLUS  TRANSFER 


REGISTRATION  NUMBERS 


\ 
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Idea  that 
runs  flat 

Get-you-home  tyres  are  not  new,  but 
this  one  could  work,  says  Stnart  Birch 
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Nfxt  year,  Michel  in  will 
launch  a  new.  get-you- 
home,  or  to  that  viral 
business  meeting,  run- 
flar  tyre.  And  ir  won’t  maner  if  your 
home  or  meeting  is  125  miles  away. 

The  danger  of  a  mother  and 
children  being  marooned  by  a 
puncture  on  a  motorway  or  in  some 
lonely  rural  spot,  could  be  no  more: 
the  Michelin  PAV  should  carry  on 
rolling  and  save  the  day.  Not  only 

that,  but  the  PA  V  IPneuAccrochage 
Vertical — vertically  anchored  tyre) 
will  use  new  technology  to  provide 
enhanced  handling,  lower  rolling 
resistance  to  im-  ' 

prove  iuel  consump¬ 
tion,  and 

performance  "  suit¬ 
able  for  most  road 
surfaces  across  the 
world. 

But  it  is  its  run- 
flat  capability  that 
will  distinguish  it 
from  being  just 
another  grippy  tyre. 

The  problem  for 
Micheiin.  though, 
lies  in  pumping  up 
the  PAV’s  credibil¬ 
ity.  Until  now.  run- 
flat,  or  “extended 
mobility"  tyres  in 
Europe  have  been  a 
down.  In  the  1960s,  Dunlop  tried 
with  the  Denovo  and  in  die  1980s 
Michelin  and  Dunlop  worked  to¬ 
gether  on  a  system.  Neither  was  the 
success  it  might  have  bon  for  a 
variety  of  technical  and  marketing 
reasons. 

The  PAV,  though,  would  almost 
remove  the  need  for  a  spare  tyre. 
Almost,  because  if  a  tyre  was 
seriously  damaged,  such  as  when 
striking  a  kerb,  it  might  be  unus¬ 
able.  But  with  that  caveat  aside,  the 
PAV  has  great  promise. 

Although  still  under  develop¬ 
ment  by  late  next  year  there  will  be 
“special  programmes"  for  PAV, 
says  Michelin  and  it  is  expected  to 
be  offered  on  a  limited  basis  by 
some  car  manufacturers  on  niche 
models.  However,  it  may  be  several 
years  before  it  is  widely. available, 
andority  then  if  it  lias  convincingly 
proved  its  worth. 

When  Michelin  started  the  PAV 
tyre  programme  it  had  to  do  so  in 
association  with  wheel  technology. 
The  wall  of  a  conventional  tyre 
comprises  two  zones,  upper  and 
lower.  The  upper  looks  after  the 
handling  and  comfort,  the  lower 

nam. 


PAV  fits  over  the  rim 
bit  of  a  let-  more  than 


attaches  id  the  wheel  rim  and  rirv*s 
nor  contribute  to  performance. 

A  conventional  tyre  is  held 
against  the  rim  by  the  air  pressure 
applied  inside  the  tyre.  But  the  PAV 
changes  that:  it  uses  a  mechanical 
locking  principle.  The  tyre  is 
latched  to  the  rim  and  the  loads  on 
the  tyre  simply  make  that  latch 
tighter.  Unlike  a  conventional  tyre, 
the  lower  part  of  the  PAV  fits  over 
the  wheel  rim  instead  of  tucking 
inside. 

That  unhelpful  lower  half  then 
suffers  few  loads,  and  tyre  perfor¬ 
mance  is  significantly  enhanced. 

says  Michelin.  The 
tyre  shape  is  also 
altered,  providing 
better  handling  and 
grip  and  there  is 
ample  room  inside 
the  tyre  for  a  rubber 
support  ring:  it  is 
this  which  gives 
run-flat  capability. 

In  theory  it  all 
sounds  great  tech¬ 
nology  news.  But 
automotive  engi¬ 
neering  and  design 
is  about  compro¬ 
mise.  and  at  present 
the  run-flat  PAV 
weighs  about  6kg 

- - a  conventional  tyre 

although  that  is  likely  to  be  reduced 
because  added  weight  affects  ride 
comfort.  It  may  also  be  relatively 
expensive.  So  motor  manufacturers 
may  be  cautious. 

Michel in’s  long  term  hope  is  that 
the  system  will  become  widely 
acceptable  for  a  variety  of  vehicles. 
The  company  demonstrated  its 
potential  at  a  tortuous  test  track  in 
North  Carolina,  using  Honda  Ac¬ 
cords  fitted  with  the  PAV. 

It  was  highly  competent  on  dry 
sections  but  sent  some  vibration 
into  the  car.  In  the  wet;  however, 
the  PAV  had  superior  grip  to 
conventional  tyres  and  an  ability  to 
cope  with  rapid  course  changes  and 
hard  cornering  on  a  very  slippery 
surface  through  a  hairpin  bend  and 
a  slalom.  . 

..  Next  came  a  test  with  one  PAV 
deflated  on  a  dry  section  of  track 
which  also  included  a  demanding 
slalom.  Under  such  arduous  condi¬ 
tions  there  was  some  steering  pull 
and  added  noise  but  no  real  drama 
and,  thanks  to  its  mechanical 
locking  system  and  the  tyre-over- 
rim  design,  no  hint  of  the  tyre 
detaching  from  the  rim. 


Tyred 

and 

emotive 

Stuart  Birch  on 
Bib’s  centenary 


MICHELIN  HAS  pioneered 
advanced  technology  many 
times,  and  next  year  is  totally 
appropriate  for  the  launch  oF 
the  PAV.  It  marks  the  50th 
anniversary  of  the  “X".  the 
world’s  first  production  radiaL 

It  is  also  the  100th  anniversa¬ 
ry  of  the  multi-layered 
Michelin  Man.  the  company's 
international  symbol.  But  how 
he  will  be  shown  with  a  run- 
flat  capability  may  prove  to  be 
a  challenge  almost  as  tough  as 
creating  the  PAV. 

Michelin  is  preparing  for  a 
birthday  party  next  year  for  the 
character  who  is  still  part  of  the 
company's  advertising. 


First  poster  of  Bib.  the  Michelin  Man,  from  1898.  MNow  is  the  time  to  drink,"  he  declares,  ready  to  quaff  his  nails  and  broken  glass 


1914  Russian  advertisement 

He  was  born  soon  after 
Edouard  Michelin,  looking  at 
a  stack  of  tyres  in  1898,  thought 
they  resembled  a  man.  He  told 
his  brother  Andre  “All  that  is 
needed  is  a  pair  of  arms." 
Andrtf  commissioned  an  artist 
to  come  up  with  some  designs 
on  the  theme  —  and  Michelin 
Man  was  created. 

One  of  the  drawings  showed 
him  as  a  rotund  beer  drinker, 
raising  his  glass  and  dedaring 
“None  est  Bfbendum"  (Now  is 
the  time  to  drinkj-  The  charac¬ 
ter  quickly  became  known  as 
“Bib"  and  the  beer  glass  was 
replaced  by  a  goblet  filled  with 
nails  and  broken  glass. 

.  During  the  past  99  years. 
Bib  bas  appeared  in  many 
guises  —  and  he  has  also 
changrii  shape:  the  number  of 
layers  has  reduced  but  each  is 
far  broader,  indicating  that 
modem  tyres  have  grown  mas¬ 
sively  in  width  from  the  skinny 
tubes  of  the  earliest  days  of 
motoring. 


TOWHAT3 
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Space  Shuttle  lands  at  lower  price 


ROADTEST 


The  Honda  Shuttle  has 
never  been  anything 
but  a  good  vehicle:  a 
people-mover,  one  of 
the  pioneers  in  that  now 
overcrowded  field.  It  offered  a 
car-like  driving  position,  ride 
and  handling  with  the  advan¬ 
tage  of  decent  space  for  lug¬ 
gage.  even  with  its  six  seats  in. 
place,  writes  Atari  Capps. 

But  because  it  originally 
offered  only  six  seals  rather 
than  the  seven  of  so  many 
rivals,  and  because  in  this 
country  it  was  distinctly  pric¬ 
ey,  it  has  never  been  popular. 
Now  with  revised  models. 
Honda  has  answered  its  crit¬ 
ics,  the  Shuttle  comes  in  a 
seven-seat  form  and  is  priced 
to  compete  with  market  lead¬ 
ers  like  the  Ford  Galaxy  and 
Renault  Espaoe. 

The  improvements  in  the 
Shutde  reflect  the  growing 
importance  of  people-movers 
or  MPVs  in  the  market  In 
1992  there  were  just  four 
models  on  offer  in  this  coun¬ 
try,  there  are  now-17  and  sales 
have  doubled  in  the  past  two 
years,  reaching  a  total  of 
35.000  vehicles  in  19%. 

In  the  early  days  the  people- 
mover  was  seen  as  a  premium 
vehicle,  but  as  more  and  more 
makers  have  entered  the  field 
the  emphasis  has  been  firmly 
on  cars  that  cost  less  than 


Rear  seats  stow  away  into  their  own  well  to  provide  masses  of  quick  extra  capacity 


SHUTTLE 


Engine  four- 
cylinder.  2J2-litre 
producing  ISObhp 
through  four-speed 
automatic  box. 
Performance 
O-bOmph.  U.lsecs. 

Max  H4mph. 

Economy:  combined. 
27.4mpg. 

Equipment:  Air 
conditioning,  twin 
airbags,  anti-lock 
brakes,  electric  windows 
(LSJ  plus  cruise 
control,  alloy  wheels, 
electric  sunroof  (SE). 
Price:  £17,995  (LS), 
E19.995  (SE). 


E20.000.  The  Honda’s  original 
sales  pirch  was  built  round  the 
tag  of  a  “private  jet  for  the 
road"  emphasising  quality, 
and  luxurious  comfort,  and 
costing  more  than  £23,500. 
The  company  says  both  the 
new  versions  remain  faithful 
to  the  original  concept,  yet  the 
price  of  the  seven-sea  ter  LS 
has  been  brought  down  to 
£17,995  while  the  equipment 
list  remains  impressive. 

The  six-seat  SE  version  fea¬ 
tures  exactly  the  same  drive 
train,  a  22-litre  engine  linked 
to  four-speed  automatic  trans¬ 
mission  but  offers  cruise  con¬ 


trol,  air  conditioning,  allcry 
wheels,  and  an  electric 
tilt/ slide  sunroof  all  as  stan¬ 
dard  to  add  to  the  already  Jong 
list  of  features  for  the  LS. 

But  perhaps  the  most  im¬ 
portant  things  about  the  Shut¬ 
tle  remain  those  that  endeared 
it  to  me  on  first  acquaintance 
in  the  old  expensive  form. 

The  all-round  wishbone  sus¬ 
pension  gives  a  much  more 
comfortable  ride  in  the  rear 
than  most  such  vehicles  offer. 
But  more  importantly,  if  you 
want  to  carry  luggage  as  well 
as  people  there  is  a  deep  well 
behind  and  beneath  the  rear 


row  of  seals  easily  large 
enough  to  contain  a  couple  of 
decently  sired  suitcases.  And  if 
you  want  to  carry  a  trunk  or 
wardrobe  rather  than  two 
extra  passengers,  those  seats 
simply  fold  away  into  the  well, 
leaving  a  large,  easily  accessi¬ 
ble  flat  floor. 

This  is  a  major  advantage 
over  many  of  the  models  on 
the  market  which  require  the 
complete  removal  of  seats  to 
increase  the  load  area,  posing 
the  question  of  where  you 
store  them.  And  if  by  some 
chance  you  want  to  carry  two 
wardrobes  you  can  still  re¬ 


move  the  middle  row  of  seats, 
turning  the  whole  vehicle  into 
a  mini-pantechnicon. 

There  are  however  two 
flaws  that  are  also  carried  over 
from  the  original  version:  the 
automatic  transmission,  while 
fine  in  town  and  on  the 
motorway,  can  occasionally 
seem  fuzzy,  especially  on  twist¬ 
ing  country  roads,  as  if  it  cant 
make  up  its  mind  about  the 
right  gear  for  the  conditions. 

And  why  does  a  company 
like  Honda,  so  careful  about 
so  many  details,  insist  upon 
fining  such  nail-breaking  con¬ 
trols  for  its  stereo  system? 


■  POWER  TO  be  reckoned  with:  this 

SiSSSasW  «  mate 

STrrankfurt  Motor  Show  nertws*. 
has  a  more  powerfui  engin&  ya  costs 

less  to  run  than  Its  . 

Hie  three-litre  six-cylinder  .engine 

delivers  218bhp  at  • 

top  speed  of  143mph  and  M>2mph  m 

m  aS  fi^pecd  automatic  gearbox 


SPARE  PARTS 


which  changes  its  shift  pattern  to  suit 
driving  style  and  road  conditions. 

The  car,  which  goes  on  sale  in 
Britain  in  January  but  can  be  seen  at 
the  London  Motor  Show  from  October 
15,  also  has  a  stronger  body  shell  with 
side  impad  protection,  traction  control 
and  side  airbags. 


VAUXHALL 


m  VAUXHALL  broke  its  all-time  sales 
record  last  month,  when  the  company 
sold  70-J66  cars  —  nearly  10,000  more 
Jhan  in  August  last  year.  Van  sales,  at 


4,099,  were  the  highest  since  1990.  The 
company  has  also  announced  it  is  to 
increase  some  1998  model  prices  by  less 
than  one  per  cent  including  the  Astra 
and  Vectra.  Models  in  the  Corsa  and 
Tlgra  ranges  will  stay  the  same  price. 

■  A  SALES  boom  has  prompted 
Mitsubishi  to  release  its  199B  four  and 
five-door  Carisma  models  from  the 
beginning  of  September  —  nearly  two 
months  earlier  than  planned. 

Demand  for  the  R-reg  Carisma  in 
August  sent  sales  up  by  86  fw  cent  on 
the  same  period  last  year. 

The  1998  models,  which  include  1.6 
and  I -5-litre  petrol  and  1.9-litre  diesel 
versions,  cost  from  EI2JI30  to  E17.2D5, 
an  average  of  21  per  cent  more  than 
their  predecessors. 


■  THERE  IS  room  to  manoeuvre 
behind  the  dashboard  of  the  new 
35Dhhp  Aston  Martin  V8  Volanre  - 
with  twice  as  much  space  for  luggage 
as  its  forebear,  and  an  extra  200mm  of 
leg  room  for  rear  seat  passengers. 

The  convertible,  which  goes  on  show 
at  the  London  Motor  Show  next 
month,  will  sell  for  around  £169,500. 


FORECOURT 


■  BUYERS 
who  dimiss 
a  car’s  cnl- 
BmIH  our  and  val- 
ue  only 
with  regard 
to  its  performance  and  fuel 
economy  could  be  making  a 
costly  error  when  deriding 
how  much  they  pay.  writes 
Vaughan  Freeman. 

■  FAR  from  being  a  cosmetic 
element  of  a  car’s  value  that 
has  little  or  no  bearing  on  its 
worth,  the  paint  job  can  make 
all  the  difference  not  just  to 
how  much  your  car  will  fetch 
when  you  sell  it,  but  whether  it 
will  sell  at  all  reports  CAP 
Black  Book. 

MFC) R  aU  cars  colour  is 
important,  and  for  many  it  is 
virtually  the  be-all  and  end-all 
in  the  marketplace.  Drivers 
who  buy  the  right  car  in  the 
right  colour  are  going  some 
way  to  ensuring  its  “ sta¬ 
bility".  CAP  Black  Book  re¬ 
ports  that  whether  the  car  is  a 
sportster  or  a  rugged  off- 
roader,  colour  is  the  key.  The 
Daihatsu  Sportrak  sells  best  if 
it  is  fitted  with  alloy  wheels 
and  comes  in  metallic  green, 
while  the  same  car  is  not 
nearly  as  popular  in  white. 

■  THE  Fiat  Brava,  while  a 
good-looking  car,  will  also 
struggle  ro  sell  if  it  is  in  a  “poor 
colour",  which  means  sandy, 
tan  shades,  brown  and  flat 
colours  such  as  green.  While 
metallic  colour  sells  the 
Sportrak.  metallic  will  not  in 
itself  guarantee  a  sale  —  it  all 
depends  on  the  car.  For  the 
Honda  Civic  five-door,  dark 
metallic  colours  are  reported 
not  to  be  popular,  although 
metallic  colours  are  preferred 
on  the  Hyundai  Accent  as  well 
as  the  Nissan  Terrano. 

■  EVEN  prestige  cars,  are 
vulnerable  to  the  vagaries  of 
colour.  The  Mercedes-Benz  S 
Class  320  and  420,  while 
“desirable"  generally,  will 
struggle  to  sell  in  flat,  unat¬ 
tractive  colours.  Not  just  exec¬ 
utive  cars  are  colour-sensitive. 
Even  the  Skoda  Felicia  will 
sell  more  easily  ff  it  features 
metallic  paint  and  alloy 
wheels,  and  the  Rover  600 
saloon  will  sell  faster  if  it  has 
colour-coded  bumpers. 


USED  CAR  BRIEF 


PORSCHE  924 

There  is  a  cheaper  alternative  to  paying  £35,000  tor  a  Rwscha  Boaster 
wen  (fit  is  powered  tiyaVW  ran  engine.  F6r  a  fraction  of  the  price  8  used 
Porsche  924  offers  twee  Hem  cornering,  ffeat  handling  and  powerful  brakes. 
Sakf  as  a  125bhp  two-Utra.  VObhp  twoWre  Turbo  and  ISObhp  2.5-Htre 
9245  with  four  and  flverepeed  manual  or  thre&speod  automatic:  The  924 
sold  from  1977  until  the  mid  1980s;  a  supposed  2+2  but  in  effect  a  two 
seaoar  with  room  In  the  back  fer  soft  bags. 


GOOD  NEWS; 

A  cared-for  924,  as  you 
would  expect  from  a 
Porsche/VW/Audi 
f^nests.  lasts  a  long 
time  so  rust-free  models  abound.  R* 
those  prepared  to  seek  out  the  mads 
for  legal  faster  motoring,  the  2 -litre 

will  top  120mph  and  the  more 
powerful  9245,  launched  tn  1985, 
will  gp  to  135mph. 


LOOK  FOR: 

A  factory  sunroof  and 
leather  upholstery  win 
help  fetch  e  better  price 
when  you  come  to  reseti, 
and  the  fiuespeed  gearbox  that 
became  standard  on  law  cars  is  a 
major  phis.  Seek  out  cars  with  a 
history  of  dealer  servicing  Lux 
modok  come  with  alloy  wheels  and  ' 
tinted  0835. 


safety: 

Traditionally  solid. 
rAV  surefooted  Porsche 

handling  characteristics 
means  that  drivers 
should  be  able  to  avoid  getting  Into 
trouble  in  the  first  place,  rather  than 
trying  to  survive  accidents. 


REPLACEMENT 

(■parts 

'■  (Pricas  supplied  by 
Gtessmaux  01952 
523823):  Clutch 
assembly  £595;  full  exhaust  £430; 
front  brake  pads  (axle  set)  £78;  rear 
damper  £86.40;  alternator 
(exchange)  £501;  starter  motor 
(exchange)  £258;  radiator  £451. 


_ BAD  NEWS: 

The 924 suffers. 

WJ I  because  it  lacks  puns 
L  Porsche  pedigree,  the 

3-Jttre  engine  comes 
from  a  VW  vert,  but  owners  can 
always  point  out  that  turbo  versions 
earned  theu  racing  spurs  at  Le  Mans 
(spawning  a  Le  Mans  special 
edition).  Since  tire  924  shares 
engine,  suspension  and  gsarbax 
parts  with  VW/Audi  models,' 
maintenance  costs  are  teas 
fearsome  than  usual  for  a  Porsche. 

fin  AVOID: 

wily®  1633  P0**™ 

-  HUk/S  3-Utre  cars  often  shew 
signs  of  having  been 
worfcad  hard  by  owners 
trying  to  get  scorehi/g  Porsche  . 
performance  from  an  engine  unit 
not  reaty  up  it  Early  care  may  also 
suffer  from  paint  problems  such  as 
rest  and  bubbling.  Also  avoid  cars 
.  showing  signs  of  gearbox  and 
coding  system  problems. 

INSURANCE: 

Cover  from  AA 
Insurance  fOBOO 
444777)  on  a  1986 
23-litre  9245  costs  a 
S ^year-old  professional  male  or 
female  living  Jn  Winchester  with  fufl 
no  claims.  £250  a  year  ful|y 
comprehensive.  A  22yeau>U  mate 
or  female  with  one  year  no  claims 
living  In  south  London  pays  £2,247. 

PRICES: 

Expect  to  pay  beiow 
1  £2,000  for  the  earliest 
models,  and  around 
1  £2,500  for  a  1982 
Y-rtg2-!itre  924,  £3^00  for  a  1983 
A-reg  924  automatic,  £3,900  for  a 

1985  924  Lux.  £5.000  for  a 

1986  Dnfeg  924S,  and 

£3.750  tor  a  1982  Y-reg  924  TUrtro. 


OVERALL 

A  used  924  can  offer  buckets  of  bargain  fun  driving  and  the 
21Hltre  car  in  particular  Is  very  quick.  Relatively  economical  to 
ran  given  the  badge,  though  latty  models  now  getting  on  tor  20 
years  of  age  should  be  avoided. 
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An  enthusiast’s  unique  collection  of  a  rare  marque  of  British  car  goes  up  for  sale  this  week,  says  Alan  Coppg 


Allards  under  the  hammer 


The  idea  of  shoe-hom¬ 
ing  a  V8  engine  into  a 
lightweight  sports 
racing  chassis  is  the 
basis  of  the  modem  muscle 
car.  designed  so  thar  power 
can  be  enjoyed  rather  than 
tamed. 

The  AC  Cobra,  that  brilliant 
hybrid  put  together  by  the 
American  racer  Carroll  Shel¬ 
by  is  the  dassic  of  this  breed. 
But  the  idea  had  been  aroung 
long  before  his  first  efforts. 
One  of  the  pioneers  was 
Sydney  Allard,  who  said  that 
he  only  became  a  car  manu¬ 
facturer  because  it  allowed 
him  to  go  raring.  His  prewar 
specials  rapidly  progressed 
from  using  a  Ford  Wot  VS 
engine  rescued  from  a  wreck 
to  power  his  first  competition 
car,  to  even  more  powerful 
imported  units.  But  it  was  in 
the  immediate  postwar  years 
that  his  little  company  based 
in  Clapham,  South  London, 
blossomed. 

As  the  giants  of  the  motor 
industry  lumbered  to  change 
gear  from  munitions  work  to 
making  cars  for  the  masses. 
Allard  seized  his  chance.  Ex¬ 
ploiting  a  vast  stock  of  war¬ 
time  Ford  parts  and  his  own 
innovative  design  for  light¬ 
weight  tubular  chassis  with 
coachbuilt  aluminium  bodies, 
he  rapidly  produced  a  brilliant 
series  of  cars,  from  out  and  put 
racers  ro  family  saloons  and 
even  a  huge  estate. 

His  competition  success  was 
outstanding.  In  the  1950  Le 
Mans  24-hours  he  placed  third 
overall  and  won  his  class, 
driving  a  12  Two  years  later, 
in  a  P-type  sa loon  with  naviga¬ 
tor  Tom  Lush.  Allard  was 
outright  winner  of  the  Monte 
Carlo  Rally.  That  model  be¬ 
came  the  most  popular  of 
Allard's  products,  with  more 
than  800  being  built.  Other 
Allards  scored  numerous  suc¬ 
cesses  in  sportscar  raring,  hill 
climbing  and  rallying  to  give 
the  manque  a  loyal  and  enthu¬ 
siastic  following  which  has 
lasted  to  this  day. 

But  it  was  a  brief  success  for 
a  small  enterprise.  Inevitably 
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1920  Rolls-Royce  was  hidden  for  yeare  after  the  war 

Bam  Ghost 
returns  for  sale 


Pristine  condition:  a  huge  Allard  Safari  estate  from  1954,  evidence  of  how  the  South  London  carmaker  produced  a  wide  range  of  fine  designs 


the  big  boys  of  the  mass- 
p reduction  car  industry  rolled 
into  the  market  and  squeezed 
out  or  bought  up  most  of  the 
small  producers.  Allard  re¬ 
mained  independent  but  pro¬ 
duced  his  last  cars  in  1957. 


Next  week  the  most 
comprehensive  col¬ 
lection  of  his  cars 
goes  for  auction  by 
Christie's  at  the  National  Mo¬ 
tor  Museum  at  Beaulieu, 
Hampshire.  It  was  amassed 
by  Brian  Sharp,  who  drove  an 
Allard  as  one  of  his  first  cars  in 
the  1950s. 

“In  1955  I  bought  a  1949  L- 
type  tourer  for  £295. 1  sold  it  to 
buy  an  Allard  saloon  but  1 
never  forgot  the  fun  I  had  in  it 
But  then  life  got  a  bit  serious 
and  1  went  into  business  and 
had  to  be  practical.  1  bought  a 
Ford  Zodiac. 

“I  built  up  the  business  and 
when  1  saw  a  near  replica  of 
my  first  car  I  was  inspired  to 
buy  if  That  was  an  L-type 


four-seater  with  the  Ford  Pilot 
VS  engine.  Sharp  has  restored 
it  to  original  condition,  as  he 
has  with  all  the  cars  in  his 
collection.  It  is  estimated  to 
fetch  £18,000-22,000. 

“When  I  look  at  them  now 
sometimes  I  think  the  design  is 
rather  crude,"  he  says.  “Most 
of  them  weren’t  pretty  cars  but 
they  grew  on  you.  I  liked  to 
keep  them  in  use  and  drove 
some  of  them  on  hill  climbs." 

The  11  cars  in  his  collection 
range  from  a  prewar  four¬ 
seater  special  originally 
owned  by  Allard's  father  Ar¬ 
thur  (about  E40.000-E45.000) 
to  a  1955  JR  sports  racer  with  a 
260bhp  Ford  VS  once  used  in 
British  hill  climbs  and  sprints 
by  Sidney  Allard  and  his 
friend  Rupert  de  Larrinaga. 

The  JR  is  probably  the 
rarest  of  them  and  has  special 
value  because  of  its  direct 
connection  with  Allard.  After 
appearing  on  the  firm's 
London  Motor  Show  stand  it 
was  shipped  off  to  the  United 
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This  1950  J2  with  a  160bhp  Cadillac  V8  engine,  should  fetch  more  than  £55.000 


States  where  it  had  a  success¬ 
ful  competition  career.  It  is 
estimated  at  £50,000- £55,000. 

An  even  higher  price  is 
expected  for  a  1950  J2  which 
has  a  160bhp  Cadillac  V8 
engine  and  ingenious  indepen¬ 
dent  rear  suspension  with 
inboard  brakes  which  helped 
to  control  the  wheelspin  for 


which  these  large-engined 
cars  were  notorious. 

Although  the  J2  was  famed 
as  a  competition  car  this  one 
was  ordered  by  a  fastidious 
American  enthusiast  who  last 
drove  it  in  1968  when  it  had 
covered  a  total  of  6344  miles. 
It  was  then  stored  until  his 
death  ten  years  later.  It  joined 


Sharp's  collection  in  1983.  and 
has  still  done  only  9346  miles. 

For  a  company  that  made 
only  2000  cars  in  its  history, 
Brian  Sharp's  is  an  astonish¬ 
ingly  representative  collection. 
It  is  expected  to  raise  more 
than  £300.000.  But  his  chief 
hope  is  that  someone  might 
buy  it  and  keep  it  together. 


A  ROLLS-ROYCE  Silver 
Ghost  that  spent  World 
War  Two  in  a  French  barn 
is  returning  to  one  of  its 
glamorous  old  haunts  at 
Longchamp  race  course  in 

Paris  next  month.  John 
Shaw  writes. 

The  stately  car  is  one  of 
the  highlights  of  a  £2 
million  Brooks  Europe  sale 
on  September  8.  die  first  by 
a  British  auction  house  in 
France,  it  is  a  prelude  to  the 
opening  of  the  entire  domes¬ 
tic  auction  market,  hitherto 
tightly  restricted  by  the 
French,  on  January  I. 

The  sale  has  been 
organised  in  conjunction 
with  Etude  Tajan,  the  coun¬ 
try's  biggest  auction  house, 
and  coincides  with  die 
Louis  Vuitton  Concours 
D’Elegance .  the  blue-chip 
classic  car  gathering,  at  die 
adjoining  Parc  de  Bagatelle. 

The  Silver  Ghost,  esti¬ 
mated  at  £65.000- £85,000, 
has  a  high-speed  Alpine 
Eagle  chassis  and  a  torpedo 
body  by  Kellner,  the  famous 
Parisian  coadibuilder. 

Simon  Kidston,  manag¬ 
ing  director  of  Brooks 
Europe,  says  “It  is  sold  with 
all  sorts  of  period  corres¬ 
pondence.  including  the 
original  bill  which  shows 
the  chassis  price  was  £1375. 
The  records  for  these  cars 
were  amazing.  We’ve  got 
full  details  of  the  doors,  the 
springs  and  even  the  Dun¬ 
lop  tyres  because  when  you 


bought  one  of  these  cars  you 
could  specify  every  last  little 
nut  and  bolt” 

The  original  owner  was 
Walska  McCormick,  a 
wealthy  American  woman 
who  had  homes  in  Paris 
and  a  country  chateau-  But. 
sensing  the  approach  of 
war,  she  and  her  husband 
left  their  country  retreat  for 
a  safer  home  in  Pasadena, 
California,  in  1938. 

But  before  moving  they 
left  instructions  that  the 
wheels  and  tyres  of  their 
treasure  should  be  removed 
and  burnt  to  render  the  car 
useless  to  the  Germans. 


THE  CAR  was  stored  in  a 
bam,  unknown  even  to  the 
neighbours.  The  McCor¬ 
micks  never  returned  to 
France  and  gave  instruc¬ 
tions  for  the  sale  of  their 
chateau  and  its  contents  in 
1965.  During  the  dispersal 
they  contacted  the  Rolls- 
Royce  agent  in  Paris  who 
sold  them  the  car  in  1920. 

Mr  Kidston  said:  “The 
current  owner,  who  was 
working  there  as  sales  man¬ 
ager  at  the  time,  opened  the 
lam  and  saw  this  car  that 
hadn't  seen  the  light  of  day 
for  almost  30  years. 

“New  wheels  and  tyres 
were  fitted,  the  engine 
turned  and  it  was  driven 
bade  to  Paris.  It  is  quite 
extraordinary  to  find  one  of 
these  cars  that  has  had  only 
two  owners  from  new." 
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Paying  over 

£300 


to  insure 
your  Merc? 

It’s  time 
you  had  the 
Privilege. 


privilege 


500  SL 

ISM.  Hack.  Hmd/Soft 
top,  rear  aast  12  CO. 
csrphona.  Just  had  major 
sarvioa  RWSSH.  Eacalant 
condition. 

£18,750. 


500  SEC 


1 983.  Original  Owns  adling, 
57,500 miles,  F5H  by 
Menxdeaageot. 
Al..j.  griped.  neves  been 
dented  or  mrcJirrt 
Perfect  coadizioo. 
C9JXO. 

TeL  01273  857249. 


\ 


^6 


1^ 


SATURDAY  SEPTEMBER  6  1997 


r 


CAR  97 


9 


■r*  -i  „  ' 


•.  ....  5, 
i 

y:v^! 

“fW\ 

:s 

:h\ 


Hove  builds 

V8  missile 
from  America 

John  Naish  reports  on  one  enthusiast’s  extreme 


^  interpretation  of  the  Stateside  motorcycling  dream 


■--•ir- , 


.. ;  ■*  i 

•  -..'li  i 


;^I 

\  \  ! 


There  are  surely  no 
greater  icons  of  the 
American  road  than 
the  HarJey-DaWdson 
motorcycle  and  the  Chevrolet 
Corvette  car.  So  what  could  be 
a  purer  celebration  of  State¬ 
side  heavy  metal  than  putting 
than  together  in  one  machine? 

Ralph  Bellamy  has  done 
just  That,  and  his  V8-engined 
monster  of  a  cruising  motor¬ 
bike  has  this  month  throbbed 
on  to  the  road  for  The  first  rime. 

But  it's  not  to  the  wide, 
sunny  boulevards  of  Southern 
^California  that  this  machine 
'  has  taken.  The  beast  has  been 
born  and  bred  on  the  sedate 
back  streets  of  seaside  Huve, 
where  Bellamy  has  spent  the 
past  year  painstakingly  build¬ 
ing  his  dream. 

He  says  that  it  is  the  first  of 
its  type  to  hit  the  road  in 
Britain,  and  he  is  now  consid¬ 
ering  purring  the  bike  into 
small-scale  production. 

Hie  statistics  behind  this 
bike  are  phenomenal:  the  Cor¬ 
vette  engine,  fresh  out  of  its 
crate  from  the  American  car- 
*=  maker,  is  a  5.7-litre  high¬ 
ly  output  model,  which  will 
produce  354bhp. 

The  bike  is  capable  of  hitting 
SOmph  from  standstill  in 
around  15  seconds  and  is 
geared  to  reach  a  top  speed  of 
I20mph.  though  it  could  be  set 
up  to  do  "whatever  you  want”, 
says  Bellamy. 

The  present  configuration  is 
set  up  for  practical  road  use, 
bur  Bellamy  wanted  to  try  it  in 
race  trim  at  the  forthcoming 
Brighton  Speed  Trials,  "but 
the  rules  say  you  can  only  run 
bikes  of  up  to  2.000cC\  he 
laments. 

*  Such  is  the  massive  output 
of  the  American  engine  that 


the  bike,  christened  the  Fatz 
VS.  only  has  one  gear.  The 
clutch  is  slipped  until  about 
30mph,  and  then  its  just  a 
matter  of  twist  and  go. 

Final  drive  is  through  a 
huge  belt,  and  the  back  tyre  is 
currently  a  wide,  Oat  item 
more  usually  seen  on  perfor¬ 
mance  cars.  “l*m  looking  io 
change  ir  for  a  special  motor¬ 
cycle  tyre,  but  the  authorities 


say  ifs  not  actually  illegal  to 
use  one  off  a  car,"  he  say’s. 

And  he  should  know,  as  he 
runs  a  tyre-fitting  business  in 
the  Sussex  town.  But  he  has 
also  built  drag  bikes  for  sev¬ 
eral  years,  and  found  the 
inspiration  for  creating  the 
Fatz  when  visiting  Daytona 
Bike  week  —  the  American 
sports  and  social  equivalent  of 
our  Isle  of  Man  TT. 

America  already  has  a  simi¬ 
lar  version  of  the  bike,  called 
the  Boss  Hoss.  which  uses  the 
same  combination  of  VS 
powerplant  and  Harley-Da- 
vidson  inspired  frames. 

The  American  maker  now 
has  its  own  range  of  styles  and 
network  of  dealers.  But  buying 
one,  either  ready-made  or  in 
kit  form,  was  not  enough  for 


Bellamy.  He  wanted  to  create 
a  brute  of  his  own. 

The  frame  he  designed  from 
scratch  is  inspired  by  Harley's 
Softtail,  which  hides  the  rear 
shock  absorbers  in  the  body¬ 
work.  making  the  bike  look  as 
if  it  has  an  old-fashiuned  rigid 
rear  end.  Where  two  shock 
absorbers  are  enough  on  the 
Harley,  however.  Bellamy  has 
had  to  use  three.  “It’s  a  tight 
squeeze  in  there."  he  reports. 

Already  he  has  ridden  the 
Fatz  up  to  London,  naturally 
stopping  offal  the  Hard  Rock 
Cafe.  “I've  done  500  miles  on 
it  and  i  have  to  say  it’s  quite  a 
handful."  he  says.  “The  bike's 
extremely  quick  in  u  straight 
line  but  its  a  hard  push  going 
round  the  comers.  I've  built  it 
for  cruising,  though,  so  it's 
never  going  to  be  the  kind  of 
thing  you  can  really  lay  into 
bends." 

One  of  the  biggest  surprises 
with  the  Fatz  is  its  extreme 
quietness.  The  silencers  Bella¬ 
my  has  fitted  are  quite  restric¬ 
tive.  and  obviously  cut  the 
power  output. 

But  then  what's  a  few 
lost  horsepower 
when  you  have  more 
than  350  to  play  with? 
“Everyone  comments  on  the 
lack  of  noise,"  he  says.  “I  don't 
want  to  create  too  much  havoc 
with  it  —  not  until  people  get 
used  to  the  idea." 

While  irs  unlikely  that  the 
good  people  of  Hove  will  ever 
want  to  ger  used  to  such  a 
concept  the  motorcycle  cer¬ 
tainly  drew  a  mass  of  gapers 
and  admirers  down  the  read 
in  Brighton.  Parked  outside 
the  Waterfront  cafe,  a  bikers' 
bar  on  the  seafront  the  big 
yellow  machine  prompted  a 


Bellamy  with  the  newly  completed  V8-englned  Fatz:  The  bike’s  extremely  quick  in  a  straight  line  but  its  a  hard  push  going  round  the  comers" 


remarkably  consistent  re¬ 
sponse  among  passers-by. 

First  they  would  glance  up 
and  down  at  the  Fatz.  think¬ 
ing.  “Big  Harley,  that".  After 
about  four  paces  past  the 
machine,  a  question  mark 
would  appear  above  their 
heads.  "What  is  that  engine V 
they  would  mouth,  before 
returning  to  spend  a  couple  of 
minutes  carefully  examining 
the  hike. 

Bellamy  estimates  that  the 
project  has  cost  him  £25.000  to 
complete  —  around  the  same 
as  buying  a  Boss  Hoss  in  the 
States.  And  he  believes  there  is 
a  market  for  similar  machines 
in  this  country.  Already.  Boss 
Hoss  dealerships  have  opened 
in  Germany  and  Belgium,  and 
there  are  indications  that  the 
makers  are  considering  open¬ 
ing  shops  in  Britain. 

“If  I  get  it  into  production. 
I'm  looking  at  starting  next 
year.  But  111  have  to  get  my 
skates  on."  he  says.  Indeed, 
but  whatever  the  outcome, 
remember  —  Hove  built  Brit¬ 
ain^  American  dream  first. 


British  drag  king  in  title  hope 


Dragsters  can  hit  300mph  on  the  quarter-mile  track.  The  four-second  barrier  could  be  broken  next  weekend 


DRAG  RACING  enthusiasts  believe 
they  may  see  the  magic  four-second 
harrier  broken  next  weekend,  when  the 
FIA  European  finals  are  held  at  Santa 
Pod  Eve-Ann  Prentice  writes. 

The  dragsters  can  reach  300mph  in 
their  headlong  sprint  along  the 
quarter-mile  track.  Swede  Kent  Persson 


last  month  became  the  first  European 
to  break  the  five-second  record. 

British  hopes  are  riding  with  Barry 
Sheavills  from  Nottingham,  who  could 
become  this  country's  first  Top  Fuel 
Drag  Racing  Champion  if  he  can 
increase  the  pressure  on  championship 
leader  Rico  Anthes  from  Germany. 


Advance  tickets,  available  on  01234 
782  828,  cost  £40  for  the  weekend.  £32 
for  Saturday  and  Sunday  (September 
13-14),  and  £18  for  Sunday. 

•  Readers  who  take  a  copy  of  this 
week’s  GAR  97  can  get  two  tickets  for 
the  price  of  one  on  Saturday. 


RENAULT 


iSSKS. 
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ESPACE  Afize. 
Turbo  lEeseir  MW, 

Metallic  Ruby,  7  tens,  air 
condnwoing.  One  owner. 
KLOGO  ante.  FSR  Excellem 
ooodUoo.  £14900. 

TefcWanricIttUre- 
01926  484322  bona) 
01295  730003  (world 

ROLLS-ROYCE  & 
BENTLEY 

BENTLEY  8 

Cobalt  Bloc,  Magnolia  hide, 
piped  Bloc.  Ude  roof  lining, 
sports  seats,  new  17*  S  spoke 
alloys.  38KmU.FRRSR 
£29,000  (no  canvassers). 

01485  535660/ 

0468  480008 

CONTINENTAL 

R 

1994  L.  Wild  berry, 
parcJunent/wjld  beny. 
23.000  miles.  FSH. 
£116,000. 

01666880240(H). 

CONTINENTAL 

R 

1095  N.  Coder  19.000  miles. 
PtMd  Red.  Ligta  Bet*e  ptped- 
£]  29,000 

onxr.Rjr  tetter  detaili. 

01925  861512/ 

0831 500747  tCheshtre) 

SILVER 

SPIRIT 

Magnolia.  M  leather. 
1982.  private  pAta. 
TOjOOO  miles.  RUSH. 
Stunning  example. 

£14550. 

TeEOl795  844S76 

[  ^ Lancaster 

Magnificent  — 
Bentley  Turbo  RL 
1996  Mdl  Racing  Green, 
Magnolia  Soft  Hide, 

57 . .  -  479.995  __ 

01734  845555  J 

After  Hours  0 468  23228 1  . 
l  wwv..i!«ar!!rels.MS!  ] 

9£>opvr^%fyc 

50  UuytBbono,  High  SWflt 

London  W1M3AD 

anoaojuiDsnflMd^ 

fimltegn^S^Ccndtat. 

. . . 

TWB0RS2KWhia»*.crty 
32j5Q(rrts,ia«1wtecl  ....SS/tftP 

ItuRBO  RflO  Royal  BneU  BW. 
GanraomA . flMDt 

8RSSI  SPUR  81  md  En«r  Btie, 

8e^HaB.a.O0B«&»n™0** 
. ..saw* 

Teh  0171935 1124 

ROLLS-ROYCE  & 
BENTLEY 


BEMTLEYB  1990,  VMndXUon.  nd, 
bhimHi  kUa,  ptoad  in  nd, 
ptatf  dash  top.  CD,  dmnoa 
tc  X  *  Usuvr 
01169  828863 


allon  « 
E2R7S0  ' 


HHTUY  B  90  n«l,antraxMs.40 
mb,  IK  » tog  tamdoK.  2 
annus,  pUJll,  h— dfcn 

saaftrsaftag1 


BaHTLEV  B,  B  XM  cwngian  sOw 
am  Mute  .qkdMn 


PMOft  Tnfc  OMW  277007 


SILVER  SPIRIT 


1992,  Champagne,  cram 
lexthar,  RUSH,  pfx 
considered,  onmacuLst*. 

£32,000  ono 
0973 198143. 


ooHVBmaUE2i,irim'iinsiw; 
"epac.  Mu  tot,  matmt  »ti— Is. 
vmstf  utn,  9K  mb,  J  tody 


pond-  620,600. 


916406 


SUBARU 


M  lnpran  Tmbo.  4  dr,  »Ov«r 
3BK  mb.  ■»-*,  FSB.  AM,  20 
muckftO*  mb  wty.  CXOfiBO 

boo,  rutaisss  ww 


ROLLS-ROYCE  & 
BENTLEY  WANTED 


ABSOLUTE  MUM  Iwgto  a* 
IIP  01366  M&2 


SAAB  AUTHORISED 
DEALERS 


A  fcmjm  s-toetton oi 96W  W)»fl 
teouwl  S«h  Hcxtob  toclodtag 
CmtmutJWM  «*  tap. iMr*to«L 

PiiiffMhpna  Aairttili  Saab  fc* 

Sistndt  lb  0800  613900 


SAAB 


9O0SETGRBO196N) 

S  door,  metallic  Mack.  Black 
bide.  Watom  teds.  Ancon. 
6CD.  One  owned dodor  1,  FSSH. 
20,000  mite,  immaculate. 

£1M». 

TUI  day): tl«  8»  2SSi 
arO!S134»)19«eva) 

*r  04325 15935I(pager) 


,**##«##******»*** 

•  900  CONV 

5  Turbo  16v.  89’  . 

i  Black/Grey  fflir.  aero  aUtty*.  * 
5  low  body  kiL  sports  e*h*M.  * 

*  a/c.  a/w.  e/m,  c/L  fad  seats.  J 

«  Genuine  47K  mis.  PSH.  g 
J  Immac  bargain.  £9335.  « 

S  0181421  6135  * 

i******************* 

9000  CSE 

Anniversary 
2Hms.ai4o,amrfwat. 
sand  leather.  Feb  97, 
4,700  mte,  high  spec.  CO 


£20400 

Tat  04101 


ONO. 


_ I  SAAB 

Q171 538  4333 

august  REDUCTIONS 

m‘SSBSSSnSm 

BL 

»S»»FSH-«  ■■■  • 

-■agassh  — 
“-■JSSESSm 
-KSSSS*  — 

-skssksel  “ 

■'fJSSESiw-"- 


BSUBARUI 
nBffli&fTI  938  4333 1 

SSUSDOSKIMEKT 
18-25  IUdut  Stas,  Snuonw  Bo 
EnonciDH.  London  WB 

FliD  fsoge  of  ftanoostraDMS 
iwSsble  m  Its  Drbe  and  also 
a  selection  of  used  Snbaros- 

NEWSVX  IN  STOCK 
MAIN  AGENTS  FOR  PBODRJVE 

Sara  &  Puts  Dpunm 
52  CihwotiUi  Rd 
Acton,  Lo/ww  W3  SOL 
Tt  0181  992  7866 

3££KENSINGTON 


MAM  DEALER  M  CEHIRAL  LONDON 


TVR 


BBOUBHTOHS  OF  BBSTOUlb 
BBm—tTWUMhrnwtol 
(hi  Mmol  ud  bran  ma,  Tato- 
phona  today  for  nil  TVB 
’"■■a  0117' 

680266. 


CHIMAERA 

4JJ.  lone  BrtJuti  Roane  Orcra.  . 

Ml  Dotokin  Ude.  BritWl  Kact«« 

GiBEamijiia.  Griffith  SDOotodL 

PAS.  icr  deucKc,  6  CD  ftper. 
FTVRSH.  2UXW  nrilcL  1  owner  from 


enadHfam,  I  vbmTVR  nwy. 
QgJM, 

T*fc  0181 87*8957 
lertobei  and  weekends) 


CHIMAERA  4L 

M  reg.  1 6k  mis. 
Starmist  green. 
FTVRSH.6CD.Wnty. 
£24,500. 

0171 4331131 


CHIMAERA 
SPORTS  4.0 

Bine,  fall  Bdge  Indc 

fT>  pbyer- dnmebitaer 
fall  spec 

Lrea.  24^)00  rok.PTVRSH 
ifi  ,000  recently 
£23.759. 

T«l  StaMK  01932  353970  (day  l 
or  0378  680686 


GRIFFITH 

yXWC.  95N.  PUtintaB  riva. 
full  green  fade.  20000  mis.  FSH, 
JlllMJb  UDnStMMI 
£27^50. 

Tel:  01483  274914(h) 
01483278079(0) 
Surrey. 


V8S 


92J,  25K  miles.  Mica 
Blue,  Cream  leather, 
Wilton  carpets.  1 
owner,  1  year  warranty. 
£19.000. 

Tel:  0181 374  6792 


TVR 


SarDm 

Has 


tmCirn  nnttm 

TVR  CHIMAERA  4,0 

A  olasslo  BrttMi  aportaear 
For  £295  per  tiaf 
SOtlVmlSwtm 
MUBHk  n*  Itai  MtaM_ 


07000  280280 


TVR  WANTED 


WMItB)  an  u™  mtVmqn  TVS' a. 
Pinna  cnntacl  Ooxlns  Bniaa. 
IfaH  Vann.  Q1B1  396  1116. 


VOLVO 


V70TO  CD  wlA  wtotn  pack,  no 
March  97.  ttnk  gnj  mnrnlUr 
6000  mb.  E27POO.  Tnt  0069 
6251  5621.10 _ 


EU8U 


_ 

IBk.  sar.  reofcBfls,  obirn. 
Aeon,  Rear  taring  c«M  waa, 
5  yMtwarranty  ^osrolwu 

£22,550 

0115  921  7641 
0802  719044 


aacamramuia  1 

Tta.nfEu.JBJT"7 
VOLVO  VOLVO  VOLVO 


Trumenoooii  sawngs  on  non 
R.K01998  models. 

AU  ftpmStadiort  suppled 
ptsasa  cal  for  a  very  very 
competitive  evou^on 
Orders  now  taken  la  Vbtvo  T« 
01700  47  02  08  Fax  47 17  07 
LEASE  FINANCE  SCHEMES 
AVAILABLE.  PART  EXCHANGE 
WELCOME. 


VOLVO 

AUTHORISED 


VOLVO 


m  easts  be  sure  sb.x  cum 
MM  Me  1J  Flan,  tod 
■MMUKBuHfilkK  CitoM 
Me  •« ecu LM sura Eai  PatMims 

MP  MeseUMriOEaanFn  UMi 
HP  MO  L9  MV  SC  AUTO  nad  ttsm 
fJP  M0RAUTOESTXTF  EMM 


Templars 

FREEPHONE:  0600  919163 


M3»  SEUAUTO 

CJvW»rt  3.10k  Fran  07436 
949  SE2JIUH 

EM  POOL  87  Ud.  1W  07996 

B8P  car  2A  AUTO  Once  oH 
Fnsn  Sk.  Fran  06496 

9S>  sets  AUTO 

Clneaal3.dK.  Fmm  Cl  8335 
9M>  GLT2JAUTO 

IOC  Fran  09966 

90*  CDUAUTO 

100y.EflFaA.13K  069*5 
B7P  GLTUZftVAUTD 
lOrty.EflPack.UK 
B7P  73  CO  AUTO  6K 
97P  VTOCOESTAUTO 
Qncafl  4.  Frem 


W>  07  MOL  SC  3J0  AUTO  Lib.  Af. 

EriPsck.CMesDl3  09935 
HP  CD  an  AU7DEfl  Pack. 

KClMe  t*!  Q233S 

»7P  V70tG4»V4afl40 

DC-Oomos  svafiaMe  now( 


Tamplins  Croytijn 

NATIONWIDE  DEUVERY 

0181  689  2020 

open  ’  days 

SUNDAY  11.00-S.00. 


THE  CHOSEN  FEW 

am  mas mv ie B8T 
BOM  BOOLS  1IW  BE  Bn  tlOSOS 
■OP  050 13  10V  QLT  BET  U09SS 
BOP  OSOUKNCDEBT  CZ1BB5 

BOP  BSD  tD  20V  OLT  EOT  C1640B 

BOM  BSD  2J5  1IIV  8  E3T  C17BB5 
■OP  BStiUlOVSEST  118865 
■411800X0  rev  GU  GST  1184W 
«IP  OSDTDlCD  E22BBS 

.'npOSOTUS  Cl  9885 

BOP  V40Z0MJTOBE  CI7BB0 
BOP  V40Z03E  00485 

B7P  V40TDI  BE  C1M85 

Ridgeway  West 

NoUomMo  Datowy 

01793  486971 

vn  »vT4B 


OBENTPIffB  BUMtoTBnOi.rjM 


VOLKSWAGEN 


IEW  VW"fc  GoV  Cabdotox,  WML 
hlo  Cbm  up  «•  eSQOO 
dtocotmL  MX  01683  650678 


BHMnHwOfi  / 

VOLKSWAGEN 

POLO 

New  "98  spacittcation  RHD 
Polo-  Tranwndous  savings 
on  all  models  *  Polo  T.4i  CL 
Estate  4  Metallic  Paint  + 
A/C  +  Alloys  +  ABS. 

Cl  1.798  OTR 
WHY  PAY  MORE? 

Cod)  01 703  470208 
Fa*  471707 
or  070001  EURO  CAR 
Part  Exchange  Woleoma. 


93K  Audi  80  2.0  E 

Autolted  01,995 

94L  Audi  80TD1 SE 

95N  Audi  A4  l.g 

CIGMfi 

95M  Audi  A4  1.8  SE 

Amazon 

Green  £16,995 

95H  Aiufi  A4  TD1  SE 

Ruby  Red 

97P  Audi  A4  TDI 90 

Cactus  M7.1SK 

96M  Audi  Afi  2.6  SE 

Auto  Silver  n7[iwi: 

97P  Audi  A6  1.8 

Blue  Pearl  mow 

96N  Audi  A4  TDI  SE 
1I0BHP 

Wtiw 

SSL  Audi  2  J  Cabriolet 

Ruby  Red  «ir  me 

96N  AtttfiA4  l.yrSpon 
Ragust  (*10^195 

97P  Audi  A4  l^TSpon 
Cactus 

97P  Audi  2.6  Cabriolet 

Ruby  Red. 

Power  hood  m 

97P  Audi  Afi  25  TIM 

SE  140  Estate 

97P  Audi  2.6  Cabriolet 
AaUuoii  Red  . 
f  nit  spec 


£27339 


Audi 

01244  390033 

Sealand  Road,  Chester. 


EXCLUSIVE  TIMES  OFFER 


THE 


Micro  air  compressors 
from  only  £14.95, 


inc  p&p 


Having  a  powerful  but  compact  air 
compressor  in  your  car  is  an  essential 
time-saver. 

Measuring  just  4.'4  inches  x  4  inches,  the  ‘Micro' 
is  probably  one  of  the  smallest  and  most  powerful, 
portable  air  compressors  available.  The  280  psi  motor 
will  top-up  tyres  in  less  than  sixty  seconds  and  will 
take  only  a  few  minutes  to  inflate  a  typical  car  lyre 
when  flat.  Compact  and  lightweight,  it  simply  attaches 
to  Lhe  tyre  valve  in  operation  and  is  small  enough  to 
store  in  your  glove  comportment  for  convenience. 
Supplied  with  a  pencil  tyre  pressure  gauge,  range  of 
adaptors  for  footballs,  airbeds  and  other  inflalables 
and  available  for  oniy  £14.95. 

The  ‘Mini  3-in-l'  is  slightly  larger  measuring 
approximately  6  inches  x  4 Vi  inches  yet  is  still  small 
enough  to  store  in  most  car  glove  compartments. 
Features  include  a  built-in.  easy  to  read  pressure 
gauge,  spotlight  to  enable  emergency  usage  at  night, 
powerful  250  psi  motor,  and  like  the  “Micro',  a  range 
of  adaptors  for  connecting  to  other  inflatables.  The 
‘Mini  3-in-l'  is  available  for  only  £19.95. 


HOW  TO  ORDER 

(For  U.K.  and  Eire  residents  only) 
fill  in  the  coupon  quoting  your 
Access/Visa  card  number,  or  send  with 
cheque  or  postal  orders.  NO  CASH,  to; 


THE  TIMES 

MICRO  AIR  COMPRESSORS  OFFER. 
TRUEBELL  HOUSE 
LOMBARD  ROAD 

LONDON  SWI9  3TZ 


Access  and  Visa  cardholders  can  use  our  fast  ordering  service  quoting  TN063. 
Please  allow  up  io  28  days  for  delivery.  Subject  to  availability.  If  you  are  not 
fully  satisfied,  return  within  sevea  days  for  a  ftiU  refund. 


Postcode: 

Signature:  Owtvre  TeL  Ncr 

Sand  to:  THE  TIMES  MINI  AIR  COMPRESSORS  OFFER,  j 
TRUEBELL  HOUSE.  LOMBARD  ROAD.  CONDON  SW193TZ 

□  PkiM  k*  urn  V  pa.  do  nrt  iWiniBeaMUcniKlMI 
ton  IV  r.*^  nr  i«smt  anawra  n  im» 


24-HOUR  CREDITCARD  ORDERLINE:  0181-543  8889 
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Readers  reign 

on  our  parade 


CAR  37 


SATURDAY  SEPTEMBER  6i9^;: 


Tony  Dawe  on 


the  entrants  for 
this  year’s 
Coventry  Run 


A  rare  luxury  car,  74 
years  old.  which  was 
bought  by  its  owner 
in  part  exchange  for 
a  vintage  aeroplane,  will  lead 
The  Times  20  out  on  the 
Coventry  Run  through  Shake¬ 
speare  country  tomorrow. 

The  maroon  and  grey 
Straker-Squire  24/80  won  its 
place  in  die  over-subscribed 
event  because  it  is  the  only  one 
of  its  type  left  in  Britain. 

The  six-sea  ter  machine, 
weighing  1.7  tons  with  a  3.9- 
litre.  engine,  was  intended  to 
conquer  the  luxury  market  in 
the  early  1920s  but  the  makers 
faced  continual  financial  trou¬ 
bles  and  finally  expired  in  1926 
after  only  a  few  24/80s  were 
made.  Two  other  models  have 
emigrated  to  Australia  and  a 
fourth,  a  prototype  used  as  a 
racing  car.  appears  regularly 
at  classic  car  events. 

The  Times  20  were  selected 
from  scores  of  entries  from 
CAR  97  readers  and  reflect  the 
wide  range  of  vintage,  classic 
and  sports  cars  taking  part  in 
this  year’s  Coventry  Run.  A 
total  of  480  cars  and  18 
motorcycles  will  set  off  from 
Coombe  Abbey  near  Coventry 
at  10am  and  form  a  5^ -mile- 
long  parade  on  the  65-mile 
route. 

Bernard  Harding,  the  CAR 
97  reader  from  Woking. 
Surrey,  who  entered  die 
Straker-Squire,  says  he 
bought  it  by  accident  "I  had  a 
De  Havilland  Moth  and  was 
worried  about  its  condition 
and  derided  to  sell  it  The  man 
who  answered  my  advert  of¬ 
fered  the  car  and  some  cash 
for  the  aeroplane  and  I  accept¬ 
ed  because  1  already  owned  a 
couple  of  classic  cars  and 
fancied  a  third. 
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THE  TIMES  20 


1923  Straker-Squire  24/80 _ Bernard  Harding,  Woking,  Surrey 

1926  Austin  7 _ JA  Harris,  aiWeme.  WBtsWre 

1928  Buk*  Master  6 _ khwal  Bacon.  Patching,  West  Sussex 

1928  Sunbeam  20hp _ Jonathan  Butter,  Newport;  Shropshire 

1928  Humber  9/20  fabric  satoonCJ.  Hancock.  Chesham,  Bucks 

1930  Hudson  Essex  Super  6 _ Peter  Thompson,  Summertown, 

Oxford 

1933  RaBton  Tenaptane  Tourer  Nigel  Plant,  Tarporiey,  Cheshire 

1934  3.5  Rtre  Bentley  Sports  ...David  Newfing  Ward,  Henley-on- 

Thames,  Oxon 

1934  LO  2/20  Daimler _ Fiona  West,  Bamack,  Lines 

1938  Austin  7  Opal _ JA  HaJIam,  Ravenshead.  Nottingham 

1948  Stud ebaker  Coupe . . CSfi  Wright,  Droitwich,  Worcs 

1948  Triumph  Roadster  1800.  Christopher  Chapman,  Loxwood, 

West  Sussex 

1948  Bristol  2  litre  400 _ Brian  Davies.  Cheadle,  Staffs 

1950  MG  Y  saloon _ Barbara  Cole,  Brentford,  Middlesex 

1956  Ford  Popular _ Martin  Stetbett,  SpekJhurst,  Kent 

1961  Jaguar  E  type _ Simon  Rfley,  Cfapham  Park,  London 

1962  Lotus  Efite  series  2. _ DJI  Davis,  Langport,  Somerset 

1962  AMsTD  21 _ Raymond  Keene,  Stanmore,  Middlesex 

1966  Aston  Martin  DB6...  Roderick  Groundea-Peace,  Whaddon, 

Bucks 

1966  NSU  Spider . Conn  WflBamson,  Glenavy,  Co  Antrim 


CAR  97  reader  Bernard  Harding  will  lead  the  Times  section  of  die  parade  with  the  rare  1923  Straker-Squire  he  swapped  for  a  vintage  airplane 


“It  was  virtually  derelict  but 
complete  and  has  been  re¬ 
stored  very  carefully.  It  has 
been  running  well  this  sum¬ 
mer  after  1  sorted  out  the 
sticking  inlet  valves.  I  shall  be 
bringing  a  co-driver  with  me. 
however,  for  like  all  cars  of  die 


era.  the  steering  is  very  heavy 
and  gearchanging  requires  a 
lot  of  muscle.” 

The  Straker-Squire  will  be 
joined  in  The  Times  coflection 
by  other  classic  monsters  in¬ 
cluding  the  1928  Buick  Master 
6,  owned  by  Idwal  Bacon  of 


Patching,  West  Sussex,  and 
the  1934  35-litre  Bentley 
Sports  belonging  to  David 
Newling  Ward  of  Henley-on- 
Thames.  Oxfordshire. 

Some  of  the  entries  will  take 
less  effort  to  drive,  including 
two  inter-war  Austin  Sevens 
which  earned  their  places  as 
the  famous  model  has  its  75th 
anniversary  this  year. 

Barbara  Cole  of  Brentford. 
Middlesex,  pleaded  for  a  place 
for  her  recently  acquired  MG 
Y  saloon  as  “the  impetus  to  get 
die  car  out  and  about”.  She 
says;  “It  was  a  bit  of  a  wreck 
when  we  first  saw  h  but  we 
couldn’t  walk  away  from  the 
car.  I  have  always  liked  old- 
fashioned  saloons  and  the  MG 
was  something  special. 

“Winning  a  place  an  the 
Coventry  Run  ensured  that  it 
wasn't  ignored.  It  has  been 
expertly  restored  and  we  have 
just  splashed  out  on  a  new 
radiator  to  make  sure  we  get  to 
Coventry.  My  husband,  small 


son  and  I  will  be  the  ones  with 
the  biggest  beams  on  our 
bees,  even  if  we  make  it  no 
further  than  the  start” 

Heading  the  parade  from 
Coombe  Abbey  will  be  a  Leon 
Bollee  tri-car  from  1896,  fol¬ 
lowed  by  vintage  Fords  and 
Rolls-Royces,  more  modem 
Triumphs  and  Jaguars  and 
the  latest  electric  gas  and 
solar-powered  cars. 

The  alternative-fuel  vehicles 
will  form  part  of  a  collection  of 
cars  celebrating  motoring 
milestones.  It  has  been 
assembled  by  the  Institution  of 
Mechanical  Engineers,  which 
is  sponsoring  this  year's  event 
to  mark  the  Institution’s  150th 
anniversary. 

Owners  of  The  Times  20 
will  receive  petrol  expenses  up 
to  £SO from  BP  for  the 
Coventry  Run.  provided  they 
buy  the  fuel  from  BP 
stations,  plus  a  free  Michelin 
road  atlas  of  Britain 


New  Seville:  no  Yank  tank,  instead  it  is  targeted  at  Jaguar  and  BMW  buyers 

CADILLAC  FIRST  t^UNCRIUrOl^flT^i-  ;,i  ~ 


THE  CADILLAC  once  a  symbol  of  garish 
American  luxury,  is  to  go  on  sale  in  Britain 
for  the  first  time  next  year.  Bat  the  new 
Seville  will  be  slimmer,  neater  and  more 
elegant  than  its  famous  big-finned  cars. 

A  left-hand-drive  version  will  be  unveiled 
at  next  week’s  Frankfurt  Motor  Show. 


Right-hand-drive  versions  of  the  car,  a  dose 
relative  of  Vauxh all’s  Omega,  will  quickly 
follow  for  Japan  and  Britain,  through  « 
small  network  of  specialist  dealers.  \ 

The  car  mil  have  a  4.6-11  tre  V8  engine,  ■ 
setting  it  against  Jaguar’s  new  V8  saloons, 
the  Toyota  Lexus  and  BMW  5  and  7-series. 


